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I EXECUTIVE SUMMARY 


CDW Consultants, Inc. (CDW) conducted an investigation of the properties located at 240 Beaver 
Street and 225-227 Beaver Street, in Waltham, Massachusetts (MA) (the *Site”) on behalf of the 
City of Waltham. The Site includes two separate parcels of land totaling 58.7 acres. The Site 
contains one main 7,474 square foot administration building built in 1948 and two other support 
buildings and greenhouses. The properties are owned by the Commonwealth of Massachusetts and 
are listed on the City Assessor database under the following parcel identification numbers: R053 003 
0001and R053 003 0014 (240 Beaver Street) and R054 001 0001 (225-227 Beaver Street). Figure 1 
depicts the Site locus. Figures 2 and 3 are Site Plans for 225-227 Beaver Street and 240 Beaver 
Street, respectively. 


The Site investigation was conducted in general conformance with the ASTM International (ASTM) 
Standard Practice for Environmental Site Assessments: Phase I Environmental Site Assessment 
Process (ASTM E1527-13) and the Massachusetts General Laws (MGL) Part I, Title II, Chapter 
21E: Massachusetts Oil and Hazardous Material Release Prevention and Response Act. 


On April 30, 2019, CDW personnel performed a Site reconnaissance to conduct a general visual 
inspection of the Site, observe the interior of the Site building, and document existing and 
observable uses of the Site and adjacent properties. A User Questionnaire was completed by Mr. 
Fred Leland, Maintenance for the facility. 


The investigation conducted by CDW personnel included a review of available federal, state, and 
local environmental agency records to identify the presence or likely presence of Recognized 
Environmental Conditions (RECs), Historical Recognized Environmental Condition (HRECs) and 
Controlled Recognized Environmental Condition (CRECs). 


The following CREC was identified during the assessment: 


A CREC was identified on the northern Parcel 2 located at 225-227 Beaver Street where a 
portion of the parcel is identified as a Massachusetts Waste Disposal Site that has been 
assigned Release Tracking Number (RTN) 3-280409 for a release of heavy metals. A Class C- 
] Response Action Outcome (RAO) was filed with Massachusetts Department of 
Environmental Protection (MassDEP) in November 2011 stating a condition of No 
Significant Risk of harm to human health exists for all current uses of the Disposal Site Area 
(DSA) and that it is infeasible to reach a Permanent Solution. The C1 RAO stated the 
disposal site boundary must be controlled with a fence. In 2011, a 6-foot tall chain link fence 
was installed around the DSA. A Periodic Review is conducted every five years. The last 
Periodic Review was conducted in July 2016 by Ramboll Environ. 
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The following HRECS were identified during the assessment: 


e An HREC was identified on the southern Parcel 1 located at 240 Beaver Street where a 
portion of the parcel is listed as a Massachusetts Waste Disposal Site that has been assigned 
Release Tracking Number 3-28048 for a release of oil. A Class B-1 RAO was submitted to 
MassDEP on October 5, 2009 as assessments of the release have demonstrated that No 
Significant Risk exists as a result ofthe release and therefore site closure has been achieved. 


e An HREC was identified on the southern Parcel 1 located at 240 Beaver Street where a 
portion of the parcel is listed as a Massachusetts Waste Disposal Site that has been assigned 
Release Tracking Number 3-28050 for a release condition of heavy metals in soil. A Class 
А-1 RAO was submitted to MassDEP on October 11, 2009 after soil remediation was 
completed, demonstrating that No Significant Risk exists as a result of the release and 
therefore site closure has been achieved. 


Parcel 1 (240 Beaver Street) was the site of an upland fly ash research area, and Parcel 2 (225-227 
Beaver Street) was the site of a wetlands fly ash research area. According to the maintenance 
foreman for Parcel 1, arsenic based pesticides and herbicides had been stored on-site, and used in the 
past inside the greenhouses. 


An asbestos survey was beyond the scope of this assessment. However, it was previously 
documented in the document entitled, Waltham Experiment Station, Study of Existing Conditions, 
Development Potential, and Alternative Future Development Options. The section on the Regulated 
Building Materials Survey (RBMS) identified the following locations contained asbestos containing 
materials (ACM): 


e Countertops and panels in the Parcel I Administration Building; 

e Inside the laboratory, inside the sink countertops and panels in the Parcel 1 Gray Building; 
e In the boiler smokestack in the Parcel 1 Boiler Building; 

e In the linoleum floor located inside the Parcel 2 Farm House; 

e In the asphalt roof shingles and transite panels within the Parcel 2 Main Barn; 

e In the building materials within the Parcel 2 cow barn; 


e In the building materials and shingles of Parcel 2 sheds 1 and 2. 


No assessment of the potential for asbestos in soil was reviewed or performed as part of this scope or 
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II SITE DESCRIPTION 


CDW conducted an ASTM Phase I investigation of the properties listed as 240 Beaver Street and 
225-227 Beaver Street, in Waltham, Massachusetts (the “Site”; Figure 1). The assessment includes 
one 27.9-acre parcel located at 240 Beaver Street and one 30.84-acre parcel located at 225-227 
Beaver Street. Both properties comprise the University of Massachusetts Agriculture Experiment 
Station that was gifted to the Commonwealth in the early 1900s for educational purposes. 


Parcel 1 (240 Beaver St) consists of administration buildings, greenhouses, a research area, small 
community garden plots, and agricultural fields. This parcel is bounded by Beaver Street to the 
north, a baseball field and Waverly Oaks road to the east and southeast, Marianne Road to the south, 
and Linden Street and the residential properties at Linen Circle and Floral Circle to the west. The 
southern parcel (referenced as parcel #1) is located at 240 Beaver Street and is improved with a 
7,474 square foot administration building built in 1948. The three-story building has approximately 
20 offices and an attached auditorium of approximately 5,000 square feet. It is currently used for 
office space and is known as the main building of the Waltham Experiment Station. The parcel also 
contains the Gray Workshop Building with four attached greenhouses, a Boiler Building that 
formerly generated heat for the buildings, the Corn Laboratory with two attached greenhouses, and 
hoop-style greenhouses. The Administration Building, Gray Workshop Building and the Boiler 
Building are the main structures currently in use. The parcel is bordered by the Cornelia Warren 
Ball Fields to the east, Waverly Oaks Road- Route 60 to the south and a residential neighborhood to 
the west. Access to Parcel 1 is via three gravel driveways that enter the site from Beaver Street. Two 
driveways provide access and parking along the east, west, and south side of the administration 
building and the other provides access along the eastern side of the Gray Workshop Building with 
parking on the south side of the building. 


The Parcel 1 buildings are connected to municipal water, sewer and natural gas. The Administration 
Building was formerly heated with #2 fuel oil, supplied by two 7,500-gallon underground storage 
tanks (USTs). The Gray Building was heated with #2 fuel oil, supplied by one 1,000-gallon UST. 


Parcel 2 (225-227 Beaver Street) consists of an abandoned farmhouse and dairy farm buildings 
including barns, storage sheds, and foundation structures for former buildings. Most of these 
structures are in disrepair and several have collapsed. The upland field west of the wetland was used 
for hay production and grazing. The northern portion of this parcel contains approximately 16 acres 
of wetlands, meadow and succession forest vegetation. The wet meadow and wetland areas were not 
developed. The parcel is bounded to the north by the Fernald State School, to the south by Waverly 
Oaks Road and Beaver Street, to the west by Camp Cedar Hill and associated buildings owned by 
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the Girl Scouts of Eastern Massachusetts, and to the east by Waverly Oaks Road. The wetlands 
contain an approximately 4,600 square feet area of contaminated fly ash material brought from an 


off-site source used for an agricultural research experiment conducted in the 1970's known as the 
Phoenix Project (a joint USEPA, Mass DEP and City of Waltham DPW project). 


According to a July 2016 Periodic Review Class C1 Response Action Outcome by Ramboll Environ, 
the UMASS experimental station disposed of approximately 66 to 77 tons of municipal incinerator 
ash residue on Parcel 2 during the summer of 1977. No buildings were known to have been 
constructed on or near the ash disposal site. The upland field west of the disposal site was used for 
hay production and/or grazing of cows. The wet meadow was never developed. 


The Site is located on the Boston Southwest United States Geological Survey (USGS) 1987 
Quadrangle Map at the following approximate location and elevation: 


317708.01 UTM E (Meters) 
4694755.68 UTM N (Meters) 
42.383709? Latitude (North) 

-71.214428? Longitude (West) 


58 Feet above sea level 


318032.00 UTM E (Meters) 
4694878.00 UTM N (Meters) 
42.384886? Latitude (North) 
-71.210534° Longitude (West) 


58-48 Feet above sea level 
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ш USER-PROVIDED INFORMATION 


Mr. Fred Leland, Maintenance for the facility was interviewed on April 30, 2019 regarding the Site. 
Additional site information was provided by Stacy Daley of the Community Farms Outreach. They 
provided the following information: 


e Currently the Parcel 1 administration building is occupied by the Boston Gleaners, 
Community Farms Outreach, and other farm cooperatives. 


e Water, sewer, and natural gas utilities enter the property from Beaver Street. 
e There are no private drinking water wells or irrigation wells located at the Site. 


e The greenhouse buildings (greenhouses I to 4) have been in a state of disrepair for an 
unknown number of years. Mr. Leland stated that arsenic-based pesticides and herbicides 
had been used in the past inside the greenhouses. 


e A gasoline tank outside the western side of the greenhouse had a release of gasoline and was 
removed in January 1998. 


e Mr. Leland stated other UST’s were removed from adjacent to the Corn Lab, north of 
building the Gray Building, northeast of greenhouse #3, and south of the Boiler Building at 
various times in the 1990's. 


e No personnel reported any knowledge of pits, ponds or lagoons for waste treatment at the 
Site. 


e The Parcel 1 site had been used for fly ash experiments in areas to the south east of the 
buildings in the past. The fly ash experiments were conducted in the south east area of 240 
Beaver Street adjacent to the dirt access road. 


e A portion of the Parcel 2 site was used for fly ash experiments. This area has been located 
approximately 300 feet east of the driveway adjacent to the wetlands area. 


e Dumping of farm materials and yard waste such as leaf litter, stumps, loam, tree branches, 
grass, and wood chips has been located along the southern most portion of Parcel 1 closest to 
Marianne Road near Waverly Oaks Road. Dumping from off-site sources is suspected by the 
City. 


e Drywells have existed on Parcel 1 for washing of pots and other farm tools. 
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e A pesticides storage building is located south of the Parcel 1 greenhouses and in the past has 
stored dry phosphates, chlordane, liquid pesticides, and dry diazanon. 


IV SITE RECONNAISSANCE 


On April 30, 2019, CDW's inspector Ms. Laura Dewahl performed a walking inspection of 225-227 
Beaver Street and 240 Beaver Street in Waltham, Massachusetts. CDW was accompanied by Mr. 
Fred Leland. The weather conditions were mild (40s (F)) and rainy at the time of the site inspection. 
Access was provided to approximately 5096 of the Site buildings due to some safety concerns and 
inaccessibility of some buildings. No restricted areas were encountered for the exterior portion of 
the property grounds. 


1.0 General Exterior Observations 


Parcel 1 - 240 Beaver Street 


This portion ofthe property is approximately 28 acres. Approximately 90% of the exterior property 
is undeveloped and includes a former rose garden, Waltham Fields Community Farm, and City of 
Waltham Community Gardens. The area along the northern portion of the parcel just south of 
Beaver Street contains “Hoop Houses", one three-story administration building, one former boiler 
plant, one two-story wood framed building known as the "Gray Building", one pesticide storage 
building, four former greenhouses, and two unknown use greenhouses. 


During the site walk, the farm fields were being prepared for the seasonal planting. No stressed 
vegetation or soil staining was observed. Site reconnaissance of the former "fly ash" experiment 
area did not identify and areas of stressed vegetation or stressed farm plants. No containers such as 
55-gallon drums, former above ground storage tanks (ASTS), or other hazardous materials storage 
containers were observed. 


Mr. Leland stated that many of the former dry wells associated with the greenhouses and the Gray 
Building had been removed but was unsure of the date. No staining surrounding the various 
buildings was observed. 


No evidence of suspect waste disposal pits was observed in the numerous farm fields to the south of 
the greenhouses and administration building during the Site inspection. The vegetation was healthy 
looking and did not appear stressed. 
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At the southern end of the site in a wooded area closest to Waverly Oaks Road an area reportedly 
used for dumping yard wastes, any excavated excess soil, leaf litter, brush, and grass clippings. On 
the northern edge ofthe dumping area a former 275-gallon heating oil tank with the top removed and 
no contents was observed. Dried leaves outside of the former AST did not contain any obvious 
signs of oil or hazardous materials. The edges of the fill in area had large pieces of asphalt and 
concrete. During the site visit it is unknown if any of the former “fly ash” areas from other parts of 
the site have been removed and transported to the southern fill area. 


No pits, mounded areas, or waste lagoons were observed. 


Various one gallon to five gallon plastic containers with oil or hydraulic fluids were observed inside 
the storage huts along the eastern dirt service road. Various motorized farm implements were stored 
inside the huts as well. No obvious signs of leaks or impacted surface soils was observed. 


Parcel 2 - 225-227 Beaver Street 


This portion ofthe property is approximately 30 acres. Approximately 90% of the exterior property 
is undeveloped with low growing vegetation and trees. The eastern 10 to 15 acres is listed as a 
MassGIS Delineated Wetland. Some wetland flagging remnants were observed. 


The area to the northern portion of the property includes a two-story farm-house, garage, main barn, 
and calf barn. An area to the south of the calf barn was reportedly used as an oil changing station. 
An unknown number of rusted 5-gallon steel cans and other containers were observed in the areas to 
the north of the farm-house. The contents of the containers were unable to be verified. No obvious 
staining or impacted soils were observed. 


A former “fly ash” area was reportedly located in the southern portion of the parcel closer to Beaver 
Street. No stressed vegetation was observed around the buildings or former "fly ash" area. A chain 
link fence was located around the main barn due to the collapse ofthe barn. No stressed vegetation 
was observed in the area of the reported oil changing station. Approximately 200 feet east of the 
farm-house was a milk bottle glass dumping area. 


2.0 | General Interior Observations of Building 


Observations of the inside of the building are organized by building. 
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240 Beaver Street 
Administration Building 


The three-story main administration building is located closest to Beaver Street. The basement area 
was accessible during the site visit. Minor amounts of petroleum products, paints, cleaning 
materials, and other maintenance materials were observed. No staining or spills of oil or hazardous 
materials was observed. Basement floor drains did not appear to be impacted by oil or hazardous 
materials. Site reconnaissance of the upper floors did not identify any improperly stored oil or 
hazardous materials. Minor amounts of cleaning supplies were observed in the kitchen, bathroom, 
and janitor areas. No obvious signs of oil or hazardous materials spills were observed. The building 
is heated by natural gas. The natural gas line enters the former boiler plant prior to entering the 
basement area furnace. 


Gray Building 


The Gray Building is located 100 feet to the east of the administration building closest to Beaver 
Street. The lower basement area accessed by an overhead garage door on the eastern side of the 
building contains various small pieces of landscape equipment such as snow blowers, leaf blowers, 
and lawn mowers. The area also contains a small engine repair area. Minor amounts of engine oil, 
lubricants and gasoline was stored in the area. No obvious staining was observed on the concrete 
floor around a floor drain and one exterior trench drain. No holes or significant cracks in the 
concrete floor was observed. Standing water from recent heavy rain observed on the floor did not 
indicate the presence of a petroleum sheen. A portion ofthe Gray Building is undergoing abatement 
for asbestos containing building materials. 


Greenhouses 1 to 4 


Greenhouses I to 4 located to the south of the Gray Building and to the east of the Administration 
Building and Boiler House were dilapidated and were not entered out of safety concern. No obvious 
signs of storage of oil or hazardous materials was observed. The area was surrounded by chain link 
fencing. Arsenic based pesticides and herbicides were reportedly used in the greenhouses. 


Greenhouses 6 and 7 


Greenhouses б and 7 are located to the east of the dirt service road. These greenhouses are currently 
in use. During the site visit small amounts of oil and lubricating oils were observed in containers 
ranging from one to five gallons. They were stored on a plastic pan at the northeast corner of the 
greenhouse. No obvious signs of spills or staining was observed in the plastic container or 
surrounding surface soils. 
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Boiler House 


Due to what appeared to be a partial roof collapse, the interior of the former boiler plant was not 
accessed. Limited visual observations from the outside did not identify storage or the misuse of oil 
or hazardous materials at the time of the limited inspection. No odors were observed emanating 
from the building. An electric transformer is located along the northern exterior portion ofthe boiler 
plant building. 


225-227 Beaver Street 


Farm House and Garage 


The two-story wood framed house was inaccessible at the time of the site visit. During the exterior 
reconnaissance two different heating oil fill pipes and vents pipes were observed exiting the north 
side of the basement. No oil or hazardous materials were observed on the outside of the building. 


Main Barn 


The area surrounding the Main Barn was secured with a locked chain link fence due to the collapse 
of the building. The building appeared unsafe at the time of the site visit. No entry was made 
beyond the fence line. No obvious signs of petroleum or hazardous materials staining was observed 
in the area of the barn or former oil changing area from what could be observed through the fence. 


Calf Barn 


The area surrounding the calf barn was secured with chain link fencing due to structural collapse. 
The area surrounding the fenced area did not identify any stressed vegetation or areas of obvious oil 
or hazardous materials. No obvious containers for storage of oil or hazardous materials were 
observed. 


3.0 Observations by Focus Area 
Petroleum Products 


All known in-use underground storage tanks have been removed from the site. One 1,000 gallon 
gasoline UST removed from the southeast corner of greenhouse #3 identified a release of 
approximately 196-gallons of gasoline. The UST closure report is documented through Pennoni and 
Associates dated March 13, 1998. No other closure reports were reviewed for any ofthe remaining 
UST's. There are no active above ground storage tanks (ASTs) located at the site. Natural gas has 
supplied the building since approximately 2001. 
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Hazardous Materials 


Cleaning supplies and kitchen chemical fire suppression systems are located at the Site 
administration building. The storage of these materials appeared to be satisfactory. Also present but 
not directly observed are refrigerants for kitchens and water fountains. Propane tanks are located in 
the area of greenhouses 6 and 7. 


Drums or Containers 


No drums were observed during the exterior site inspection. No drums were observed during the 
interior building site inspections. Various small containers, i.e., 5-gallon capacity or less, were 
observed as noted. 


Underground Storage Tanks (UST’s)/Aboveground Storage Tanks (AST's) 
Former UST's include: 


e One 1,000-gallon gasoline UST located northeast of greenhouse #3 was removed in February 
1983. 


e One 1,000-gallon gasoline UST located between greenhouse #3 and #4 removed in 
December 1991. 


e One 1,000-gallon #2 fuel oil UST located northwest of the Gray Building was removed in 
December 1992. 


• One 500-gallon fuel oil UST was removed in December 1992. Two former 7,500-gallon fuel 
oil UST's located to the south of the former boiler plant building were reportedly removed 
in 2001. 


Intermodal Shipping Containers 


There were no indications of intermodal shipping containers at the subject property at the time ofthe 
inspection. 


Indications of Polychlorinated Biphenyls (PCBs) 


Polychlorinated biphenyls (PCBs) are a chemical component of many dielectric fluids, heat transfer 
fluids, hydraulic fluids, lubricating oils, paints, or coatings manufactured prior to 1979. It is 
unknown if PCB light ballasts, PCB building caulking, and PCB window glazing is present in the 
building. A transformer located along the norther exterior wall of the former boiler plant may 
contain PCB oil. 
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Pits, Ponds & Lagoons 


No evidence of pits, ponds and/or lagoons was noted on the subject property. Drywells were 
reportedly present on the Site in the past and were used for the purpose of washing pots and farm 
equipment. 


Odors 
No significant odors were noted on the subject property. 
Stained Soil or Pavement 


No evidence of significantly stained soil or pavement was noted on the subject property. No 
petroleum surface staining was observed around the boiler building or in the areas of the 
greenhouses where past UST's had been located. 


Pools of Liquid 
No unidentified pools of liquid were noted on the subject property. 
Stressed Vegetation 


No evidence of stressed vegetation anticipated to be caused by contamination was noted on the 
subject property. 


Solid Waste Disposal 

No solid waste concerns were noted on the subject property. 
Medical/biological wastes/X-ray or other radioactive activities 
No medical or biological wastes were observed. 

Drains and Sumps 


No catch basins were observed in the farming fields, surrounding dirt access roads, or greenhouse 
areas. A catch basin was observed in the driveway area along the north west corner of the Gray 
Building at 240 Beaver Street. The storm drain reportedly discharges out to Beaver Street. No 
staining was observed on the asphalted surfaces adjacent to the catch basin. 


Septic Systems 


No septic systems are in use on the subject property. The property is currently serviced by the City 
of Waltham sewer system. 
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Storm/Waste Water 


Wastewater generated at the site is limited to sinks and toilets and is disposed of via the municipal 
sewer system. Stormwater drainage may be directed to the on-site catch basins. 


Wells 


No evidence of drinking water wells or irrigation wells was noted on the subject property. There are 
monitoring wells located on the property as a result of previous Response Actions conducted around 
the former boiler area UST's. 


4.0 Records Review 


4.1 Standard Environmental Record Sources 


Relevant, readily available and practically reviewable documents, records, and other information 
were obtained and reviewed as part of this Phase I ESA. This chapter provides a list of sources of 
information and supporting documents. 


Federal Source Records and Information 


e Environmental Data Resources (EDR), Inc. federal environmental record databases search 
report prepared for CDW 


e USS. Geological Survey (USGS), Topographic Map of Boston North, Massachusetts, 7.5- 
minute series quadrangle 


Commonwealth of Massachusetts Source Records and Information 
e EDR, Inc. state environmental record databases search report prepared for CDW 


e Records maintained by the Massachusetts Department of Environmental Protection; online 
database accessed at http://mass.gov/edep 


Local (County and Municipal) Records and Information 
e City of Waltham Assessor parcel information and ownership history 
° City of Waltham Fire Prevention Division 


ө City of Waltham Health Department 


Beaver St., Waltham 
July 2019 
Page 13 


e Historical aerial photographs of the subject property and vicinity obtained from EDR, Inc. 


e Historical Sanborn Fire Insurance maps of the subject property and vicinity researched by 


EDR Inc. (Sanborns were not available for this property). 


Federal National Priority List (NPL) 

Federal Comprehensive Environmental Response, 0.5 
Compensation, and Liability Information System 

(CERCLIS) List 

CERCLIS No Further Remedial Action Planned (NFRAP) 0.5 
List 

Resource Conservation and Recovery Act (RCRA) 0.5 
Corrective Action Sites (CORRACTS) 

RCRA Non-CORRACTS 0.5 
RCRA Generators 0.25 
Emergency Response Notification System (ERNS) Property Only 
State-Equivalent NPL 1.0 
State Landfill and/or Solid Waste Disposal Site Lists 0.5 
State Leaking Underground Storage Tank (UST) Lists 0.5 
State Registered UST Lists 0.25 


CDW engaged EDR, Inc. to scan both federal and state environmental record databases and provide 


a summary of facilities that are identified on any of the lists searched. The federal databases 


searched, and specified search radii, are as follows: 


4.2 Federal CERCLIS List 


Superfund or Comprehensive Environmental Response, Compensation, and Liability Act of 1980 is 


a United States federal law designed to clean up sites contaminated with hazardous substances as 


well as broadly defined "pollutants or contaminants." There is one CERCLIS site located within 0.5 


miles of the Site. 


Name Address RTN/Status Dist. (mi)/ Relative 
Direction Elevation 
Duffy Bros 411 Waverly EPA ID SW 1/4- 2 mi Higher 
Construct Oaks Rd MAD980916316 


43 X State-and tribal-equivalent- CERCLIS 
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State/Tribal Sites are the states” equivalent to CERCLIS. These sites may or may not already be 
listed on the federal CERCLIS list. Priority sites planned for cleanup using state funds (state 
equivalent of Superfund or NPL) are identified along with sites where cleanup will be paid for by 
potentially responsible parties. Nineteen (19) State hazardous waste sites were identified within ^ 
miles ofthe Site. Information regarding hazardous waste sites, including associated Massachusetts 


Department of Environmental Protection (MassDEP) release tracking numbers (RTNs), is 
summarized below: 


Shell Product 313 Waverly 3-003078 RAO; | ENE 0 – 1/8 Higher 
Dist P Oaks Rd. 3-0018952 RAO; | (0.048 mi.) 
3-0020538 RAO 
Beaver Visitec 411 Waverly 3-0000454 RAO; | ENE й – ^ Higher 
Inter Oaks Rd. 3-0010717 RAO | (0.292 mi.) 
Rampage 411 Waverly 3-031506 PSNC; | ENE 4-% Higher 
Systems Oaks Rd. 3-0025816 RAO | (0.292 mi.) 
Pole #31 264 Beal St. 3-0011166 RAO | ENE 4 – 6 Higher 
(0.295 mi.) 
Massachusetts 108 Clematis 3-0032643 RAO |E4-'% Higher 
Medica Ave. (0.402 mi.) 
Thom Building | Fernald Cener 3-0021380 КАО | МЕ и – % Higher 
200TR (0.480 mi.) 
Intersection Warren St. and 3-0022872 RAO | SSE и – %№ Higher 
Chaffe (0.480 mi.) 
Waltham Public | 258 Trapelo Rd. | 3-0029265 RAO | NNE 4-% Higher 
School (0.491 mi.) 
Gas Station 227 Waverley ENE 0 – 1/8 
Oaks Rd. 3-0013458 RAO | (0.016 mi.) Lower 
Shell #73 225 Waverley E 0 - 1% 
Oaks Rd. 3-0027761 RAO | (0.032 mi.) Lower 
No Location Aid | 110 Beaver St. 3-0017779 RAO; | SE 0 - 1/8) Lower 
3-0002923 RAO; | (0.095 mi) 
3-0018647 RAO; 
3-0017435 RAO 
Clematis 117 Beaver St. 3-0002692 RAO |E 0 - 1/8| Lower 
Corporation (0.119 mi) 
Light Metal | 70 to 74 Clematis | 3-0016864 RAO |E 1/8 — 4| Lower 
Platers Ave. (0.198 mi.) 
Industrial 70 to 74 Clematis | 3-0000501 RAO |E 1/8 — и | Lower 
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Property Ave. (0.228 mi.) 

Gasoline Station | 127-131 Linden | 3-0000942 SW 1/8 — М | Lower 

Fmr St. DEPNFA (0.232 mi.) 

Dana Athletic Ctr | 500 Beaver St. 3-0024981 RAO |W 1/8 — и | Lower 
(0.234 mi.) 

Manhole Halfway | 102 Clematis St. 

Down 3-0013361 RAO | E (0.286 mi.) | Lower 

Aston Martin of | 85 Linden St. 3-001980 КАО |SW % — % | Lower 

New (0.339 mi.) 

Residence 73 Ellison Park 3-0021082 RAO | WSW '4 — % | Lower 
(0.468 mi.) 


RAO - Response Action Outcome, regulatory closure 
PSNC - Permanent Solution No Conditions 
DEPNFA = DEP No Further Action 


Based on regulatory status and/or gradient from the Site, none of the above listed sites are 
considered a REC for the Site. 


4.4 State and tribal leaking storage tank lists 


The Leaking Underground Storage Tank (LUST) database is a listing of confirmed or suspected 
releases from underground storage tanks that have been reported to the state. The state UST database 
is an inventory of all regulated USTs. There аге 11 Leaking underground storage tank sites (LUST) 
located within a 0.5-miles of the Site. The LUSTs are summarized below: 


UMASS Amherst Target 
Agricultural Center 240 Beaver St. 3-0015883 Property - 
3-0015883 / Target 

UMASS Waltham 240 Beaver St. RAO Property - 
225 Waverley 3-0027761 / E 0.032 mi. 

GASOLINE STATION Oaks Rd. RAO Lower 
225 Waverley 3-0029921 / E 0.032 mi. 

GASOLINE STATION Oaks Rd. RAONR Lower 

SHELL PRODUCT DIST 313 Waverley 3-0003078 / ENE 0.048 mi. 

PLANT FMR Oaks Rd. RAO Higher 
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3-0020750 / WNW 0.174 
BENTLEY COLLEGE 400 Beaver St. RAO mi. Lower 
3-0010289 / E 0.178 mi. 
RIVER AUTO 10 Clematis Ave. | RAO Lower 
3-0019560 / SE 0.217 mi. 
FITZGERALD SCHOOL Beal Rd. RAO Higher 
ABKO ASSOCIATES INC 3-0002952 / SW 0.314 mi. 
FMR 97 Linden St. DEPNFA Lower 
3-0011729 / NE 0.415 mi. 
OFF RTE 60 54 Shawmut St. RAO Higher 
WALTHAM PUBLIC 3-0029265 / NNE 0.491 mi. 
SCHOOLS 258 Trapelo Rd. RAO Higher 


Based on regulatory status and/or gradient from the Site, none of the above listed sites are 


considered a REC for the Site. 


There are four (4) leaking above ground storage tank site (LAST) located within a 0.5-miles of the 
Site. This LAST is summarized below. 


313 Waverley Oaks | 3-0003078 

Shell Product Plant FMR Rd. A-3 RAO ENE 0.048 mi. | Higher 
70-74 Clematis | 3-0000501 

Industrial Property Ave. C-1 RAO E 0.228 mi. Lower 

Manhole Halfway Down 3-0013361 

Driveway 102 Clematis Ave. | A-1 RAO E 0.286 mi. Lower 
411 Waverley Oaks | 3-0000454 

Beaver Visitec International Inc. | Rd. C-2 RAO ENE 0.292 mi. | Higher 


Based on regulatory status and/or gradient from the 


considered a REC for the Site. 


Site, none of the above listed sites are 
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4.5 State and tribal institutional control / engineering control registries 


Institutional Control: Activity and Use Limitations establish limits and conditions on the future use 
of contaminated property, and therefore allow cleanups to be tailored to these uses. A review ofthe 
Institutional Control List, as provided by EDR, has revealed that there are four (4) Institutional 
Control sites within approximately 0.5 miles of the target property. 


313 Waverley 3-003078 : . 
= ENE 0.04 . | High 

Shell Product DIST- P Oaks Rd. NE 0.048 mi igher 
Beaver Visitec Inter al Wayar Oaks sooo ENE 0.292 mi. Higher 

3-0017779 Lower 
No Location Aid 110 Beaver St. 3-0018647 SE 0.095 mi. 

3-0002923 
Dana Athletic CTR OF 500 Beaver St 3-002498 1 W 0.234 mi. Lower 


Based on regulatory status and/or gradient from the Site, none of the above listed sites are 
considered a REC for the Site. 


4.6 US Historical Cleaners List 


EDR US Historical Cleaners: EDR has searched selected national collections of business directories 
and has collected listings of potential dry cleaner sites that were available to EDR 
researchers. EDR's review was limited to those categories of sources that might, in EDR's 
opinion, include dry cleaning establishments. The categories reviewed included, but were not 
limited to dry cleaners, cleaners, laundry, Laundromat, cleaning/laundry, wash & dry etc. This 
database falls within a category of information EDR classifies as "High Risk Historical Records", 
orHRHR. EDR'sHRHR effort presents unique and sometimes proprietary data about past sites 
and operations that typically create environmental concerns but may not show up in current 
government records searches. There are no historical cleaner sites located within 0.5 miles of the 
Site. 
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4.7 Other Databases 
NPL, Delisted NPL, CERCLIS & NFRAP Sites 


The National Priority List (NPL) is the United States Environmental Protection Agency (USEPA) 
database ofuncontrolled or abandoned hazardous waste sites identified for priority remedial actions 
under the Superfund program. The Delisted NPL is the database of delisted Superfund sites. The 
Comprehensive Environmental Response, Compensation and Liability Information System 
(CERCLIS) List contains sites which are either proposed to be or on the NPL, and sites which are in 
the screening and assessment phase for possible inclusion on the NPL. No Further Remedial Action 
Planned (NFRAP) sites may be sites where, following an initial investigation, no contamination was 
found, contamination was removed quickly, or the contamination was not serious enough to require 
federal Superfund action or NPL consideration. 


No NPL, delisted NPL, or NFRAP sites were identified within the study radii. One CERCLIS site 
was identified % - › ENE of the site, Duffy Bros Construction Inc. located at 411 Waverley Oaks 
Road. 


RCRA Facilities 


Regulated hazardous waste activity is tracked under the Resource Conservation and Recovery 
Information System as defined by the Resource Conservation Act (RCRA). Facilities that treat, store 
or dispose of hazardous waste are listed in the RCRA TSD database. Facilities that generate 
hazardous wastes are listed in the RCRA Generators (RCRA GEN) database. This database includes 
facilities that generate at least 1,000 kg/month of non-acutely hazardous waste or 1 kg/month of 
acutely hazardous waste, referred to as large-quantity generators, and those that generate less than 
1,000 kg/month of non-acutely hazardous waste, referred to as small-quantity generators. RCRA 
facilities which have had a release of hazardous waste or constituents to the environment, for which 
the government is requiring corrective action, are tracked in the Corrective Action Tracking System 
(RCRA COR) database, while generators that are known to have violated RCRA regulations are 
tracked in the RCRA violations and enforcement (RCRA Viol). These violations can be the result of 
paperwork problems and are not necessarily related to releases of hazardous material. 


No RCRA COR, RCRA TSD were identified. There are nine (9) RCRA GEN facilities identified 
within a 0.25 mi radius of the site that generates less than 100 kg of hazardous waste: 
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University of Massachusetts Target Property А 
Experiment Station 240 Beaver St. 

225 Waverly Oaks Lawes 
Shell Service Station Ave. E 0.032 mi. 
Lockheed Martin Advance 

: Lower 

Energy Storage 117 Beaver St. E 0.116 mi. 
Genome Therapeutic Corp. | 100 Beaver St. ESE 0.152 mi. Lower 
Bristol Myers Squibb 100 Beaver St. ESE 0.152 mi. Lower 
Kala Pharmaceuticals Inc. 100 Beaver St. ESE 0.152 mi. Lower 
X Chem INC 100 Beaver St. ESE 0.152 mi. Lower 
Ceramem Corporation 12 Clematis Ave. | E0.173 mi. Lower 
Light Metal Platers LLC. 70 Clematis Ave. | E 0.228 mi. Lower 


ERNS Incidents and Spills 1990 Sites 


The Emergency Response and Notification System (ERNS) is a national database containing records 
of releases of oil and hazardous substances reported to the USEPA, U.S. Coast Guard, the National 
Response Center and the Department of Transportation, since 1986. 


A release of gasoline was reported at the site (240 Beaver Street Parcel) on January 6, 1998 
following a failed tank tightness test on January 5, 1998. It was reported that 196 gallons of gasoline 
was released. The gasoline UST was removed and 100 cubic yards of gasoline impacted soil 
removed from the site on January 12, 1998. Pennoni Associates completed a tank closure report 
dated March 13, 1998. The record is currently listed as closed. 


Hazardous Waste Generator Database and Sites 


Permanent generator identification numbers for all Massachusetts generators of hazardous waste and 
waste oil that have registered with or notified MassDEP oftheir hazardous waste activities. A review 
ofthe HW GEN list, as provided by EDR, has revealed that there are nine (9) HW GEN sites within 
approximately 0.25 miles of the target property. 
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U-Mass Waltham 240 Beaver St. Target Property - 

225 Waverly Oaks Liwer 
Gasoline Station Ave. E 0.032 mi. 
Clematis Corporation 117 Beaver St. E 0.116 mi. Lower 
Betagen Corp. 100 Beaver St. ESE 0.152 mi. Lower 
Ceramem Corporation 12 Clematis Ave. | E 0.173 mi. Lower 
Citius Printing & Graphics en 
LLC 20 Clematis Ave. | E 0.175 mi. 
River Auto 10 Clematis Ave. | E 0.178 mi. Lower 
Clematis Machine 42 Clematis Ave. | E 0.190 mi. Lower 
Light Metal Platers LLC. 70 Clematis Ave. | E 0.228 mi. Lower 


FINDS & TRIS Database Sites 


The Facility Index System (FINDS) report is a computerized inventory of all facilities that are 
regulated or tracked by the USEPA. These facilities are assigned an identification number that serves 
as a cross-reference for other databases in the USEPA’s program system. The Toxic Inventory 


Information System (TRIS) report contains information concerning the industrial release and/or 
transfer of toxic chemicals, as reportable under Title III of the Superfund Amendments and Re- 
authorization Act of 1986 (Sara Title HI). Inclusion on this database is required for facilities which 
release reportable amounts of chemicals into the environment. 


Nine (9) FINDS sites were found within a 0.25 mile of the target property. 


U-Mass Eastern Extension Parsee Property p 
Center 240 Beaver St. 
Xerox Reproduction Center 135 Beaver St E 0.077 mi. Lower 
Peirce Brother Oil Service Inc. | 329 Waverly Oaks Ave. | ENE 0.083 mi. Lower 
Lockhead Martin Advance 

А Lower 
Energy Storage 117 Beaver St. E 0.116 mi. 
Electro Painters Inc. 97 Beaver St. E 0.147 mi. Lower 
Genome Therapeutic Corp. 100 Beaver St. ESE 0.152 mi. Lower 


w 


Beaver St., Waltham 
July 2019 
Page 21 


Eyegate Pharmaceutic Corp. 100 Beaver St. ESE 0.152 mi. Lower 
Thornton Associates Inc. 87 Beaver St. E 0.179 mi. Lower 
Kans Engineering & Model 

B t. . L 
Shop adi E 0.228 mi. ibd 


No TRIS sites were identified on the target property. 


The Site is not listed on any other databases. Due to the distance and regulatory status of the 
identified Sites within the search radius, these Sites are not considered RECS at this time. 


4.8 Additional Environmental Record Sources 


CDW contacted the following local agencies for information regarding any hazardous materials 
response incidents, chemical storage or releases, or notices of environmental violations at the subject 


property. 
4.8.1 City of Waltham Fire Department 
Currently no permits for underground storage for oil or hazardous materials exist for the site. 


Former UST's include one 1,000-gallon UST removed in February 1983, one 1,000-gallon UST 
removed in December 1991, one 1,000-gallon UST removed in December 1992, one 500-gallon fuel 
oil UST removed in December 1992, and two former 7,500-gallon fuel oil UST's located to the 
south of the former boiler plant building were reportedly removed in 2001. 


4.6.2 City of Waltham Board of Health 


On April 30, 2019, CDW personnel visited the City of Waltham Health Department to review 
pertinent environmental records. Health Department personnel indicated that there were no 
environmental records on file with the Board for the subject Site and indicated the MassDEP had 
files related to the Site. 


4.6.3 City of Waltham Building Department 


On April 30, 2019, CDW personnel visited the City of Waltham Building Department to review 
pertinent building records. No files were reviewed which related to potential environmental 
concerns. 


4.6.4 City of Waltham Water and Sewer 


The Site is serviced by municipal water and sewer. Water service enters the building from Beaver 
Street. Water is supplied by the Massachusetts Water Resources Authority (MWRA). 
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Sanitary sewer discharges into the municipal sewer system on Beaver Street. 


4.6.5 Waltham Experiment Station, Study of Existing Conditions, Development Potential, and 
Alternative Future Development Options (2010) 


This report summarizes the site history as agricultural on Parcel 1 since approximately 1923. In the 
1960s, Parcel I became the Massachusetts Experiment Station. Two areas were noted on Parcel 1 as 
used for experimental fly ash and sludge applications. Parcel 2 contains a wetland, a meadow and 
forested vegetation that slopes up to farmhouse buildings. A fly ash experimental area was located in 
the south-central portion of the Parcel, within the mapped wetlands. 


4.6.6 Massachusetts Department of Environmental Protection 
Historical releases at the Site are summarized from the below reports obtained from the MassDEP. 
1991 Unknown Release 


A release of gasoline was reported at the site (240 Beaver Street Parcel) on January 6, 1998 
following a failed tank tightness test on January 5, 1998. It was reported that 196 gallons of gasoline 
was released. The gasoline UST was removed and 100 cubic yards of gasoline impacted soil 
removed from the site on January 12, 1998. Pennoni Associates completed a tank closure report 
dated March 13, 1998. The record is currently listed as closed. 


RTN 3-28048 (Parcel 1) 


On October 6, 2008, the MassDEP was notified of a 120-Day Notification Condition when the 
presence of petroleum exceeded applicable RCs during a due diligence subsurface investigation. The 
MassDEP assigned RTN 3-280409 to the Site. 


Two 7,500-gallon USTs containing fuel oil were located adjacent to the Boiler Building. They were 
installed in 1965 and were tested as tight in 1998 before removal in 2001. These USTs once 
provided fuel to power the boiler and steam heating system. This system is now fueled by natural 
gas delivered via a natural gas main. There was a 500-gallon UST containing gasoline adjacent to 
the boiler house which was installed in 1938 and removed in 1998. Historically, the boiler 
condensate was discharged into dry wells adjacent to the boiler house. The dry wells on the site were 
reportedly decommissioned prior to the environmental investigations conducted on the property. 


Between 2006-2008, Environmental Compliance Services (ECS) completed a Phase I ESA and 
subsequent investigations identifying soil and groundwater contamination above the MCP reportable 
concentrations, likely resulting from the USTs or dry wells described above. Fuel oil and gasoline- 
related contaminants were identified approximately 14-16 ft below the ground surface (bgs) and 
deeper. The soils above this depth did not have concentrations of contaminants over the RCs. 
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Groundwater was identified as flowing northward and was located around 10-12 ft bgs. 


At the time ofthese investigations, the possible sources of contamination (USTs, dry wells) had been 
removed several years prior. There were no sources identified that were still located in the disposal 
area or could be considered an ongoing source. Due to the lack of ongoing sources and a subsequent 
risk characterization concluding a level of No Significant Risk exists at the site as a result of the 
release, a permanent solution was achieved and a Class B-1 RAO was submitted in October 2009. 
The location of this RTN and disposal Site area is depicted in Figure 4. 


RTN 3-28049 (Parcel 2) 


On October 6, 2008, the MassDEP was notified of a 120-Day Notification Condition when the 
presence of heavy metals exceeded applicable RCs during a due diligence subsurface investigation. 
The MassDEP assigned RTN 3-28049 to the Site. The source of heavy metals was identified as the 
disposal of fly ash. ECS submitted a Phase I Initial Site Investigation and Tier Classification to the 
MassDEP on October 5, 2009. The Site was classified as Tier II based on a numerical ranking score 
of 272. ECS determined that a Permanent Solution was not feasible for the Disposal Site. To achieve 
a Permanent Solution, at a minimum, it would be necessary to demonstrate that heavy metals, 
namely lead, zinc and cadmium in soil and cadmium in groundwater were no longer present at 
concentrations that present a Significant Risk to human sensitive receptors, currently or in the future, 
at the Disposal Site. Therefore, on October 24, 2011 ECS submitted a Combined Phase II, III and 
Class C-1 RAO Statement. A Periodic Review ofthe Temporary Solution was conducted in July 216 
by Ramboll Environ. Ramboll concluded that given no newly devised technologies had been 
developed since submittal of the Class C-1 Temporary Solution RAO Statement in October 2011, а 
Permanent Solution was still not feasible. The next 5-year Periodic Review Opinion is due October 
2021. There is currently a fence surrounding the fly ash experimental area to limit access. The 
location of this RTN and disposal Site area is depicted in Figure 4. 


RTN 3-28050 (Parcel 1) 


On October 6, 2008, the MassDEP was notified of a 120-Day Notification Condition when the 
presence of heavy metals was identified exceeding applicable reportable concentrations (RCs) 
during a due diligence subsurface investigation. The source of heavy metals was identified as the 
disposal of fly ash. The MassDEP assigned RTN 3-28050 to the Site. A Release Abatement Measure 
(RAM) Plan was submitted on May 20, 2009 documenting the proposed remedial soil excavation 
activities to attempt to reach background concentrations at the Site. ECS submitted a Class A-1 
Response Action Outcome was submitted to the MassDEP in October 2009. The Report documented 
RAM Completion activities that included the removal of 173 tons of impacted soil to Pin Tree 
Landfill in Hampden, Maine. The excavation area was approximately 61 feet by 35 feet and to a 
depth of I to 2 feet below ground surface. The RAO A-1 documented that a level of “No Significant 
Risk" exists at the Site and that all uncontrolled sources have been eliminated. The location of this 
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RTN and disposal Site area is depicted in Figure 4. 


4.9 Physical Setting Sources 


CDW reviewed several sources of publications including the United States Geological Survey 
(USGS), the Federal Emergency Management Agency (FEMA) Maps, the United States Department 
of Agriculture (USDA) Soil Survey, MassGIS and EDR, Inc. to gather information pertaining to the 
subject property and the physical setting source. 


There are no drinking water source areas or private well supplies within 500 feet ofthe Disposal Site 
such that exposure via a drinking water pathway does not exist at the Disposal Site. The Site is not 
located within a Potentially Productive Aquifer and no community or known non-community 
drinking water supply, or MassDEP-approved or interim wellhead protection areas, exist within one 
mile of the Site. The Site 1s also not located beyond 500 feet of an active water supply line. 


Federal Emergency Management Agency Flood Insurance Rate Maps indicate that the wet meadow 
wetland basin is located in a Zone A2 floodplain which is defined as an area within the 100-year 
flood zone where base flood elevations and flood hazard factors have been determined. The 
periphery of this area is designated as a Zone B floodplain, which is defined as an area between the 
100 year and the 500-year flood limits. The remainder of southern parcel is located in Zone C 
floodplain which is outside of the 500-year flood limit (Figure 3). 


There are no Open Space areas with 0.5-miles of the site. There are no Natural Heritage mapped 
areas, Priority or Rare Species Habitats, or Areas of Critical Environmental Concern (ACEC) 
mapped on the Site. There are certified no vernal pools or Estimated Habitat of Rare Wildlife within 
0.5-miles of the Site. 


The Site is located between 48 and 58 feet above sea level, and the topography is generally hilly. 
Bedrock is not exposed at or near the Site however according to the USGS geological map the 
bedrock at the Site consists of diorite and gabbro (Zdigb) (Zen et. al. 1983). The Salem Gabbro- 
Diorite is described as a Proterzoic mafic plutonic rock that retains its igneous texture with some 
feldspars and mafic minerals altered to chlorite and epidote. There are no bedrock outcrops at the 
Site. 


According to the 2011 RAO prepared by ECS, surface soils at the Site consist of silt sands and 
organic rich soils and sediment in the wetlands area. Based on the specific parameters presented 
above groundwater seepage velocity in feet per day (fpd) or feet per year (fpy) was estimated for the 
Site areas summarized below: 
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Upland field-forested wetland 0.018 ft/ft | 0.45 2.83 ft/day 0.11 |41 
Forested wetland 0.028 ft/ft | 0.45 2.83 ft/day 0.18 | 64 
Forested wetland- wet meadow | 0.023 ft/ft | 0.45 2.83 ft/day 0.15 |53 
Within the wet meadow 0.029 ft/ft | 0.45 2.83 ft/day 0.18 | 67 


The nearest surface water body to the site is an unnamed body of water approximately 400 feet the 
northwest of 225-227 Beaver Street parcel. The Waltham water supply comes from the MWRA. 
The MWRA system obtains its water primarily from the Quabbin Reservoir in western 
Massachusetts and Wachusett Reservoir in Clinton Massachusetts. All of Waltham's wastewater 
discharges into the MWRA Sewer System. 


4.10 Other Historical Use Information 


CDW researched several sources of historical information to identify the approximate year of 
development of the subject property and to determine the past use of the subject property since its 
initial development. Such sources included, but were not limited to, the research and review of tax 
assessor records, historical aerial photographs, historical Sanborn Maps, topographic maps, and 
chain-of-ownership records. Sanborns maps were not available for the property. Below is the 
information compiled for the Site. 


Waltham Tax Assessors Office 


According to Waltham Tax Assessors office records, the Massachusetts Agricultural College Field 
Station was located at 240 Beaver Street in 1923. According to records, the two parcels have been 
the location of the agriculture experiment station since 1922. Prior to this time, Parcel 2 was 
privately owned and was the location of Cedar Hill Dairy Farm. 


Aerial photographs 


Aerial photographs were obtained from EDR. Based on aerial photography from 1938, 1957, 1960, 
1969, 1970, 1978, 1980, 1986, 1995, 2008, 2012, and 2016, the Site is shown as an agriculture 
property to the south and a residence and wetlands to the north. 


An aerial photograph dated 1938 shows the Site as being agricultural surrounded by undeveloped 
land to the west, residential to the south and east, and the Fernald School Property to the north. 


Aerial photographs from 1955 to 1986 identified an unnamed Above Ground Storage Tank (AST) 
farm within bermed areas approximately 250 feet to the east of both properties. In addition, the 
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aerial photographs show undeveloped land to the southeast and northwest, residential land to the 
south and southwest, and the Fernald School Property to the north. The Site remains agricultural. 


An aerial photograph dated 1995 through 2016 shows the AST tank farm to the east having been 
dismantled and now includes commercial property. Areas surrounding the site to the north, west, 
and south remain residential or undeveloped. The Site has remained agricultural. 


Based on historical data reviewed and limited information provided from the Waltham Assessors’ 
office, it is CDW's opinion that a full title search would not have provided any significant additional 
information. 


Deed Restriction 


According to the Off-Campus Property Report of July 20, 2002 the Waltham Experiment Station has 
a covenant placed on the deed. The covenant states that if the University discontinues the use of the 
land for teaching and research, the property will be granted to the City of Waltham. According to the 
2002 Report, the property does not need to be solely used for agricultural purposes but does need to 
remain in educational use by the University. The above reference covenant was again verified in a 
report to the University of Massachusetts dated January 2010. 


V FINDINGS 


CDW has performed this Phase I Environmental Site Assessment of the Subject Property in 
conformance with the scope and limitations of ASTM Standard E 1527-13 of 240 Beaver Street and 
225-227 Beaver Street, in Waltham, Massachusetts. This assessment did identify evidence of 
recognized environmental conditions (RECs) in connection with the Subject Property. 


The following CREC was identified during the assessment: 


A CREC was identified on the northern Parcel 2 located at 225-227 Beaver Street where a 
portion of the parcel is identified as a Massachusetts Waste Disposal Site that has been 
assigned Release Tracking Number (RTN) 3-280409 for a release of heavy metals. A Class C- 
] Response Action Outcome (RAO) was filed with Massachusetts Department of 
Environmental Protection (MassDEP) in November 2011 stating a condition of No 
Significant Risk of harm to human health exists for all current uses of the Disposal Site Area 
(DSA) and that it is infeasible to reach a Permanent Solution. The C1 RAO stated the 
disposal site boundary must be controlled with a fence. In 2011, a 6-foot tall chain link fence 
was installed around the DSA. A Periodic Review is conducted every five years. The last 
Periodic Review was conducted in July 2016 by Ramboll Environ. 
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The following HREC was identified during the assessment: 


e An HREC was identified on the southern Parcel 1 located at 240 Beaver Street where a 
portion ofthe parcel is listed as a Massachusetts Waste Disposal Site that has been assigned 
Release Tracking Number 3-28048 for a release ofoil. A Class B-1 RAO was submitted to 
MassDEP on October 5, 2009 as assessments of the release have demonstrated that No 
Significant Risk exists as a result of the release and therefore site closure has been achieved. 


e An HREC was identified on the southern Parcel 1 located at 240 Beaver Street where a 
portion of the parcel is listed as a Massachusetts Waste Disposal Site that has been assigned 
Release Tracking Number 3-28050 for a release condition of heavy metals in soil. A Class 
А-1 RAO was submitted to MassDEP on October 11, 2009 after soil remediation was 
completed, demonstrating that No Significant Risk exists as a result of the release and 
therefore site closure has been achieved. 


No overt evidence of inappropriate waste-dumping or suspect waste disposal pits was observed 
during the Site inspection. No areas of distressed vegetation were observed on the Site. No visible 
evidence of releases of oil or hazardous materials was observed at the Site. Due to the distance and 
regulatory status of the identified (non-DPS) MassDEP, LUST, UST, RCRA HW Gen or 
Drycleaners within the search radius, these sites are not considered RECS at the time of this report. 


VI CONCLUSIONS 


CDW has completed Phase I Environmental Site Assessment in conformance to the scope and 
limitations of ASTM Practice E 1527-13 ofthe Site at 240 Beaver Street and 225-227 Beaver Street 
in Waltham, Massachusetts. As of the date of this report, there are RECS in connection with the 
Site. 


There are no AULs or engineering controls with respect to the historical release(s). 
Data Gaps 


Based on the information obtained during this ESA, it is the professional opinion of CDW 
Consultants that historical data failures, as defined in the ASTM guidelines, has occurred as 
follows: 


e The possible residual contamination from the release of gasoline in the area of the former 
1,000-gallon gasoline UST located by greenhouses 3 and 4. 


e The possible residual contamination from the two former 7,500-gallon USTS's located south 
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of the Boiler House. 


e The possible residual contamination from the former "fly ash” areas located at both 225-227 
Beaver Street and 240 Beaver Street. 


e The possible residual pesticide or herbicide contamination as a result of storage within the 
pesticide building, and usage at the property. 


e Surface soil impacts from arsenic based materials used around greenhouses I to 4. 


e Any unknown subsurface impacts to former drywells located in the northeast portion of 240 
Beaver Street 


These data gaps cannot be resolved without subsurface exploration and land disturbance. 
Furthermore, no definitive conclusions can be made regarding any subsurface conditions at the Site 
without the completion of soil and groundwater sampling and analysis which were outside of the 
scope of this Phase 1 ESA. 


No assessment of the potential for asbestos in building materials or soil was reviewed or performed 
as part of this scope or work. 


CDW reviewed the document entitled, Waltham Experiment Station, Study of Existing Conditions, 
Development Potential, and Alternative Future Development Options. The section on the Regulated 
Building Materials Survey (RBMS) listed the following locations as containing asbestos containing 
materials (ACM): 


e Countertops and panels in the Parcel I Administration Building; 

e Inside the laboratory, inside the sink countertops and panels in the Parcel 1 Gray Building; 
e In the boiler smokestack in the Parcel 1 Boiler Building; 

e In the linoleum floor located inside the Parcel 2 Farm House; 

e In the asphalt roof shingles and transite panels within the Parcel 2 Main Barn; 

e In the building materials within the Parcel 2 cow barn; 

e In the building materials and shingles of Parcel 2 sheds I and 2. 


National Emission Standards for Hazardous Air Pollutants (NESHAP) regulations require sampling 
potential ACBM prior to demolition or extensive renovation, regardless of the date of construction; 
therefore, if such activities are planned, it may be required to conduct a survey of the entire facility, 
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or that portion slated for renovation or demolition, before initiating such destructive activities. That 
survey should include an assessment of all subject building materials, including those in areas which 
are normally inaccessible. Any material found to be ACBM should be handled in accordance with 
applicable regulations. 


VI LIMITATIONS 
1.1 Purpose 


CDW Consultants, Inc. (CDW) performed a Phase I Environmental Site Assessment (ESA) in 
conformance with the scope and limitations of the ASTM E 1527-13 Standard. The purpose of the 
assessment was to evaluate the Site history, observable conditions, and current Site use to identify 
potential presence of Recognized Environmental Conditions (RECs) at or associated with the Site. 
RECS are defined by ASTM as: 


"The presence or likely presence of any hazardous substances or petroleum products in, on, or at a 
property: (1) due to any release to the environment; (2) under conditions indicative of a release to 
the environment; or (3) under conditions that pose a material threat of a future release to the 
environment.” 


HRECs are defined by ASTM as: 


"A past release of any hazardous substances or petroleum products that has occurred in connection 
with the property and has been addressed to the satisfaction of the applicable regulatory authority 
or meeting unrestricted residential use criteria established by a regulatory authority, without 
subjecting the property to any required controls (e.g., property use restrictions, AULs, institutional 
controls, or engineering controls). Before calling the past release an HREC, the EP must determine 
whether the past release is a REC at the time the Phase I ESA is conducted (e.g., if there has been a 
change in the regulatory criteria). If the EP considers this past release to be a REC at the time the 
Phase I ESA is conducted, the condition shall be included in the conclusions section of the report as 
a REC." 
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CRECs are defined by ASTM as: 


“A REC resulting from a past release of hazardous substances or petroleum products that has been 
addressed to the satisfaction of the applicable regulatory authority (e.g., as evidenced by the 
issuance of a NFA letter or equivalent, or meeting risk-based criteria established by regulatory 
authority), with hazardous substances or petroleum products allowed to remain in place subject to 
the implementation of required controls (e.g., property use restrictions, AULs, institutional controls, 
or engineering controls). 


The conclusions are intended to help the user evaluate the *business environmental risk" associated 
with the Site, defined by ASTM as: 


"A risk which can have a material environmental or environmentally-driven financial impact on the 
business associated with the current or planned use of a parcel of commercial real estate. 
Consideration of business environmental risk issues may involve addressing one or more non-scope 
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considerations. 


1.2 Detailed Scope of Services 


The CDW investigation consisted of the following elements: Å Site reconnaissance, a review of 
available historical documents associated with the Site; a review of local, state, and federal 
environmental databases; and interviews with the Site owner, city officials, and agency employees. 


1.3 Significant Assumptions 


CDW assumes that all available Site information has been provided by the owner or its 
representative, that the information reviewed and provided by the Site users, owner(s), the City, and 
information databases are accurate, current, and complete. Where portions of the Site were 
inaccessible, CDW assumes that Site conditions in those areas would not contradict any observations 
made herein. 


There is a possibility that even with the proper application ofthese methodologies that there may be 
conditions that exist on the subject property that could not be identified within the scope of the 
assessment or which were not reasonably identifiable from the available information. CDW believes 
that the information obtained from the record review and the interviews concerning the subject 
property is reliable. However, CDW Consultants cannot and does not warrant or guarantee that the 
information provided by these sources is accurate or complete. The methodologies of this 
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assessment are not intended to produce all-inclusive or comprehensive results, but rather to provide 
the Client with information relating to the subject property. 


1.4 Limitations and Exceptions 


The conclusions ofthis report are limited to the information available at the time of the investigation 
and the scope of services as defined. No subsurface exploration was performed on this Site; 
therefore, no conclusions can be made relative to subsurface conditions or the presence or absence of 
soil or groundwater contamination from either on-Site or off-Site sources. 


Where access to portions of the Site was unavailable or limited, CDW renders no opinion as to the 
presence of oil or hazardous material or the presence of indirect evidence related to oil or hazardous 
material in that portion of the Site. 


No other conclusions, interpretations, or recommendations are contained or implied in this report 
other than those expressed. CDW makes no warranty, expressed or implied, on the accuracy of the 
work and information completed by others and upon which CDW has relied to prepare this report. 
No other use of this report is warranted without the written consent of CDW. 


Events occurring on the subject property after April 30, 2019, the date ofthe inspection, are beyond 
the scope of this report. CDW makes no expressed or implied representations or warranties 
regarding any changes in the condition ofthe premises after this date from on-site or off-site sources. 


1.5 Special Terms and Conditions 


This Phase I ESA was conducted as part of a study for potential acquisition. There were no other 
special Terms or Conditions. 


1.6 User Reliance 


This report is intended for the use of the entities listed below and may be relied upon for up to one 
year after the date issued. No other individuals or entities may rely upon the report contents, in part 
or in whole. 


Authorized User: City of Waltham 
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1.7 Additional Services 


No soil, groundwater, surface water or other media testing was conducted as part of this assessment. 
A wetlands survey was not performed. A comprehensive asbestos and hazardous building material 
survey was not included. A professional title search was not included. 


The conclusions ofthis report are limited to the information available at the time ofthe investigation 
and the scope of services as defined. No subsurface exploration was performed on this Site; 
therefore, no conclusions can be made relative to subsurface conditions or the presence or absence of 
soil or groundwater contamination from either on-Site or off-Site sources. 


Where access to portions of the Site was unavailable or limited, CDW renders no opinion as to the 
presence of oil or hazardous material or the presence of indirect evidence related to oil or hazardous 
material in that portion of the Site. 
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XII SIGNATURE AND QUALIFICATIONS OF ENVIRONMENTAL PROFESSIONAL 


The investigation of the Site described in the report was performed by Alan Sundquist, Project 
Manager, who is qualified to make investigations and formulate the opinions herein set forth. Alan 
has 28 years of experience performing environmental site assessments. He has a Bachelor of 
Science degree in Geology from the University of Maine, Orono. 


The Site Investigator is knowledgeable regarding the type of industrial, manufacturing, commercial 
or other processes or operations which might reasonably be expected to generate, use, treat, store or 
dispose of oil or hazardous material. The Site Investigator has reviewed the recent history of the 
Site and has considered the potential for the generation, use, treatment, storage or disposal of oil or 
hazardous material by (a) the uses presently associated with the Site and (b) to the extent 
ascertainable by inquiry, the uses previously associated with the Site. 


This report is dated July 1, 2019 and is signed by individuals who are duly authorized to do so. 


AJ SJT 


Alan Sundquist 
Geologist 
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Figure 1 - Site Location Map 
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Figure 4 - Resource Areas Map 


SOURCE: MASSGIS SCALE: 1 inch = 2,000 feet 
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Figure 5 - Hydrography Map 


SOURCE: MASSGIS SCALE: 1 inch = 2,000 feet 
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Figure 6 - FEMA Map 
SOURCE: MASSGIS SCALE:1 inch = 2,000 feet 
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Figure 7 - Open Space Map 


SOURCE: MASSGIS SCALE: 1 inch = 2,000 feet 
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Figure 8 - Natural Hertiage Atlas and ACEC Map 
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EXECUTIVE SUMMARY 


DESCRIPTION 
Environmental Data Resources, Inc.'s (EDR) City Directory Report is a screening tool designed to assist 


environmental professionals in evaluating potential liability on a target property resulting from past activities. 
EDR's City Directory Report includes a search of available city directory data at 5 year intervals. 


RECORD SOURCES 


EDR's Digital Archive combines historical directory listings from sources such as Cole Information and Dun 
& Bradstreet. These standard sources of property information complement and enhance each other to 
provide a more comprehensive report. 


EDR is licensed to reproduce certain City Directory works by the copyright holders of those works. The 
purchaser of this EDR City Directory Report may include it in report(s) delivered to a customer. Reproduction 
of City Directories without permission of the publisher or licensed vendor may be a violation of copyright. 


RESEARCH SUMMARY 


The following research sources were consulted in the preparation of this report. A check mark indicates 
where information was identified in the source and provided in this report. 


Year Target Street Cross Street Source 

2014 M LI EDR Digital Archive 
2010 M OC EDR Digital Archive 
2005 M LI EDR Digital Archive 
2000 M LI EDR Digital Archive 
1995 M LI EDR Digital Archive 
1992 M LI EDR Digital Archive 
1987 M Г] POLK DIRECTORY СО 
1982 M Г] POLK DIRECTORY СО 
1977 M Г] POLK DIRECTORY СО 
1972 M Г] POLK DIRECTORY СО 
1968 M Г] POLK DIRECTORY СО 
1964 M Г] POLK DIRECTORY СО 
1957 M Г] POLK DIRECTORY СО 
1955 M Г] POLK DIRECTORY СО 
1950 M Г] POLK DIRECTORY СО 
1945 M Г] POLK DIRECTORY СО 
1941 Mi Г] POLK DIRECTORY СО 
1930 M LI Sampson and Murdock Co 
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EXECUTIVE SUMMARY 


Year Target Street Cross Street Source 
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FINDINGS 


TARGET PROPERTY STREET 


225-227 and 240 Beaver Street 


Waltham, MA 02452 


Year CD Image 
BEAVER ST 

2014 pg A2 
2010 pg A4 
2005 pg A6 
2000 pg A8 
1995 pg A9 
1992 pg A10 
1987 pg A11 
1982 pg A12 
1982 pg A13 
1977 pg A14 
1977 pg A15 
1972 pg A16 
1972 pg A17 
1968 pg A18 
1968 pg A19 
1964 pg A20 
1964 pg A21 
1957 pg A22 
1955 pg A23 
1955 pg A24 
1950 pg A25 
1950 pg A26 
1945 pg A27 
1945 pg A28 
1941 pg A29 
1941 pg A30 
1930 pg A31 


Source 


EDR Digital Archive 

EDR Digital Archive 

EDR Digital Archive 

EDR Digital Archive 

EDR Digital Archive 

EDR Digital Archive 

POLK DIRECTORY CO 
POLK DIRECTORY CO 
POLK DIRECTORY CO 
POLK DIRECTORY CO 
POLK DIRECTORY CO 
POLK DIRECTORY CO 
POLK DIRECTORY CO 
POLK DIRECTORY CO 
POLK DIRECTORY CO 
POLK DIRECTORY CO 
POLK DIRECTORY CO 
POLK DIRECTORY CO 
POLK DIRECTORY CO 
POLK DIRECTORY CO 
POLK DIRECTORY CO 
POLK DIRECTORY CO 
POLK DIRECTORY CO 
POLK DIRECTORY CO 
POLK DIRECTORY CO 
POLK DIRECTORY CO 


Sampson and Murdock Co 
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FINDINGS 


CROSS STREETS 


No Cross Streets Identified 
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City Directory Images 


Target Street Cross Street Source 
v - EDR Digital Archive 


BEAVERST 2014 


75 TODD ROSEMARK 

87 MHSA FOODSERVICE DEPARTME 
MIDDLESEX HUMAN SERVICES 
PERRYS MARTIAL ARTS FITNES LLC 

90 SMART MEDICAL LLC 

95 ENVIRONMENTAL ANALYTICAL LAB 
ENVIRONMENTAL MANAGEMENT INC 
HUB TESTING LABORATORY INC 

99 OCCUPANT UNKNOWN, 

100 ADNEXUS THERAPEUTICS INC 
COMPOUND THERAPEUTICS INC 
EYEGATE PHARMACEUTICALS INC 
KALA PHARMACEUTICALS INC 
OSCIENT PHARMACEUTICALS 
SRU BIOSYSTEMS INC 
X-BODY INC 
X-CHEM INC 
X-RX INC 
XBODY BIOSCIENCES 

117 AKZO NOBEL COATINGS INC 
CHARLESBRIDGE PUBLISHING INC 
CIMS INC 
LAVALLEES BKY DISBRIBUTORS LLC 
OLYMPIC DATA STORAGE INC 
PHOENIX TRADING CO 

135 AMERICAN RESEARCH PRODUCTS 
AMERICAN SURVEYING CO NENG INC 
CALHOUN CONSULTING GROUP INC 
CENTRAL MASSACHUSETTS REGIONAL 
CLINICALBOX INC 
CORREX INC 
EARLYSENSE INC 
FLYING TABLE LLC 
HALLORAN CONSULTING GROUP INC 
INFORMATION MAPPING INC 
INTERLEUKIN GENETICS INC 
INTERLOCK TECHNOLOGY INC 
INTERVAL DATA SYSTEMS INC 
MASSACHSTTS ASSISTD LVNG FACLT 
MASSACHSTTS DEPT CHILDREN FMLY 
MAXIMUS INC 
MILLER ASSOCIATES INC WADE 
NMRLS 
PANGEA TOOLS INC 
SERABIAN, LISA M 
SPRINGBOOST USA LTD 
SYNECTICSWORLD INC 
WALTHAM COMMITTEE INC 
WALTHAM DIALYSIS LLC 
WCI 
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135 


227 
240 


265 


325 
338 
344 
354 


500 
600 
704 


Target Street Cross Street 
v » 


BEAVERST 2014 


WFD HOLDING INC 

WORK/FAMILY DIRECTIONS INC 
OCCUPANT UNKNOWN, 

BOSTON AREA GLEANERS INC 
COMMUNITY FARMS OUTREACH INC 
FEDERATION MASS FRMRS MKTS 
GROWTECH INC 

UNIVERSITY MASSACHUSETTS INC 
WALTHAM FIELDS COMMUNITY FARM 
WALTHAM LAND TRUST INC 
DOZOIS, MARTY A 

GIRL SCOUTS OF EASTERN MASS 
OCCUPANT UNKNOWN, 

CURRY, CHRISTIAN D 

ARPINO, ANTHONY 

COMPUTER HELP CO 

GOULET, LIONEL J 

LEELET INC 

GORMAN ROSEMARY V 

HANOA PRODUCTIONS INC 
DORORTHY FRANCES HOME INC 


Source 
EDR Digital Archive 


(Cont'd) 
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75 


83 
87 


90 
95 


100 


117 


135 


Target Street Cross Street Source 
v - EDR Digital Archive 


BEAVER ST 2010 


CRYSTAL CLEAR TECHNOLOGY INC 
TODD ROSEMARK 

KANIS ENGINEERING & MODEL SHOP 
AMERICAN FOOD & VENDING CORP 
AUFIERO GABRIEL 

EDWARD D JONES & CO LTD PARTNR 
INFORMATION ENTERPRISES 
ONPOINT VISUALS 

SANDRAS LODGE 

PENG YULIN 

ENVIRONMENTAL ANALYTICAL LAB 
ENVIRONMENTAL MANAGEMENT INC 
HUB TESTING LABORATORY INC 
ADNEXUS THERAPEUTICS INC 
DESCARTES THERAPEUTICS 
ENGENEOS INC 

EYEGATE PHARMACEUTICALS INC 
GENOME THERAPEUTICS CORP 
MAGEN BIOSCIENCES INC 

PERICOR SCIENCE 

X CHEM INCORPORATED 

AKZO NOBEL COATINGS INC 
ATLANTIC IMPORTING CO INC 
CHARLESBRIDGE PUBLISHING INC 
DSI GROUP INC 

LAVALLEES BKY DISBRIBUTORS LLC 
OLYMPIC DATA STORAGE INC 

SEA LLC 

AMERICAN SURVEYING CO NENG INC 
CALHOUN CONSULTING GROUP INC 
CENTRAL MASS LIBRARY SYSTEM 
COHN, AR 

CONNORS, JOSEPH M 

CORREX 

CRAIG, FRANCIS 

FLYNN, ROBERT 

GREEN ELF MEDIA INC 

HALLORAN CONSULTING GROUP INC 
HARDY PETER C ATTNY AT LAW 
HARDY, PETER C 

INFORMATION MAPPING INC 
INTERACTIVE SUPERCOMPUTING INC 
INTERLEUKIN GENETICS INC 
INTERVAL DATA SYSTEMS INC 
JUDITH ROSS AND COMPANY INC 
KALA PHARMACEUTICALS INC 
LIKARR BUILDING SERVICES INC 
LINBECK GROUP LLC 

MASSACHSTTS ASSISTD LVNG FACLT 
MASSACHSTTS DEPT CHILDREN FMLY 
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Target Street Cross Street Source 
v - EDR Digital Archive 


BEAVER ST 2010 (Cont'd) 


135 MAXIMUS INC 
METLIFE BANK NA 
METROWEST MASS REG LIB SYS 
MICROSOLVE CORPORATION 
MILLER ASSOCIATES INC WADE 
MINDSTORM TECHNOLOGIES INC 
NORTHEAST MASSACHUSETTS REG 
PANGEA TOOLS INC 
PERSONNEL FOR NON DESTRCTV TES 
QUINN, JEFFREY 
ROCKETSHIP STUDIO LLC 
SAFETY MEDICAL SUPPLY INTL 
SMARTPARENTS INC 
SPRINGBOOST USA LTD 
STANTON LUKE ATTORNEY 
VOXVUE CORPORATION 
WALTHAM COMMITTEE INC 
WALTHAM DIALYSIS LLC 

240 BOSTON AREA GLEANERS INC 
COMMUNITY FARMS OUTREACH INC 
FEDERATION MASS FRMRS MKTS 
GROWTECH INC 
UNIVERSITY OF MASSACHUSETTS 
WALTHAM FIELDS COMMUNITY FARM 

265 DOZOIS, MARTY A 
GIRL SCOUTS OF EASTERN MASS 
SMITH JOHN F 

284 BERGANTINO, ROBERT 

338 ARPINO, S P 

354 COMPUTER HELP CO 
CROFTS, MARYLEE S 
LEELET INC 

500 GORMAN ROSEMARY V 

600 HANOA PRODUCTIONS INC 

685 ASAP TYPING 

704 DORORTHY FRANCES HOME INC 


5505005.5 Page: A5 


87 


90 
95 


100 


110 


117 


135 


Target Street Cross Street Source 
v - EDR Digital Archive 


BEAVER ST 2005 


AMERICAN FOOD & VENDING CORP 
MIASSERIAN ZUROFF & CORNBLIET 
ONPOINT VISUALS 

PENG YULIN 

ENVIRONMENTAL ANALYTICAL LAB 
ENVIRONMENTAL MANAGEMENT INC 
HUB TESTING LABORATORY INC 
AMBERGEN 

AMBERGEN INC 

AZOPAX THERAPEUTICS INC 
BLACK DUCK SOFTWARE INC 
COMPOUND THERAPEUTICS INC 
EPITOME BIOSYSTEMS INC 
GENESOFT INC 

PHYLOGIX INC 

ART CONSERVATION ASSOCIATES 
BALLET WORKSHOP NEW ENGLAND 
LEVEQUE, MARGARET 

AKZO NOBEL COATINGS INC 
ATLANTIC IMPORTING CO INC 
BERMAN LEATHER COMPANY INC 
CHARLESBRIDGE PUBLISHING INC 
DSI GROUP INC 

OLYMPIC DATA STORAGE INC 
ANWAR, S 

ASA CORP 

ATLANTIC ADMINISTRATORS 

B & B CLEANING INC 

BATTLE, MURPHY W 

CADMUS GROUP INC 

CALHOUN CONSULTING GROUP INC 
CALHOUN, MARY E 

CARAMANICA MARK S 

CISCO SYSTEMS INC 

CO/OP INC 

COHN, AR 

CONNORS JR JOSEPH M PC 
CONNORS, JOSEPH M 

CREATIVE START AT DALLIN 

DAY & ZIMMERMANN SECURITY SVCS 
EUREST DINING SERVICES 

FIRST TENNESSEE BANK NAT ASSN 
FLYNN COURNOYER HARDY & COHN 
GALILEO GENOMICS 

GENIZON BIOSCIENCES INC 

H L YOH COMPANY 

HARDY, PETER C 

INTERACTIVE SUPERCOMPUTING 
LECLAIR & LECLAIR PC 

LIKARR BUILDING SERVICES INC 
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135 


240 


265 


284 
338 
344 
354 
500 
600 


635 
685 


704 


Target Street Cross Street 
м 2 


BEAVER ST 2005 


METROWEST MASS REG LIB SYS 
MICROSOLVE CORPORATION 
MINDSTORM TECHNOLOGIES INC 
MUNICIPAL BENCHMARKING LLC 
NATIONAL BUSINESS FURNITURE 
OCONNELLS DANIEL SONS INC 
PERFORMANCE TRAINING ASSOC 
PERSONNEL FOR NON DESTRCTV TES 
R&B REALTY GROUP 

SERABIAN, MICHAEL P 

STANTON LUKE ATTORNEY 

TC HAYLES & CO LLC 

WALTHAM COMMITTEE INC 

XEROX CORPORATION 

COMMUNITY FARMS OUTREACH INC 
FEDERATION MASS FRMRS MKTS 
MASS COMM FORESTRY COUNCI 
MASSACHUSETTS UNIVERSITY OF 
WALTHAM FIELDS COMMUNITY FARM 
PATRIOTS TRAIL GIRL SCOUT CNCL 
PERSONAL ADVCACY LFTIME SPPORT 
SMITH, JOHN F 

BERGANTINO, ROBERT 

ARPINO, JOSEPH D 

MOORES, JOSEPH K 

CROFTS, MARYLEE S 

GORMAN ROSEMARY V 

GROUP 92 INTERNATIONAL INC 
HANOA PRODUCTIONS INC 
BLOOMENTHAL MANAGEMENT 
ASAP TYPING 

ASAP WORD PROCESSING 
FRANCES DORORTHY HOME INC 


Source 
EDR Digital Archive 


(Cont'd) 


5505005.5 Page: A7 


Target Street Cross Street Source 
v - EDR Digital Archive 


BEAVERST 2000 


87 AMERICAN FOOD & VENDING CORP 
ARAKY NOMINE REALTY TRUST 
MIASSERIAN ZUROFF & CORNBLIET 

95 ENVIRONMENTAL MANAGEMENT INC 
HUB TESTING LABORATORY INC 

97 ENVIRONMENTAL ANALYTICAL LAB 

100 GENOME THERAPEUTIC CORP 

110 ART CONSERVATION ASSOCIATES 
BALLET WORKSHOP NEW ENGLAND 
MC GINTY ELECTRICAL LTG & SVC 

117 AKZO NOBEL COATINGS INC 
ATLANTIC IMPORTING COMPANY 

135 ADESTA COMMUNICATIONS INC 
ATLANTIC ADMINISTRATORS 
CADMUS GROUP INC 
CALHOUN CONSULTING GROUP INC 
CHUBB COMPUTER SERVICES 
CISCO SYSTEMS INC 
COMMUNITIES UNITED INC 
DE MAXIMIS INC 
EDUCATIONAL MUTLIMEDIA CORP 
EUREST DINING SERVICES 
INTERLEUKIN GENETICS INC 
MICROSOLVE CORPORATION 
OCONNELLS DANIEL SONS INC 
PERFORMANCE TRAINING ASSOC 
PERSONNEL FOR NON DESTRCTV TES 
SHARPE, ELLEN S 
WALTHAM COMMITTEE INC 

227 DONOGHUE, J 
DONOGHUE, JOSEPH A 

240 MASS COMM FORESTRY COUNCI 
MASSACHUSETTS UNIVERSITY OF 

265 PATRIOTS TRAIL GIRL SCOUT 

325 BURGOYNE, JOSEPH L 

338 ARPINO, SUSAN A 

354 CROFTS, MARYLEE S 

378 DE VINCENT FARMS INC 

600 KENNEDY GROUP INC 

635 BLOOMENTHAL MANAGEMENT 

685 ASAP TYPING 
ASAP WORD PROCESSING 

704 FRANCES DORORTHY HOME INC 
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Target Street Cross Street Source 
v - EDR Digital Archive 


BEAVERST 1995 


83 AMERICAN TEKSERV CO 
KANIS ENGINEERING & MODEL SHOP 
87 AMERICAN FOOD & VENDING CORP 
MIASSERIAN ZUROFF & CORNBLIET 
95 HUB TESTING LABORATORY INC 
97 ENVIRONMENTAL ANALYTICAL LAB 
100 ACT MEDICAL INC 
GENOME THERAPEUTIC CORP 
LEXICON INC 
MOORE FIRST REALTY CORP 
PELGA ENGINEERING 
110 ACTIVE VIDEO INC 
ANTIQUE ORNAMENTAL IRONWORKS 
BROWN BROWN DESIGN FINE WDWKG 
BUSTER EQUIPMENT INC 
MC GINTY ELECTRICAL LTG & SVC 
NPS CO 
117 SAFELITE AUTO GLASS 
VITALITY PURE JUICE DSPNSR SRV 
135 CADMUS GROUP INC 
CO/OP INC 
COMPUTER SPORTS MEDICINE INC 
HUNTINGTON MORTGAGE CO THE 
LAWRENCE INSURANCE GROUP INC 
LEADERSHIP TRAINING INC 
MICROSOLVE CORPORATION 
NETBROKER INC 
OFFICE FURNITURE CENTERS INC 
PERFORMANCE TRAINING ASSOC 
PERFORMENCE TRAINING ASSC 
STUDENT LOAN MARKETING ASSN 
WALTHAM COMMITTEE INC 
XEROX CORPORATION 
227 DONOGHUE, JOS A 
DONOGHUE, ROBT 
240 MASSACHUSETTS UNIVERSITY OF 
265 CONDON, R 
DOZOIS, MARTY 
DOZOIS, ROBT 
HEAFY, M 
PATRIOTS TRL GRL 
SMITH, JOHN F 
325 BURGOYNE, JOS L, JR 
338 ARPINO, SUSAN A 
354 CROFTS,MS 
378 DE VINCENT FARMS INC 
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Target Street Cross Street Source 
v - EDR Digital Archive 


BEAVERST 1992 


83 AMERICAN TEKSERV CO 
KANIS ENGINEERING & MODEL SHOP 

87 AIRS 
AMERICAN FOOD & VENDING CORP 
MELVIN M KORNBLIET 

95 HUB TESTING LABORATORY INC 

97 ELECTRO PAINTERS INC 

100 BETAGEN CORPORATION 
COLLABORATIVE RESEARCH INC 
LEXICON INC 
MOORE FIRST REALTY CORP 

110 BAUER OF AMERICA CORP 
BUSTER CONSTRUCTION INC 
VIGIL, NICHOLAS A 

135 ALTAS INC 
AMERICAN SURVEYING CO 
APPLIED INFO RETRIEVAL SYSTEMS 
CADMUS GROUP INC 
CARNEGIE DALE TRAINING PRGRM 
CO/OP INC 
LAWRENCE INSURANCE GROUP INC 
MICROSOLVE CORPORATION 
NEW ENGLAND INSTITUTE INC 
VENTURA SFTWR INC A XEROX CORP 
XEROX CORPORATION 

185 ROTCHFORD, ROBERT 

227 DONOGHUE, JOS A 

230 O'GORMAN, JENNIFER 

265 CONDON, R 
DOZOIS, MARTY 
DOZOIS, ROBT 
HEAFY, M 
PATRIOTS TRL GRL 
SMITH, JOHN F 

303 BEDIGIAN, MARK 

310 GIOVANNIELLO, ANTHONY 
ROTSKO, ALICY 

311 GLYNN, JAS E 

325 BURGOYNE, JOS L, JR 

338 ARPINO, SUSAN A 

354 WARD, MARK B 

378 DE VINCENT FARMS 
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Target Street 
м 2 


BEAVER ST 


BEAR HILL RD-Contd 
9 Silenus Wines Inc whol & ret 890-0876 
320 Winecellar Of Silene wines ret 890-2121 
330 Active Video tv prod 890-6556 
Landy Associates broadcast equip 
890-6325 
332 Technology Sales Inc comp hdw sls 
890-5700 
335 Tri-State Business Equipment sls-serv 
elec cash registers 890-6280 
Specta Guard 890-8937 
Advantage appl sls 890-7841 
Applied Science Laboratories 
Environmental Applications Inc 
environmental conslt 890-3922 


27 
BEAVER ST -FROM 250 WARREN 
WESTERLY TO 295 LEXINGTON 


ZIP CODE 02154 
Б Dean Dairy 894-6140 
18 Kiley Regina M Mrs © 893-7293 
24 Nagle Arth E © 893-3740 
25 No Return 
xGriffin Edw 
HOLLACE ST BEGINS 
30 Polimer Melvin © 894-3815 
36%Mc Mahon Wm J © 899-5843 
A4l*Lelievre Peter J © 
44 Anderson Evelyn Mrs © 894-3740 
45%Karuzis Mark D © 893-7661 
46 Cowie Cath Mrs 899-4142 
48mHogopian Mark © 
49 Melkonian Yeprem A © 899-8389 
55 Stevens Freda E © 893-1170 
58%Cusano Donald F Jr 
59 Twomey Evelyn M © 894-7708 
62 Faherty Bartley V © 899-5476 
65*Hughes Mary J 894-7233 
66 Vachon Kenneth J © 891-0989 
CLEMATIS AV BEGINS 
72mGarcia Bruce © 
PARSONS AV BEGINS 
73 Groth Judy E 647-0874 
75 Groth Louis Н © 894-1461 
83 Kanis Engineering mech eng 899-6601 
87 Kornbliet Melvin M cpa 647-1600 
Rubin Harold E cpa 899-9400 
American Food & Vending Corp vending 
serv 647-0188 
Airs software dev 899-1100 
90 Apartments 
1 Lyons Michl 
2wBrown R 
3 Silver Jeffrey S 
4xVaillancourt Patk Н 
b*Paling Robt 893-4347 
O*Feinberg Mark A 899-3363 
T*Pasternak Pearl 891-5508 
8 Semper Claudia M 894-4673 
9*Buckley Doreen M 894-4519 
10 Goodfellow 
li*Valenti Camelo 899-0963 
93%Grill Jay S 899-8889 
95 Hub Testing Laboratory 893-8330 
Environmental Testing Service 893-8339 
Rub Kor America rubber gds mfrs 
893-8330 


97 Electro Painters contrs 894-4000 
100 Building 
Floors 
Ist Fl Lexicon Inc mfg digital audio equip 
891-6790 
2d Fl Moore First Realty Corp 891-1962 
3d Fl Betagen eng 899-3400 
3d Fl Moore Geo W Inc screw mfrs 
893-5506 


Cross Street 


Source 
POLK DIRECTORY CO 


1987 


24 


B & M INTERSECTS 
WAVERLEY OAKS RD INTERSECTS 
135 Clematis Office Building 
Floors 
lst Fl Xerox Printing Systems (Sls Ofc) 
comp printers 890-6400 
lst Fl V R Business Brokers 642-8400 
Ist Fl Xerox Reproduction Center copying 
& reproduction 841-5619 
2d Е! Carnegie Dale Courses educ training 
894-2700 
3d Fl Farragut Mortgage Co loans 
894-6200 
3d Fl Merchants Title mtge loan closings 
647-4400 
4th Fl Farragut Mortgage (Overflow) 
220 Waltham Archery Grounds Parks Dept 
225% Wick Robt 
227 Donahue Joseph S 891-9448 
240 Suburban Experiment Station experiment 
& research 891-0650 
265 Patriots Trail Girl Scout Council Inc 
893-6113 
Smith John 
Our Country Store girl scout sups 
893-6293 
Dozois Martin 891-9738 
xO'Herron Michl 891-7481 
811 Vacant 
LINDEN ST ENDS 
325 Burgoyne Joseph L Jr © 893-9114 
338 Arpino Joseph © 899-8291 
344 No Return 
CEDAR HILL LA BEGINS 
354 Robertson Fredk © 891-9522 
357 Vacant 
378 De Vincent Farms prod dirs 894-7342 
485 Bentley College (Dormitories) 
500 Bentley College Of Accounting & Finance 
891-2000 
Baker-Soloman R Library Bentley 
College 891-2000 


CANAAN "T9930 1 TINIE ДА CM s AIA TIO. rr Cw CY 


FOREST ST BEGINS 
577 Melanson Harold J 894-2839 
595 Gallitano Leo © 894-6464 
600 No Return 
Haywood Jon V © 893-1546 
635%Michaud Jas © 891-3216 
LYMAN ST ENDS 
645*Li Manug © 891-3940 
653 Cappadona Ann M Mrs © 891-3934 
663 Durzy Anton J © 899-1527 
VALLEY VIEW RD ENDS 
674 Kitchens Bernard © 
682 Perez Miguel © 647-0341 
685 Valiere Annie Marie © 891-8167 
OAKLEY LA ENDS 
696 Branch Byron R © 893-8857 
704 Digregorio Dorothy F Mrs O 899-2663 
712 Sutherland Richd P © 899-0399 
717 Melanson Joseph A © 893-6164 
720 Tosti Antonio © 893-6199 
728 Leblanc Robt J O 894-0321 
736 No Return 
744 Poole H Norman © 893-0299 
747 Howley Thos J © 891-0954 
752 No Return 
755 Lelievre Door Service Inc overhead doors 
899-2668 
Le Lievre Alphonse M © 
760 Yeramian Geraer © 647-0393 
768 Canini Lucio 894-9158 
776 No Return 
784 No Return 
785 Chapel Hill-Chauncey Hall Sch 894-2644 
O'Neil Sean D 899-5620 
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Target Street Cross Street Source 
м = POLK DIRECTORY CO 


BEAVER ST 1982 


27 
BEAVER ST —FROM 250 WARREN 
WESTERLY TO 295 LEXINGTON 


ZIP CODE 02154 
5 Dean Dairy 894-6140 
18 Kiley Wm J O 893-7293 
24 Nagle Arth E O 893-3740 
25 Vacant 
HOLLACE ST BEGINS 
30 Polimer Melvin 9 
36 Cahill Geo E O 893-4066 
4l*Ricci Steph Е © 899-4805 
44 Anderson Evelyn Mrs © 894-3740 
46*Cowie James 899-4142 
48 Farmer Edw E © 893-6899 
49 Mailly Mary J Mrs © 
55 Stevens Freda E © 893-1170 
58 Faherty Bartley V © 899-5476 
59 Twomey John D © 894-7708 
65 Hughes M Josephine Mrs © 894-7233 
66*Vachon Kenneth J Jr © 891-0989 
CLEMATIS AV BEGINS 
72 Tildsley Marion Mrs © 893-8405 
PARSONS AV BEGINS 
73 Vacant 
75 Groth Louis H © 894-1461 
83 Bowlby Raymond E © 
83a Vacant 
83b Kanis Eng 899-6601 
87 Thornton Associates electronic equip & 
sup 899-1400 
90 Apartments 
l*King Darrell J 899-3201 
2*Mc Mullin Paula J 891-8740 
3 Vacant 
4*Albano J M 891-0147 
5*Lanton Jane 892-8518 
6*Beaudoin Gerard V Jr 394-7984 
7xTarutz Fred B 899-6406 
8%xSemper C М 894-4673 
9 Silverman 
10*Sullivan Tim C 899-8305 
11*O’Hara T 891-5364 
93 Vacant 
95 Hub Testing Laboratory testing lab 
893-8330 
Rub Kor America rubber gds mfrs 
893-8330 
97 Sarao Brothers 899-2887 
100 Moore Geo W Inc screw mfrs 893-5506 


24 
B & M INTERSECTS 
WAVERLEY OAKS RD INTERSECTS 
220 Waltham Archery Grounds Parks Dept 
225 Dion Eli J 894-6950 
227 Donaghue Joseph S 891-9448 
240 Suburban Experiment Station experiment 
& research 891-0650 
265 Patriots Trail Girl Scout Council Inc 
893-6113 
St*Joyce James 
Our Country Store girl scout sups 
893-6293 
*Purple Wm C 891-0153 
*Bowman Cath 891-6058 
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Target Street Cross Street Source 
м = POLK DIRECTORY CO 


BEAVER ST 1982 


av 


BEAVER ST—Contd 
311 Bentley College Cntr Continuing Educ 
891-2135 
*Youse Clifford 9 
LINDEN ST ENDS 
325 Burgoyne Joseph L Jr O 893-9114 
338 Arpino Joseph (9 899-8291 
344*Arpino Anthony © 891-7182 
CEDAR HILL LA BEGINS 
354 Flynn John J III O 893-7651 
357 Vacant 
378 De Vincent Farms prod dlrs 894-7342 
485 Bentley College (Dormitories) 
500 Bentley College Of Accounting & Finance 
891-2000 


FOREST ST BEGINS 
577 Melanson Harold J 894-2839 
595 Gallitano Leo (9 894-6464 
600*Broekman Hendrik 893-8765 
Haywood John V O 893-1546 
635 Cappadona And Sons 899-3986 
Cappadona Geo E O 899-3986 
LYMAN ST ENDS 
645 Cappadona Lucy Mrs O 893-7734 
653 Cappadona Benny J O 891-3934 
663 Durzy Anton J O 899-1527 
VALLEY VIEW RD ENDS 
674 Walker Alice C Mrs O 894-4727 
682*Berry Michl © 893-2786 
OAKLEY LA ENDS 
696 Branch Byron R O 893-8857 
704 Digregorio Adelco A (9 899-2663 
712 Sutherland Richd P ( 899-0399 
717 Melanson Joseph A © 893-6164 
720 Tosti Antonio © 893-6199 
728*Leblanc Robt J © 894-0321 
736*Mazzone Marino A © 894-1289 
744 Poole H Norman © 893-0299 
747 Howley Thos J 
752 Nicolazzo Frances Mrs © 891-7161 
755 Lelievre Door Service overhead doors 
899-2668 
*Le Lievre Alphonse M © 899-2668 
760 Cameron Cecelia V Mrs O 893-1385 
768*Canini Lucio 894-9158 
776 Schwarzbauer Lucille Mrs © 894-2736 
784 English Edw J (9 894-3932 
787 Vacant 
796 Landry J Raymond O 894-1252 
810 Cassidy John F © 893-7374 
820 Butler Mildred W Mrs © 893-8824 


24 
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Target Street Cross Street Source 
м = POLK DIRECTORY CO 


BEAVER ST 1977 


27 
| BEAVER ST —FROM 250 WARREN 
WESTERLY TO 295 LEXINGTON 


ZIP CODE 02154 
5 Dean Dairy 894-6140 
18 Kiley Wm J © 893-7293 
24 Nagle Arth E © 893-3740 
25 Vacant 
HOLLACE ST BEGINS 
30 Polimer Melvin © 
36 Cahill Geo E © 893-4066 
4l*Jessup Marguerite E 
44 Anderson Le Roy A G O 894-3740 
46*Stymeist Robt H 891-7313 
48 Farmer Edw E © 893-6899 
49 Mailly Mary J Mrs 9 
55 Stevens Freda E O 893-1170 
58 Faherty Bartley V (9 899-5476 
59 Twomey John D O 894-7708 
65 Hughes John J 9 894-7233 
66 Mahoney Francis J (9 894-2268 
CLEMATIS AV BEGINS 
72 Tildsley Marion Mrs O 893-8405 
PARSONS AV BEGINS 
73 Vacant 
75 Groth Louis H © 894-1461 
83*Bowlby Raymond E 9 
83a*Powers Eliz 891-7728 
83b Paquette Tool & Die Shop 894-6892 
87 Thornton Associates electronic equip & 
! sup 899-1400 
Å 90 Apartments 
lx*Simpson Jeffrey A 899-2410 
2 Melvin Louise N 
3 Marshall Joseph P 891-5525 
4 Costa Anthony Jr 891-7135 
bøHarris Ethan E 899-5861 
6*Wheeler James 
7T*Ivory Wm P 891-9314 
8 Dubee Jacqueline D 899-9145 
9% Watson Paul J 899-5799 


5505005.5 Page: A14 


Target Street Cross Street Source 
м = POLK DIRECTORY CO 


BEAVER ST 1977 


10 Tavener Anna L 891-1190 
11 Hayes 
93*Bragdon David A 899-8889 
95 Hub Testing Laboratory testing lab 
893-8330 


Rub Kor America rubber gds mfrs 
97 RI A Producta 894-2684 
100 Moore Geo W Inc screw mfrs 893-5506 


24 
B & M INTERSECTS 
WAVERLEY OAKS RD INTERSECTS 
220 Waltham Archery Grounds Parks Dept 
225 Dion Eli J 894-6950 
227 Donaghue Joseph S 899-9696 
240 Suburban Experiment Station experiment 
& research 891-0650 
265 Massachusetts Girl Scouts Inc 893-6113 
Our Country Store girl scout sups 
893-6293 
*Kerbs W Michl 891-8217 
*Shuft Christopher 
311 Cedar Hill Landscaping Corp 893-6738 
Harrington Joseph R 9 
LINDEN ST ENDS 
325 Burgoyne Joseph L Jr © 893-9114 
338 Arpino Joseph (9 899-8291 
344 Nelson Ronald E O 899-3865 
CEDAR HILL LA BEGINS 
354 Flynn Paul D 893-7097 
357 Stratton Hse Cntr-Continuing Educ 
(Bentley Col) 891-2137 
378 De Vincent Farms prod dlrs 894-7342 
485 Bentley College (Dormitories) 
500 Bentley College Of Accounting & Finance 
891-2000 


B 
FOREST ST BEGINS 
577 Melanson Harold J 894-2839 
595 Gallitano Leo © 894-6464 
600 Kaiser David 
Haywood John V O 893-1546 
635 Cappadona Geo E © 899-3986 
LYMAN ST ENDS 
645 Cappadona Geo A O 893-7734 
653 Cappadona Benny J © 891-3934 
663 Durzy Anton J O 899-1527 
VALLEY VIEW RD ENDS 
674 Walker Alice C Mrs © 894-4727 
682 Restieri Edw © 893-8891 


696 Branch Byron R O 893-8857 

704 Digregorio Adelco A © 899-2663 
712 Sutherland Richd P © 899-0399 

717 Melanson Joseph A © 893-6164 

720 Tosti Antonio O 893-6199 

128 Cannistrara Carmine 9 

736 Levy Joseph E © 893-2135 

744 Poole H Norman 9 

747 Howley Thos J 

752%Nicolazzo Michl © 891-7161 

755 Selig Lawrence J Jr © 891-8796 
760 Cameron Cecelia V Mra © 893-1385 
768 Doiron Gloria A Mrs 

776 Schwarzbauer Lucille Mrs © 894-2736 
784 English Edw J © 894-3932 

787 Bonica John © 

796 Landry J Raymond © 894-1252 

810 Cassidy John F © 893-7374 

820 Butler Mildred W Mrs © 893-8824 


EEE 
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Target Street Cross Street Source 
м = POLK DIRECTORY CO 


BEAVER ST 1972 


27 
BEAVER ST —FROM 250 WARREN 
WESTERLY TO 295 LEXINGTON 


ZIP CODE 02154 
5 Dean Dairy 894-6140 
18 Kiley Wm J O 893-7293 
24 Nagle Arth E O 893-3740 
25 Powell John 
HOLLACE ST BEGINS 
30 Polimer Melvin O 893-8834 
36 Cahill Geo E O 893-4066 
4l*Jessup Marguerite C Mrs 
44 Anderson Le Roy A G ( 894-3740 
46 Trudell Fredk C 894-3039 
48 Farmer Edw E © 893-6899 
49 Mailly Mary Mrs O 893-7112 
55 Stevens Freda E O 893-1170 
58*Faherty Bartley V © 899-5476 
59 Twomey John D © 894-7708 
65 Hughes John J © 894-7233 
66 Mahoney Francis J © 894-2268 
CLEMATIS AV BEGINS 
72 Tildsley Marion Mrs © 893-8405 
PARSONS AV BEGINS 
73 Le Blanc Lucie A Mrs 893-3115 
75 Groth Louis H © 894-1461 
83 La Casse Leo A © 
83a Gallant Edmund 893-2442 
83b Paquette Tool & Die Shop 894-6892 
87 Thornton Associates electronic equip & 
sup 899-1400 
90 Apartments 
1 Toran Danl J 899-5797 
2 Melvin Louise 
3% Jakubec Robt J 
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Target Street Cross Street Source 
м = POLK DIRECTORY CO 


BEAVER ST 1972 


4* Ascher Robt 899-7839 
5*Schofield A M 
6*Diodati N 
7* Burns John J 891-7966 
8*Szymcezak Ralph J Jr 899-6844 
9*Dillaway Langdon H 
10% Linnel D 
li*Sullivan Richd T 899-0059 

93 Vacant 

95 Hub Testing Laboratory testing lab 

893-8330 
97 Vacant 
100 Moore Geo W Inc screw mfrs 893-5506 


24 
B & M INTERSECTS 
140a Vacant 
140b Vacant 
WAVERLEY OAKS RD INTERSECTS 
221 Waltham Archery Grounds Parks Dept 
225 Dion Eli J 894-6950 
227 Wilson Harold A 891-0650 
240 University Of Massachusetts Waltham 
Field Station experiment & research 
891-0650 
265 Massachusetts Girl Scouts Inc 893-6113 
Our Country Store gift shop 893-6293 
Krebs Michl 891-8217 
Swanson Alan P 
311 Cedar Hill Landscaping Corp 893-6738 
Harrington Joseph R O 893-6738 
LINDEN ST ENDS 
325 Burgoyne Joseph L Jr O 893-9114 
344 Nelson Ronald E O 899-3865 
CEDAR HILL LA BEGINS 
354 Flynn Paul D O 893-7097 
357 Bentley College Fraternity House 
891-2014 
378 De Vincent Farms prod dlrs 894-7342 
500 Bentley College Of Accounting & Finance 
891-2000 


FOREST ST BEGINS 
577 Melanson Harold J 894-2839 
600 Vacant 
635 Central Realty Trust bldg contr 
Cappadona Geo E O 899-3986 
LYMAN ST ENDS 
645 Cappadona Geo A © 893-7734 
653 Cappadona Benny J © 899-5948 
663 Durzy Anton © 899-1527 
VALLEY VIEW RD ENDS 
674 Walker Alice C Mrs © 894-4727 
682 Restieri Edw © 893-8891 
OAKLEY LA ENDS 
696 Branch Byron R © 893-8857 
704 Digregorio Adelco A © 899-2663 
712 Sutherland Richd P © 899-0399 


5505005.5 Page: A17 


BEAVER ST -FROM 250 WARREN 
WESTERLY TO 295 LEXINGTON 


—--ZILIP CODE 02154 
5 DEAN DAIRY 894-6140 


18 
24 
25 


——-HOLLACE ST BEGINS 


30 
36 
4.4 
46 
48 
49 
55 
58 


59 


Target Street Cross Street Source 
м = POLK DIRECTORY CO 


BEAVER ST 1968 


KILEY WM J Ө 893-7293 
NAGLE ARTH E Ө 893-3740 
VACANT 


POLIMER MELVIN @ 893-8834 
CAHILL GEO E © 293-4066 
ANDERSON LE ROY A G © 894-3740 
TRUDELL FREDK C 894-3039 
WHITING OLIVE G © 893-6899 
MAILLY ALBERT J © 893-7112 
STEVENS FREDA E © 893-1170 
FITZGERALD GERTRUDE R MRS © 
899-0396 
TWOMEY JOHN D © 894-7708 


f 
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Target Street Cross Street Source 
- POLK DIRECTORY CO 


v 


BEAVER ST 1968 


16 


BEAVER ST—CONTD 

65 HUGHES JOHN J © 894-7233 

66 MAHONEY FRANCIS J © 894-2268 

---CLEMATIS AV BEGINS 

72 TILDSLEY MARION © 893-8405 

73 LE BLANC LUCIE A MRS 893-3115 

75 GROTH LOUIS Н © 894-0461 

83 LA CASSE LEO A © 894-5342 

83A GALLANT JOSEPH E 893-2442 

ВЗВ PAQUETTE TOOL & DIE SHOP Ө 
894-6892 

87 DATAMETRICS INC ELECTRONIC 
INSTRUMENT MFRS 899-0090 

93 NO RETURN 

95 ELECTRO MECH INC ELECTRONIC 
MFG 893-5880 

MICROSYSTEMS TECHNOLOGY CORP 

CONSULTING ENG 

100 MOORE GEO W INC SCREW MFRS 
893-5506 


24 
---B & M INTERSECTS 
140A MC LANE ERNEST A © 893-5793 
140B LEACH FRANK W 899-3397 
---WAVERLEY OAKS RD INTERSECTS 
221 WALTHAM ARCHERY GROUNDS PARKS 
DEPT 
225 DION ELI J 894-6950 
227 WILSON HAROLD A 894-3422 
240 UNIVERSITY OF MASSACHUSETTS 
WALTHAM FIELD STATION 
EXPERIMENT ERESEARCH 


894-3420 

265 MASSACHUSETTS GIRL SCOUTS INC 
893-6113 
OUR COUNTRY STORE GIFT SHOP 
893-6293 


CREBS MICHL 891-8217 
ORFANELLO LOUIS F 899-5633 
311 CEDAR HILL LANDSCAPING CORP 
893-6738 
HARRINGTON JOSEPH R © 
893-6738 
---LINDEN ST ENDS 
325 BURGOYNE JOSEPH L JR © 
893-9114 
344 NELSON RONALD E © 899-3865 
---CEDAR HILL LA BEGINS 
354 FLYNN PAUL D © 893-7097 
357 FARAMELLI NORMAN J REV 
899-5624 
378 DE VINCENT FARMS RODUCE DLRS 
894-7342 
500 BENTLEY COLLEGE OF ACCOUNTING 
& FINANCE 899-3900 


---FOREST ST BEGINS 

575 VACANT 

577 MELANSON HAROLD J 894-2839 

579 VACANT 

600 BLAKE GEO B 899-2614 
PARSON KENNETH B 893-1546 

635 CAPPADONA GEO E © 899-3986 

-—-LYMAN ST ENDS 


NN 


ГЕТЕ 


ш ш № № № н в eK (Л р | 


PPF 
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Target Street Cross Street Source 
v - POLK DIRECTORY CO 


BEAVER ST 1964 


27 
*BEAVER-— From 250 Warren to 295 
Lexington, wd 2 
9 Dean Dairy 3-4090 
18 Kiley Wm J 9 3-7293 
24 Nagle Arth E 9 3-3740 
25 Phelps Evelyn J Mrs 3-3663 
Hollace begins 
30 Polimer Melvin 9 3-8834 
36 Cahill Geo E 3-4066 
41 Jessup Geo W 9 3-2627 
44 Anderson LeRoy A GO 4-3740 
46 Trudell Fredk C 4-3039 
48 Whiting Olive G 9 3-6899 
49 Mailly Albert J 9 3-7112 
55 Stevens Freda E O 3-1170 
98 Fitz Gerald Gertrude R Mrs © 
9-0396 
99 Twomey John D © 4-7708 
65 Hughes John J 9 4-7233 
66 Mahoney Francis J € 4-2268 
Clematis av begins 
72 McPhee Cath Mrs 9 3-8405 
73 Leger Leo P 894-7891 
75 Groth Louis H 9 4-1461 
83 Walden Pearl Mrs 4-7240 
83a Gallant Jos E 3-2442 
83b Paquette Tool & Die Shop 4-6892 
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Target Street Cross Street Source 
v = POLK DIRECTORY СО 


BEAVER ST 1964 
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Target Street Cross Street Source 
v = POLK DIRECTORY СО 


BEAVER ST 1957 
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Target Street Cross Street Source 
м = POLK DIRECTORY CO 


BEAVER ST 1955 


1 
Me from 250 Warren to 295 Lexington, 
Ww 
5 Dean Dairy © A5-4090 
18 Kiley Wm J © A5-7293-W 
24 Nagle Arth E © 5 A5-6309-M 
25 Phelps Robt D A5-3663 
Hollace begins 
30 Gangemi Vincent J A5-4699-M 
36 Chadwick Royal E 
41 Jessup Geo W (9 715-2627 
44 Anderson LeRoy H A5-3740-J 
46 Stark Robt © A5-4662-W 
48 Whiting Olive G © A5-6899 
49 Mailly Albert J © A5-5030-M 
55 Stevens Freda A5-7126-W 
58 MacBain Marie L Mrs A5-2499-R 
59 MeNicholas Michl J A5-7126-R 
65 Anderson Manfred ÅA5-1090-R 
66 Mahoney Francis J © A5-7118-M 
Clematis av begins 
72 MacPhee Cath Mrs © A5-1570-J 
76 Vacant 
80 Vacant 
83 Cassidy David (9 /A5-0035-R 
93 Martin Alf J © A5-3435-R 
100 Moore Geo W Ine screw mfrs /A5-5506 
B&M RR crosses 
109 Clematis Brook RR Station 
139 Vaeant | 
140 McLane Ernest А © А5-5793 
MacFarlane Clifford С A5-5066-M 
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Target Street Cross Street Source 
м = POLK DIRECTORY CO 


BEAVER ST 1955 
150 
Waverley Oaks rd crosses : 


200 Waltham Archery Grounds 


000 
225 
227 

240 


Samuel D Warren School 

Merino Jos 

Wilson Harold A 

University of Massachusetts. RIS 
Field Station (9 A5-34 


9 Girl Scout Headquarters 


Waltham Camp Massachusetts Girl Scouts 
Comey Howard W © A5-2115-J 
Johnson Clarence E. A5-6595-M 
Platt Alanson E A5-4530-M 
Platt Alanson E jr 

Harrington Jos R (9 A5-6738-W 
Linden ends 

Stewart Alex C © S 3285-W 
Roberts W Harvey jr © A5-5134 
Flynn Paul L © 4745-5134 
Lyman Ronald T © A5-0410 
Forest begins 

Sears Evelyn G © 745-0611 
Paine Robt Treat lwyr h © T 1210 
Storer Emily L S Va pA 

Parson Kenneth G A5-7232-1 
Lyman ends 

Walker Fredk A5-8891-M 
Vacant 

Branch Byron В 45-8857 

Rutoff Vietor J 

Gorman Wm J A5-8028-R 

Vacant 

Weeden Walter W 4745-0324 

Vaeant 

Haines Robt C 45-8047 
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Target Street Cross Street Source 
м = POLK DIRECTORY CO 


BEAVER ST 1950 


1 
ER from 250 Warren to 295 Lexington, 
Dairy © A5-4090 


24 Cutler Isadore L © A5-6689 

25 Ensworth Evelyn J Mrs © A5-2104-W 
| Hollace begins 

30 Rosenthal Roland M (9 A5-3435-M 
36 Murphy Thos J (9 A5-3740-M 


Jessup Geo W © A5-2627 

14 Wicks Robt P © A5-7028 
Stark Robt (9 A5-4662-W 
Whiting Olive G (9 A5-6899 


5505005.5 Page: A25 


Target Street Cross Street Source 
м = POLK DIRECTORY CO 


BEAVER ST 1950 


п иан VE F* ELIE 
нн ey 


98 MacBain Victor R © A5-2499-R 
59 Mitchell Richd С © A5-7126-R 
65 Mitchell Donald (9 
66 Mahoney Francis J (9 A5-7118 
Clematis av begins 
72 MacPhee Cath Mrs © A5-1570-J 
76 Vacant 
80 Vacant 
83 Cassidy David (9 A5-0035-R 
93 Silsby Mary E O A5-3435 
100 AMoore Geo W Inc screw mfrs A5-5506 
B&M RR crosses 
109 Clematis Brook RR Station 
139 Vacant 
140 McGarvie John W A5-3769-W 
McLane Ernest A © A5-5793 
Waverley Oaks rd crosses 
200 Waltham Archery Grounds 
000 Samuel D Warren School 
225 Merino Jos 
227 Wilson Harold A 
240 Mass State College field station A5-3420 
265 Girl Scout Headquarters 
Waltham Camp Massachusetts Girl Scouts 
Comey Howard W © A5-2115-J 
Johnson Clarence Е A5-6595-M 
Platt Alanson E A5-4530-M 
Platt Alanson E jr 
311 Dempsey Paul W © A5-0183 
Linden ends 
344 Stewart Alex C O A5-3285-W 
354 Roberts W Harvey (9 A5-5134 
307 Flynn Paul L © A5-5134 
500 Lyman Ronald T (9 A5-0410 
Forest begins 
575 Sears Evelyn G © 75-0611 
911 Paine Robt Treat lawyer h (9 A5-1210 
919 Storer Emily L (9 A5-2550 
600 Welch Bartholomew M (9 A5-5791-W 
Lyman ends 
717 Bilodeau Lawrence J (9 /A5-5674-J 
183 Peece Edw A (9 
785 Wadleigh Kenneth R (9 A5-5482-M 
787 Thompson John R (9 A5-5482-W 
796 Landry J Raymond (9 A5-1252-W 
810 Selig Lawrence J © A5-0036-M 
820 Butler Elmer A © A5-0036-R 


1 
BEAVER BROOK RESERVATION 525 Waver- 


lev Nake rd and hath cidoc af Tranaln vd ot Dal. 
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Target Street Cross Street Source 
м = POLK DIRECTORY CO 


BEAVER ST 1945 


BEAVER from 250 Warren to 
295 Lexington, wd 2 
114Dean Dairy © 
25AEnsworth S Emma Mrs © 
Hollace st begins 
414Jessup Geo W © 
444Wicks Robt P © 
46AZwicker Mervyn M 
48A Whiting Olive G © 
58AMacBain Victor R © 
65AAttarian James J 
664MacPhee Cath Mrs © 
Clematis av begins 
80 Vacant 
8$3AFo0ote Wiley Н 
934Silsby Chas M © 
10048Moore Geo W Inc screw 
mirs 
109 Clematis Brook R R Sta- 
tion 
В & MR R crosses 
139^ Wollrath & Sons Inc flo- 
rists 
AWollrath Albert J O 
140A4McGarvie John W 
AMeLane Ernest A 
200 Waltham Archery Grounds 
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Target Street Cross Street Source 
м = POLK DIRECTORY CO 


BEAVER ST 1945 


000Samuel D Warren School 
Waverley Oaks rd crosses . 
225 Merino Joseph 
227A Wilson Harold A / 
240 Mass State College field 
station O 
265AGirl Scout Headquarters 
AWaltham Camp Massachu- . 
setts Girl Scouts ] 
AFoster Arth P 
Hill Karl A У 
APlatt Alanson E 
3114Wollrath Ernest © 
344AStewart Alex C © 
354AFriedberg Morris 
357AF lynn Paul L © 
Forest st. begins 
Linden st ends 
500ALyman Ronald Т © 
575ASears Evelyn G © 
577АРаіпе Robt Treat lawyer - 
h © f 
5794Storer Emily L © 
6004 Welch Bartholomew M 
Lyman st ends 
717 Bohannon A Everett 
T83APecee Edw A © 
789ASmith A Rogers 
T96ALandry J Raymond © 
810 Moran Mary E Mrs © 
82048Wood Geo S 


BEAVER BROOK RESERVA- 


MTAN KOR NA7axyrarlast nlro rA an A WB 
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Target Street Cross Street Source 
м = POLK DIRECTORY CO 


BEAVER ST 1941 


BEAVER from 250 Warren to 

95 Lexington, wd 2 20 
114Dean Dairy © 
254Ensworth S Emma Mrs © 


Hollace st begins 22 
412Jessup Geo W © 
444 Wicks Robt P © 23 
46 O'Day Francis E 25 
48^ Whiting Thos H © 26 


58 MacBain Victor R © 

654Beane Horace E © 

662MacPhee Katie Mrs © 
Clematis av begins 


80 Clematis Brook Sand & 43 
Gravel Co © 

83 Fenton Chauncey 44 

934Silsby Chas M © 46 


1002Laco Products Inc 
109 Clematis Brook R R Station 41 
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Target Street Cross Street Source 
м = POLK DIRECTORY CO 


BEAVER ST 1941 
ий S» — 


B & MR R crosses 
1395 Wollrath & Sons Inc florists 


AWollrath Albert J © 
rear Same as 263 Waverley Oaks 


rd 

140AMcGarvie John W 

AMcLane Ernest A ~ 
200 Waltham Archery Grounds 
000 Samuel D Warren School 

Waverley Oaks rd crosses 

225A Marino Jos 

AWilson Harold A 
240 ма State College field sta- 


asc Scout Headquarters. 
AWaltham Camp Massachu- 
setts Girl Scouts 
AFriedberg Morris 
3112Wollrath Ernest © 
354A Joy Albert B 
357AFlynn Paul L © 
Forest st begins 
Linden st ends 
5004Lyman Ronald T © 
575ASears Evelyn G © 
5774Paine Robt Treat © 
5794Storer Edith © 
6002Welch Bartholomew M 
Lyman st ends 
717 Bohannon A Everett 
7834Josselyn Howard B © 
189^ Richardson Alvin W 
796ACoen Rose M Mrs © 
8102Davies Saml P 
820 Wood Geo S 


_ BEAVER BROOK RESERVA- 
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Target Street 
v 


Cross Street Source 
- Sampson and Murdock Co 


BEAVER ST 1930 


^ award ү laborer b 


BEAVER fron. 250 "Warren to 295 
Md 2 = NG 


— 31 Dean Dai n 
25 Ensworth ram ifi 


e 


Е LÀ Samuel D Warren School 


25 тети ма 


* Marcus Н Мг & Mrsb. — ^ 
. Hollace St begins: ; 
41 Jessup George W Mr & Mrs 
Tobey Mary A Mrs b 75 
44 Whiting Kenneth Е Mr & Mrs 
46 lis James Mr & Mrs 
48 iting Thomas Н Mr & Mrs 7 
se Olive G clerk b 81 
Smith George clerk b 


66 MacPhee ‘Alexander S n &: 
Mrs- 


e * Henry A Mr & Mreb - 
Clematis: Av begins _. 
+80 me Brook. Sand. & Gravel ы 


83 Vacan 
93 Sn Charles M. Mr & Mrs . 1 


7100 00: Tpskwood Brackett Co soap 
= -000- Сетки Brook * R station: 259 


IE 


clan Ernest: АМ &. Ma 
-Waverley Oaks EEE 


å AP dr 
=r URINE udi LT. 
Se us TU 


en Joseph Mr & Mrs 
Agricultural College field 
station 


бо NWNH ` 


de, 
с 
ю 


Jordan Harry Е Mr & М 
Newton Anna maid b. 


311 Freistadter Jacob Mr & Mrs 


Bartlett Edward E Mr & Mrs b 


357 Mansfield George rge Å Mr & Mrs på 


* Lois H student 
Forest St begins 4" 
Linden St ends 
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EDR Aerial Photo Decade Package 12/07/18 


Site Name: Client Name: 


Beaver St Waltham CDW Consultants Inc. 
225-227 and 240 Beaver Stree 6 Huron Drive 

Waltham, MA 02452 Natick, MA 01760 

EDR Inquiry # 5505005.8 Contact: Rachel Stevens 


Environmental Data Resources, Inc. (EDR) Aerial Photo Decade Package is a screening tool designed to assist 
environmental professionals in evaluating potential liability on a target property resulting from past activities. EDR’s 
professional researchers provide digitally reproduced historical aerial photographs, and when available, provide one photo 
per decade. 


Search Results: 


Year Scale Details Source 
2016 1"=500' Flight Year: 2016 USDA/NAIP 
2012 1"=500' Flight Year: 2012 USDA/NAIP 
2008 1"=500' Flight Year: 2008 USDA/NAIP 
1995 1"=500' Acquisition Date: March 29, 1995 USGS/DOQQ 
1986 1"=500' Flight Date: March 30, 1986 USDA 

1980 1"=500' Flight Date: October 10, 1980 USDA 

1978 1"=500' Flight Date: April 23, 1978 USGS 

1970 1"=500' Flight Date: October 29, 1970 USDA 

1969 1"=500' Flight Date: April 09, 1969 USGS 
1960 1"=500' Flight Date: May 01, 1960 USGS 

1957 1"=500' Flight Date: April 22, 1957 USGS 

1955 1"=500' Flight Date: December 01, 1955 USGS 

1938 1"=500' Flight Date: December 15, 1938 USGS 


When delivered electronically by EDR, the aerial photo images included with this report are for ONE TIME USE 
ONLY. Further reproduction of these aerial photo images is prohibited without permission from EDR. For more 
information contact your EDR Account Executive. 


Disclaimer - Copyright and Trademark Notice 
This Report contains certain information obtained from a variety of public and other sources reasonably available to Environmental Data Resources, Inc. It cannot 
be concluded from this Report that coverage information for the target and surrounding properties does not exist from other sources. NO WARRANTY 
EXPRESSED OR IMPLIED, IS MADE WHATSOEVER IN CONNECTION WITH THIS REPORT. ENVIRONMENTAL DATA RESOURCES, INC. SPECIFICALLY 
DISCLAIMS THE MAKING OF ANY SUCH WARRANTIES, INCLUDING WITHOUT LIMITATION, MERCHANTABILITY OR FITNESS FOR A PARTICULAR USE 
OR PURPOSE. ALL RISK IS ASSUMED BY THE USER. IN NO EVENT SHALL ENVIRONMENTAL DATA RESOURCES, INC. BE LIABLE TO ANYONE, 
WHETHER ARISING OUT OF ERRORS OR OMISSIONS, NEGLIGENCE, ACCIDENT OR ANY OTHER CAUSE, FOR ANY LOSS OF DAMAGE, INCLUDING, 
WITHOUT LIMITATION, SPECIAL, INCIDENTAL, CONSEQUENTIAL, OR EXEMPLARY DAMAGES. ANY LIABILITY ON THE PART OF ENVIRONMENTAL 
DATA RESOURCES, INC. IS STRICTLY LIMITED TO A REFUND OF THE AMOUNT PAID FOR THIS REPORT. Purchaser accepts this Report "AS IS". Any 
analyses, estimates, ratings, environmental risk levels or risk codes provided in this Report are provided for illustrative purposes only, and are not intended to 
provide, nor should they be interpreted as providing any facts regarding, or prediction or forecast of, any environmental risk for any property. Only a Phase | 
Environmental Site Assessment performed by an environmental professional can provide information regarding the environmental risk for any property. 
Additionally, the information provided in this Report is not to be construed as legal advice. 


Copyright 2018 by Environmental Data Resources, Inc. All rights reserved. Reproduction in any media or format, in whole or in part, of any report or map of 
Environmental Data Resources, Inc., or its affiliates, is prohibited without prior written permission. 


EDR and its logos (including Sanborn and Sanborn Map) are trademarks of Environmental Data Resources, Inc. or its affiliates. All other trademarks used herein are 
the property of their respective owners. 
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INQUIRY #: 5505005.8 
YEAR: 1955 
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INQUIRY #: 5505005.8 
YEAR: 1998 = 


Beaver St Waltham 
225-227 and 240 Beaver Street 
Waltham, MA 02452 


Inquiry Number: 5505005.4 
December 06, 2018 


EDR’ 


EDR Historical Topo Map Report 


with QuadMatch™ 


6 Armstrong Road, 4th floor 
Shelton, CT 06484 

Toll Free: 800.352.0050 
www.edrnet.com 


EDR Historical Topo Map Report 12/06/18 


Site Name: Client Name: 


Beaver St Waltham CDW Consultants Inc. 
225-227 and 240 Beaver Stree 6 Huron Drive 

Waltham, MA 02452 Natick, MA 01760 

EDR Inquiry # 5505005.4 Contact: Rachel Stevens 


EDR Topographic Map Library has been searched by EDR and maps covering the target property location as provided by 
CDW Consultants Inc. were identified for the years listed below. EDR's Historical Topo Map Report is designed to assist 
professionals in evaluating potential liability on a target property resulting from past activities. EDRs Historical Topo Map 
Report includes a search of a collection of public and private color historical topographic maps, dating back to the late 


1800s. 
Search Results: Coordinates: 
Р.О.# 1830.00 Latitude: 42.38331 42? 23' 0" North 
Project: 1830.00 Longitude: -71.214228 -71? 12' 51" West 
UTM Zone: Zone 19 North 
UTM X Meters: 317723.32 
UTM Y Meters: 46947 10.94 
Elevation: 58.78' above sea level 


Maps Provided: 


2012 1903 
1985, 1987 1893 
1970, 1971 

1956 

1949 

1946, 1947 

1944 

1943 


Disclaimer - Copyright and Trademark Notice 
This Report contains certain information obtained from a variety of public and other sources reasonably available to Environmental Data Resources, Inc. It cannot 
be concluded from this Report that coverage information for the target and surrounding properties does not exist from other sources. NO WARRANTY 
EXPRESSED OR IMPLIED, IS MADE WHATSOEVER IN CONNECTION WITH THIS REPORT. ENVIRONMENTAL DATA RESOURCES, INC. SPECIFICALLY 
DISCLAIMS THE MAKING OF ANY SUCH WARRANTIES, INCLUDING WITHOUT LIMITATION, MERCHANTABILITY OR FITNESS FOR A PARTICULAR USE 
OR PURPOSE. ALL RISK IS ASSUMED BY THE USER. IN NO EVENT SHALL ENVIRONMENTAL DATA RESOURCES, INC. BE LIABLE TO ANYONE, 
WHETHER ARISING OUT OF ERRORS OR OMISSIONS, NEGLIGENCE, ACCIDENT OR ANY OTHER CAUSE, FOR ANY LOSS OF DAMAGE, INCLUDING, 
WITHOUT LIMITATION, SPECIAL, INCIDENTAL, CONSEQUENTIAL, OR EXEMPLARY DAMAGES. ANY LIABILITY ON THE PART OF ENVIRONMENTAL 
DATA RESOURCES, INC. IS STRICTLY LIMITED TO A REFUND OF THE AMOUNT PAID FOR THIS REPORT. Purchaser accepts this Report "AS IS". Any 
analyses, estimates, ratings, environmental risk levels or risk codes provided in this Report are provided for illustrative purposes only, and are not intended to 
provide, nor should they be interpreted as providing any facts regarding, or prediction or forecast of, any environmental risk for any property. Only a Phase I 
Environmental Site Assessment performed by an environmental professional can provide information regarding the environmental risk for any property. 
Additionally, the information provided in this Report is not to be construed as legal advice. 
Copyright 2018 by Environmental Data Resources, Inc. All rights reserved. Reproduction in any media or format, in whole or in part, of any report or map of 
Environmental Data Resources, Inc., or its affiliates, is prohibited without prior written permission. 


EDR and its logos (including Sanborn and Sanborn Map) are trademarks of Environmental Data Resources, Inc. or its affiliates. All other trademarks used herein 
are the property of their respective owners. 
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Topo Sheet Key 
This EDR Topo Map Report is based upon the following USGS topographic map sheets. 


2012 Source Sheets 


Newton Lexington 


2012 2012 
7.5-minute, 24000 7.5-minute, 24000 


1985, 1987 Source Sheets 


Boston North Boston South 


1985 1987 
7.5-minute, 25000 7.5-minute, 25000 
Aerial Photo Revised 1978 Aerial Photo Revised 1978 


1970, 1971 Source Sheets 


Newton Lexington 


1970 1971 
7.5-minute, 24000 7.5-minute, 24000 


Aerial Photo Revised 1969 Aerial Photo Revised 1969 


1956 Source Sheets 


Lexington 

1956 

7.5-minute, 24000 7.5-minute, 24000 

Aerial Photo Revised 1955 
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Topo Sheet Key 
This EDR Topo Map Report is based upon the following USGS topographic map sheets. 


1949 Source Sheets 


Newton Lexington 


1949 1949 
7.5-minute, 31680 7.5-minute, 31680 


1946, 1947 Source Sheets 


me å 


EJ 


NEWTON LEXINGTON 


1946 1947 
7.5-minute, 25000 7.5-minute, 25000 
1944 Source Sheets 


EE черн 
Lexington 
1944 

7.5-minute, 24000 7.5-minute, 24000 


1943 Source Sheets 


Boston 

1943 

30-minute, 125000 

Aerial Photo Revised 1939 
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Topo Sheet Key 
This EDR Topo Map Report is based upon the following USGS topographic map sheets. 


1903 Source Sheets 


Boston 
1893 
15-minute, 62500 


5505005 - 4 page 5 


FÅ GST 
= | i HL JR 2 fa Ж) no 5 
Å Е | Ete å О] AN 
I N } Jtr W ( y T \\ 
N MUT T NN SS S (Å 
ON M | М 0 \| T7 


| ue 7^ DN M. ) (S WE 
os MEN) 
| A H Jude @, RY DIE 
)) УЧ „Camp, 
о 
/ 329 ES 
) YA 


| /CampTed NS 
v 
Np 

NG 


— TF. 
== ( 
| o US; 
> 4 =, J 
ES (Gar EP A {ЕЁ 
j SS y 4 
MM NN Ua. 
M { 
z - NN A t 
S C N [ 
а N N у) PE 4 
|: N X ры Å 
\ | z v 
KR NS å MID 7 
М SS 
LS РА NNN 6917 ӯ 


RANG 


y 


E) 


SS 


х П 
idgelawn = 
KDE pe 


dw 


J; 


FARE 


ке Us 
EY а 


A Jii = 
i A ита S 
ij 


ey LEON 
QJ Wi ORM 
NN \\ 
NN 


M > № M 
ММММ III 
NN AN NN I | 
À SS 
N 
N 


NS 
FAN 


HAN DS 
Sf SSG ZA N SH 
МА 
North sia Å 
«220 
IN > ==. X 


This report includes information from the 
following map sheet(s). 


0 Miles 0.25 0.5 1 


NW N E 
TP, Lexington, 2012, 7.5-minute 


SITE NAME: Beaver St Waltham 
S, Newton, 2012, 7.5-minute 
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Beaver St Waltham 
225-227 and 240 Beaver Street 
Waltham, MA 02452 


Inquiry Number: 5505005.2s 
December 06, 2018 


The EDR Radius Map™ Report with GeoCheck& 
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6 Armstrong Road, 4th floor 
Shelton, CT 06484 

Toll Free: 800.352.0050 
www.edrnet.com 
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EXECUTIVE SUMMARY 


A search of available environmental records was conducted by Environmental Data Resources, Inc (EDR). 
The report was designed to assist parties seeking to meet the search requirements of EPA's Standards 
and Practices for All Appropriate Inquiries (40 CFR Part 312), the ASTM Standard Practice for 
Environmental Site Assessments (E 1527-13), the ASTM Standard Practice for Environmental Site 
Assessments for Forestland or Rural Property (E 2247-16), the ASTM Standard Practice for Limited 
Environmental Due Diligence: Transaction Screen Process (E 1528-14) or custom requirements developed 


for the evaluation of environmental risk associated with a parcel of real estate. 


TARGET PROPERTY INFORMATION 


ADDRESS 


225-227 AND 240 BEAVER STREET 
WALTHAM, MA 02452 


COORDINATES 


Latitude (North): 42.3833100 - 42° 22' 59.91" 
Longitude (West): 71.2142280 - 71° 12' 51.22" 
Universal Tranverse Mercator: Zone 19 

UTM X (Meters): 317718.2 

UTM Y (Meters): 4694497.0 

Elevation: 58 ft. above sea level 


USGS TOPOGRAPHIC MAP ASSOCIATED WITH TARGET PROPERTY 


Target Property Map: 5646205 LEXINGTON, MA 
Version Date: 2012 

South Map: 5646211 NEWTON, MA 
Version Date: 2012 


AERIAL PHOTOGRAPHY IN THIS REPORT 


Portions of Photo from: 20140712 
Source: USDA 
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| MAPPED SITES SUMMARY 


Target Property Address: 
225-227 AND 240 BEAVER STREET 
WALTHAM, MA 02452 


Click on Map ID to see full detail. 


MAP 

ID SITE NAME ADDRESS 

A1 UNIVERSITY OF MASSAC 240 BEAVER ST 

A2 UMASS AMHERST AGRICU 240 BEAVER ST 

A3 UNIVERSITY OF MASSAC 240 BEAVER ST 

A4 UMASS AGRICULTURE СЕ 240 BEAVER STREET 

A5 U-MASS WALTHAM 240 BEAVER ST 

A6 UMASS AGRICULTURE СЕ 240 BEAVER STREET 

AT UNIVERSITY OF MASSAC 225-227 BEAVER ST 

A8 UMASS EASTERN EXTENS 240 BEAVER STREET 

A9 UMASS EASTERN EXTENS 240 BEAVER ST 

A10 UMASS - AUDITORIUM 227 BEAVER STREET 

A11 UMASS AGRICULTURE СЕ 240 BEAVER STREET 
A12 UNIVERSITY OF MASSAC 225-227 BEAVER ST 

A13 UMASS AGRICULTURE СЕ 240 BEAVER STREET 
B14 MOLA SHELL FOOD MART 277 WAVERLEY OAKS RD 
B15 GAS STATION 277 WAVERLEY OAKS RD 
C16 MOLA SHELL FOOD MART 225 WAVERLEY OAKS RD 
C17 MOTIVA ENTERPRISES L 225 WAVERLY OAKS RD 
C18 SHELL #73 (SEASONS C 225 WAVERLY OAKS RD 
C19 SHELL SERVICE STATIO 225 WAVERLY OAKS 

C20 SHELL 73 225 WAVERLEY OAKS RD 
B21 SHELL PRODUCT DIST P 313 WAVERLEY OAKS RD 
B22 SHELL OIL COMPAY 313 WAVERLY OAKS RD 
B23 DUFFY ASSOCIATES 313 WAVERLY OAKS RD 
D24 XEROX REPRODUCTION C 135 BEAVER ST 

25 PEIRCE BROTHERS OIL 329 WAVERLEY OAKS RD 
26 NO LOCATION AID 110 BEAVER ST 

D27 LOCKHEED MARTIN ADVA 117 BEAVER ST 

D28 LOCKHEED MARTIN ADVA 117 BEAVER ST 

D29 CLEMATIS CORPORATION 117 BEAVER ST 

E30 ELECTRO PAINTERS INC 97 BEAVER ST 

F31 GENOME THERAPEUTIC С 100 BEAVER ST 

F32 EYEGATE PHARMACEUTIC 100 BEAVER ST 

F33 BETAGEN CORP 100 BEAVER ST 

F34 GENOME THERAPEUTIC С 100 BEAVER ST 

F35 BRISTOL MYERS SQUIBB 100 BEAVER ST 

F36 KALA PHARMACEUTICALS 100 BEAVER ST 

F37 MOORE GEORGE W INC 100 BEAVER ST 

F38 PROTEIN FOREST INC 100 BEAVER ST 

F39 X CHEM INC 100 BEAVER ST 


DATABASE ACRONYMS 
КСКА-СЕЅОС, ICIS, US AIRS, NY MANIFEST 


MA RGA LUST 
MA RGA HWS 
MA ASBESTOS 


MA SHWS, MA LUST, MA SPILLS, MA RELEASE, MA... 


MA ASBESTOS 

MA SHWS, MA RELEASE 
FINDS, ECHO 

MA UST 

MA ASBESTOS 

MA ASBESTOS 

MA RGA HWS 

MA ASBESTOS 

EDR Hist Auto 

MA SHWS, MA RELEASE 
EDR Hist Auto 

RCRA NonGen / NLR, RI MANIFEST 


MA SHWS, MA LUST, MA UST, MA RELEASE, MA HW GEN 


RCRA-CESQG 
MA AST 


MA SHWS, MA LAST, MA LUST, MA INST CONTROL, MA... 


NY MANIFEST 

MA UST, RCRA NonGen / NLR 

RCRA NonGen / NLR, FINDS, ECHO 

RCRA NonGen / NLR, FINDS, ECHO 

MA SHWS, MA INST CONTROL, MA RELEASE 
RCRA-LQG, FINDS, ECHO 

NJ MANIFEST 

MA SHWS, MA RELEASE, MA HW GEN 

RCRA NonGen / NLR, FINDS, ECHO 
RCRA-CESQG, FINDS, ECHO 

RCRA NonGen / NLR, FINDS, ECHO, NJ MANIFEST 
MA HW GEN 

RCRA NonGen / NLR, NJ MANIFEST 
RCRA-SQG, NJ MANIFEST 

RCRA-SQG 

RCRA NonGen / NLR 

RCRA NonGen / NLR, NJ MANIFEST 
RCRA-SQG 


RELATIVE 
ELEVATION 


Lower 
Lower 
Lower 
Lower 
Lower 
Lower 
Lower 
Higher 
Higher 
Higher 
Lower 
Higher 
Lower 
Lower 
Lower 
Lower 
Lower 
Lower 
Lower 
Lower 
Lower 
Lower 
Lower 
Lower 
Lower 


Lower 


DIST (ft. & mi.) 
DIRECTION 
TP 


TP 
TP 

TP 

TP 

TP 

TP 

TP 

TP 

TP 

TP 

TP 

TP 

87, 0.016, ENE 
87, 0.016, ENE 
170, 0.032, East 
170, 0.032, East 
170, 0.032, East 
170, 0.032, East 
170, 0.032, East 
255, 0.048, ENE 
255, 0.048, ENE 
255, 0.048, ENE 
406, 0.077, East 
439, 0.083, ENE 
503, 0.095, SE 
615, 0.116, East 
615, 0.116, East 
626, 0.119, East 
774, 0.147, East 
800, 0.152, ESE 
800, 0.152, ESE 
800, 0.152, ESE 
800, 0.152, ESE 
800, 0.152, ESE 
800, 0.152, ESE 
800, 0.152, ESE 
800, 0.152, ESE 
800, 0.152, ESE 
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Target Property Address: 


Click on Map ID to see full detail. 


M77 


SITE NAME 
LEXICON INC 


AVILA THERAPEUTICS I 
ANGIO MEDICAL CORP 
THORNTON ASSOCIATES 
LOPEZ TRUCKING INC 
CERA MEM CORP 
CERAMEM CORPORATION 
CERAMEM CORPORATION 
BENTLEY COLLEGE 
CITIUS PRINTING & GR 
RIVER AUTO 

KANS ENGINEERING & M 
CLEMATIS MACHINE 
LIGHT METAL PLATERS 
FITZGERALD SCHOOL 
LIGHT METAL PLATERS 
INDUSTRIAL PROPERTY 
LIGHT METAL PLATERS 
LIGHT METAL PLATERS 
LOPEZ TRUCKING INC 
GASOLINE STATION FMR 
DANA ATHLETIC CTR OF 
CERAMICS GRINDING CO 
BENTLEY COLLEGE 
MANHOLE HALFWAT DOWN 
DUFFY BROS CONSTRUCT 
BEAVER VISITEC INTER 
RAMPAGE SYSTEMS 
POLE #31 

ABKO ASSOCIATES INC 
ASTON MARTIN OF NEW 
MASSACHUSETTS MEDICA 
OFF RTE 60 

RESIDENCE 

THOM BUILDING 
INTERSECTION 

WALTHAM PUBLIC SCHOO 
SHELL #72 

BENTLEY COLLEGE 


| MAPPED SITES SUMMARY 


225-227 AND 240 BEAVER STREET 
WALTHAM, MA 02452 


ADDRESS 
100 BEAVER ST 


100 BEAVER ST 

100 BEAVER ST @ SHRI 
87 BEAVER ST 

131 LINDEN ST 

12 CLEMATIS AVE 

12 CLEMATIS AVE 

12 CLEMATIS AVE 

400 BEAVER ST 

20 CLEMATIS AVE 

10 CLEMATIS AVE 

83 BREAVER ST 

42 CLEMATIS AVE 

70 TO 74 CLEMATIS AV 
BEAL RD 

70 CLEMATIS AVE 

70-74 CLEMATIS AVE 

70 CLEMATIS AVE 

70 CLEMATIS AVE 

127 LINDEN ST 

127-131 LINDEN ST 

500 BEAVER ST 

74 CLEMATIS AVE 

450 BEAVER ST 

102 CLEMATIS AVE 

411 WAVERLEY OAKS RD 
411 WAVERLEY OAKS RD 
411 WAVERLY OAKS RD 
264 BEAL ST 

97 LINDEN ST 

85 LINDEN ST 

108 CLEMATIS AVE 

54 SHAWMUT ST 

73 ELLISON PARK 
FERNALD CENER 200 TR 
WARREN ST AND CHAFFE 
258 TRAPELO RD 

65 MAIN ST 

175 FOREST ST 


RELATIVE 
DATABASE ACRONYMS ELEVATION 
RCRA NonGen / NLR Lower 
RCRA NonGen / NLR, NJ MANIFEST Lower 
RCRA NonGen / NLR Lower 
RCRA NonGen / NLR, FINDS, ECHO Lower 
MA UST Lower 
NY MANIFEST Lower 
MA HW GEN Lower 
RCRA-CESQG Lower 
MA LUST, MA RELEASE Lower 
MA HW GEN Lower 
MA LUST, MA RELEASE, MA HW GEN Lower 
RCRA NonGen / NLR, FINDS, ECHO Higher 
MA HW GEN Lower 
MA SHWS, MA RELEASE Lower 
MA LUST, MA RELEASE Higher 
MA HW GEN, MA TIER 2 Lower 
MA SHWS, MA LAST, MA RELEASE Lower 
RCRA-SQG, RAATS, ICIS, US AIRS, FINDS, ECHO, RI... Lower 
PA MANIFEST Lower 
MA UST, MA HW GEN Lower 
MA SHWS, MA RELEASE Lower 


МА SHWS, MA INST CONTROL, MA RELEASE, MA ASBESTOS&ower 


RCRA NonGen / NLR, FINDS, ECHO Lower 
PA MANIFEST Higher 
MA SHWS, MA LAST, MA RELEASE Lower 
SEMS Higher 


МА SHWS, MA LAST, MA INST CONTROL, MA BROWNFIELD Higher 


MA SHWS, MA RELEASE, MA HW GEN Higher 
MA SHWS, MA RELEASE Higher 
MA LUST, MA RELEASE, MA SPILLS Lower 
MA SHWS, MA RELEASE, MA HW GEN Lower 
MA SHWS, MA RELEASE, MA HW GEN Higher 
MA LUST, MA RELEASE Higher 
MA SHWS, MA RELEASE, MA ASBESTOS Lower 
MA SHWS, MA RELEASE Higher 
MA SHWS, MA RELEASE Higher 
MA SHWS, MA LUST, MA RELEASE, MA ENF, MA HW GEN Higher 
MA SHWS, MA LUST, MA UST, MA RELEASE, MA ENF Higher 


MA SHWS, MA RELEASE, MA AIRS, MA ASBESTOS, MA HW..Higher 


5505005.2s 


DIST (ft. & mi.) 
DIRECTION 
800, 0.152, ESE 


800, 0.152, ESE 
800, 0.152, ESE 
836, 0.158, East 
874, 0.166, SW 
912, 0.173, East 
912, 0.173, 
912, 0.173, 
917, 0.174, WNW 
922, 0.175, East 
939, 0.178, East 
945, 0.179, East 
1005, 0.190, East 
1048, 0.198, East 
1144, 0.217, SE 
1206, 0.228, East 
1206, 0.228, East 
1206, 0.228, East 
1206, 0.228, East 
1227, 0.232, SW 
1227, 0.232, SW 
1234, 0.234, West 
1248, 0.236, East 
1302, 0.247, WNW 
1512, 0.286, East 
1541, 0.292, ENE 
1541, 0.292, ENE 
1541, 0.292, ENE 
1556, 0.295, ESE 
1658, 0.314, SW 
1789, 0.339, SW 
2125, 0.402, East 
2190, 0.415, NE 
2473, 0.468, WSW 
2532, 0.480, NE 
2534, 0.480, SSE 
2594, 0.491, NNE 
2692, 0.510, SSE 
2706, 0.512, NW 


East 
East 


Page 3 


Target Property Address: 


Click on Map ID to see full detail. 


N91 


N93 


N95 


100 
101 
0102 
103 
104 
P105 
P106 
0107 
Q108 
Q109 
110 
111 
112 
R113 
R114 
R115 
116 
R117 


SITE NAME 
LAROCCA PROPERTY HOL 


JIMMY KS DRYCLEANERS 
WALTER E FERNALD STA 
NO LOCATION AID 

FMR HEATING PLANT SO 
NO LOCATION AID 
MURPHY FEDERAL CTR B 
FORMER STANDARD THOM 
NSTAR UTILITY POLE £ 
AT INTERSECTION OF L 
PRIVATE RESIDENCE 
GROVE ST @ GORE ST 
NO LOCATION AID 

NO LOCATION AID 

9 NEWTON ST 

NO LOCATION AID 
ADJACENT TO GOVERNME 
LEBLANC, PAUL 

PARKING LOT 

NO LOCATION AID 

NEAR 27 SCHOOL AVE 
RAYTHEON CO EQUIPT D 
NO LOCATION AID 
RAYTHEON COMPANY 
FINLEY REAL ESTATE 
FORMER MOBIL STN 117 
NO LOCATION AID 
CONNORS MEMORIAL SWI 
PRO TECH AUTO 

NSTAR UTILITY POLE £ 
AA AUTO CLINIC 
ORCHARD ST 
COMMERCIAL PROPERTY 
STAR MARKET 

SEYON ST 

SEYON ST 

SEYON ST 

ADMISSIONS BLDG. 
RIVER CITY PLAZA 


MAPPED SITES SUMMARY 


225-227 AND 240 BEAVER STREET 
WALTHAM, MA 02452 


ADDRESS 
14 WARREN ST 


10 WARREN ST 

200 TRAPELO RD 
1060 BELMONT ST 
333 FOREST ST 

15-21 MAIN ST 

424 TRAPELO RD 

152 GROVE STREET 
NEAR 21 DWIGHT ST 
MAIN ST 

8-10 LYMAN TER 
GROVE ST Q GORE ST 
476 MAIN STREET 
426 TRAPELO RD 

9 NEWTON ST 

32 CHANDLER STREET 
488 MAIN ST 

18 HAGAR ST 

47 FOUNDRY AVE 

21 OAKLEY LN NEAR 
SCHOOL AVE 

20 SEYON ST 

563 TRAPELO RD 

190 WILLOW ST 

23-25 SUMMER AVE 
27 LEXINGTON ST 
105 NEWTON ST 

330 RIVER ST 

205 WILLOW ST 
NEAR 600 MAIN ST 
600 MAIN ST 

917 BELMONT ST 

135 LEXINGTON ST 
TRAPELO RD 

85 RIVER ST 

49 TO 59 AND 85 RIVE 
49-59 AND 85 RIVER S 
115 MILL ST. 

80-130 RIVER STREET 


RELATIVE 
DATABASE ACRONYMS ELEVATION 
MA SHWS, MA RELEASE, MA ENF Higher 
MA SHWS, MA RELEASE, RCRA NonGen / NLR, FINDS,... Higher 


MA SHWS, 
MA SHWS, 
MA SHWS, 
MA SHWS, 
MA SHWS, 


MA LUST, MA INST CONTROL, MA RELEASE, MA.Higher 


MA LUST, MA RELEASE, MA ASBESTOS 


Higher 


MA INST CONTROL, MA RELEASE, MA ASBESTOSligher 
MA INST CONTROL, MA RELEASE, MA ENF, MA...Higher 
MA LUST, MA INST CONTROL, MA RELEASE, MA.Higher 


MA SHWS, MA LUST, MA INST CONTROL, MA RELEASE, MA.Lower 
MA SHWS, MA RELEASE Higher 
MA SHWS, MA RELEASE Higher 
MA SHWS, MA RELEASE Higher 
MA SHWS, MA RELEASE Lower 
MA SHWS, MA LUST, MA RELEASE, MA HW GEN Higher 
MA SHWS, MA RELEASE Higher 
MA SHWS, MA RELEASE Higher 
MA SHWS, MA RELEASE Higher 
MA SHWS, MA RELEASE, MA ASBESTOS Higher 
MA SHWS, MA RELEASE, MA ENF Lower 
MA SHWS, MA RELEASE, MA ASBESTOS Lower 
MA SHWS, MA RELEASE Lower 
MA SHWS, MA RELEASE Lower 
SEMS-ARCHIVE, RCRA-LQG, MA SHWS, MA UST, MA... Lower 
MA SHWS, MA LUST, MA RELEASE, MA HW GEN Higher 
MA SHWS, MA LUST, MA SPILLS, MA RELEASE Lower 
MA SHWS, MA RELEASE Lower 
MA SHWS, MA SPILLS, MA RELEASE Higher 
MA SHWS, MA SPILLS, MA RELEASE Lower 
MA SHWS, MA RELEASE, MA ASBESTOS, MA ENF Lower 
MA SHWS, MA UST, MA RELEASE, MA ENF, MA HW GEN Lower 
MA SHWS, MA RELEASE Higher 
MA SHWS, MA LUST, MA UST, MA AST, MA RELEASE, MA... Higher 
MA SHWS, MA RELEASE, MA ASBESTOS Higher 
MA SHWS, MA RELEASE Lower 
MA SHWS, MA RELEASE Higher 
MA SHWS, MA RELEASE, MA HW GEN Lower 
MA SHWS, MA RELEASE Lower 
MA SHWS, MA RELEASE Lower 
MA SHWS, MA SWF/LF, MA LUST, MA AST, MA SPILLS, MA... Higher 
MA SHWS, MA RELEASE Lower 
5505005.2s 


DIST (ft. & mi.) 
DIRECTION 
2706, 0.512, SSE 


2718, 0.515, SSE 
2927, 0.554, NE 
2952, 0.559, East 
2992, 0.567, North 
3160, 0.598, SSE 
3162, 0.599, North 
3353, 0.635, SSW 
3384, 0.641, East 
3420, 0.648, SSE 
3648, 0.691, WSW 
3674, 0.696, South 
3694, 0.700, WSW 
3717, 0.704, North 
3733, 0.707, WSW 
3821, 0.724, East 
3850, 0.729, WSW 
3906, 0.740, SSW 
4088, 0.774, SSW 
4151, 0.786, West 
4167, 0.789, SSW 
4170, 0.790, South 
4263, 0.807, ENE 
4267, 0.808, SSW 
4330, 0.820, West 
4384, 0.830, ENE 
4389, 0.831, SW 
4429, 0.839, SW 
4463, 0.845, SSW 
4486, 0.850, SE 
4506, 0.853, SE 
4568, 0.865, East 
4600, 0.871, West 
4634, 0.878, ENE 
4646, 0.880, SSW 
4646, 0.880, SSW 
4646, 0.880, SSW 
4688, 0.888, NE 
4773, 0.904, SSW 
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Target Property Address: 


Click on Map ID to see full detail. 


SITE NAME 
80-130 RIVER STREET 


RIVER CITY PLAZA 
RAYTHEON PLANT 

P T R OPTICS CORP 

NO LOCATION AID 
ETCHOMATIC INC 
BOSTON AND MAIN EASE 
METROPOLITAN STATE H 
NO LOCATION AID 
WHITE STREET GARAGE 
AUSTIN RHODES MUNICI 
MCKENNA PLAYGROUND 
WALTHAM CITY POLICE 
WALTHAM INCINERATOR 
BETWEEN MAIN BLDG & 
BELMONT 

110 LEXINGTON ST 
GUTHRIE LUMBER CO 
NO LOCATION AID 

FMR CITY INCINERATOR 
PROPERTY 

ADJACENT TO OLD POLI 
ELM STREET GARAGE 
RAYTHEON COMPANY 
118 CENTRAL STREET 


| MAPPED SITES SUMMARY 


225-227 AND 240 BEAVER STREET 
WALTHAM, MA 02452 


ADDRESS 
80-130 RIVER STREET 


80-130 RIVER STREET 
20 SEYON ST 

145 NEWTON ST 

154 NEWTON ST 

15 WALL ST 

131 LEXINGTON ST 
475 TRAPELO ROAD 

14 CHURCH ST 

43 WHITE ST 

155-177 LEXINGTON ST 
27 WHITCOMB ST 

165 LEXINGTON ST 

167 LEXINGTON ST 
136-148 LEXINGTON ST 
145 BROOKSIDE AVE 
110 LEXINGTON STREET 
187 LEXINGTON ST 

37 WHITCOMB ST 

181 LEXINGTON ST 
249 LEXINGTON ST 

25 LEXINGTON ST 

30 ELM ST 

25 FARWELL STREET 
118 CENTRAL STREET 


DATABASE ACRONYMS 


MA SHWS, 
MA SHWS, 
MA SHWS, 
MA SHWS, 
MA SHWS, 
MA SHWS, 
, МА INST CONTROL, MA RELEASE, MA А5ВЕ5ТОФомег 
MA SHWS, 
MA SHWS, 
MA SHWS, 
MA SHWS, 
MA SHWS, 
, МА INST CONTROL, MA RELEASE, MA ASBESTOSower 
MA SWF/LF, MA RELEASE, MA SPILLS 
MA INST CONTROL, MA RELEASE 


MA SHWS 


MA SHWS 


MA SHWS, 
MA SHWS, 
MA SHWS, 
MA SHWS, 


MA SHWS 


MA SHWS 
MA SHWS 


MA RELEASE 
MA RELEASE 


RELATIVE 
ELEVATION 


Lower 


Lower 


MA INST CONTROL, MA BROWNFIELDS, MA... Lower 


MA RELEASE, MA ENF, MA HW GEN 
MA INST CONTROL, MA RELEASE 


MA RELEASE 


Lower 
Lower 


Lower 


MA LUST, MA INST CONTROL, MA RELEASE, MA.Higher 


MA RELEASE 
MA UST, MA RELEASE 


MA INST CONTROL, MA RELEASE, MA ENF 


MA RELEASE 


MA RELEASE 


MA RELEASE, MA HW GEN 

, MA UST, MA RELEASE, MA Financial... 
MA SHWS, 
MA SHWS, 
MA SHWS, 
MA SHWS, 
MA SHWS, 


MA RELEASE 


MA INST CONTROL, MA RELEASE 


MA SPILLS, MA RELEASE 


MA RELEASE, MA ASBESTOS 
MA RELEASE, MA ASBESTOS 
, MA RELEASE, MA ENF 
, МА LUST, MA RELEASE, MA ENF 


Higher 
Higher 
Lower 


Lower 


Lower 
Lower 
Higher 
Lower 
Lower 
Lower 
Lower 
Higher 
Higher 
Higher 
Lower 


Lower 


DIST (ft. & mi.) 
DIRECTION 
4773, 0.904, SSW 


4773, 0.904, SSW 
4794, 0.908, South 
4875, 0.923, SW 
4888, 0.926, SW 
4983, 0.944, SW 
4987, 0.945, West 
5003, 0.948, NNE 
5021, 0.951, WSW 
5022, 0.951, ENE 
5029, 0.952, West 
5040, 0.955, SW 
5064, 0.959, West 
5068, 0.960, West 
5083, 0.963, West 
5085, 0.963, NE 
5092, 0.964, West 
5095, 0.965, West 
5100, 0.966, SW 
5106, 0.967, West 
5118, 0.969, ESE 
5154, 0.976, WSW 
5174, 0.980, WSW 
5215, 0.988, South 
5246, 0.994, WSW 
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EXECUTIVE SUMMARY 


TARGET PROPERTY SEARCH RESULTS 


The target property was identified in the following records. For more information on this 
property see page 8 of the attached EDR Radius Map report: 


Site Database(s) EPA ID 
UNIVERSITY OF MASSAC RCRA-CESQG MAD000844613 
240 BEAVER ST EPA ID:: MAD000844613 
WALTHAM, MA 02154 

ICIS 

FRS ID:: 110008992938 

US AIRS 


UMASS AMHERST AGRICU 
240 BEAVER ST 
WALTHAM, MA 


UNIVERSITY OF MASSAC 
240 BEAVER ST 
WALTHAM, MA 


UMASS AGRICULTURE CE 
240 BEAVER STREET 
WALTHAM, MA 


U-MASS WALTHAM 
240 BEAVER ST 
WALTHAM, MA 02154 


UMASS AGRICULTURE CE 
240 BEAVER STREET 
WALTHAM, MA 


Database: US AIRS MINOR, Date of Government Version: 10/12/2016 


EPA plant ID:: 110008992938 


NY MANIFEST 
EPA ID: MAD000844613 


MA RGA LUST 
Facility ID: 3-0015883 


MA RGA HWS 
Facility ID: 3-0028048 
Facility ID: 3-0028050 


MA ASBESTOS 


MA SHWS 
Release Tracking Number / Current Status 
Release Tracking Number / Current Status 


MA LUST 
Release Tracking Number / Current Status 


MA SPILLS 
Facility Id: 0000 
Case Closed: YES 
Spill ID: N91-1626 


MA RELEASE 

Release Tracking Number / Current Status 
Release Tracking Number / Current Status 
Release Tracking Number / Current Status 


MA ASBESTOS 

MA HW GEN 

State Generator Status: VQG-MA 
EPA Id: MAD000844613 


MA ASBESTOS 
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: 3-0028050 / 
: 3-0028048 / 


: 3-0015883 / 


: 3-0015883 / 
: 3-0028048 / 
: 3-0028050 / 


RAO 
RAO 


RAO 


RAO 
RAO 
RAO 


N/A 


N/A 


N/A 


N/A 


N/A 


EXECUTIVE SUMMARY 


UNIVERSITY OF MASSAC 
225-227 BEAVER ST 
WALTHAM, MA 


UMASS EASTERN EXTENS 
240 BEAVER STREET 
WALTHAM, MA 02452 


UMASS EASTERN EXTENS 
240 BEAVER ST 
WALTHAM, MA 02452 


UMASS - AUDITORIUM 
227 BEAVER STREET 
WALTHAM, MA 


UMASS AGRICULTURE CE 
240 BEAVER STREET 
WALTHAM, MA 


UNIVERSITY OF MASSAC 
225-227 BEAVER ST 
WALTHAM, MA 


UMASS AGRICULTURE CE 
240 BEAVER STREET 
WALTHAM, MA 


DATABASES WITH NO MAPPED SITES 


MA SHWS N/A 
Release Tracking Number / Current Status: 3-0028049 / RAO 


MA RELEASE 
Release Tracking Number / Current Status: 3-0028049 / RAO 


FINDS N/A 
Registry ID:: 110008992938 


ECHO 
Registry ID: 110008992938 


MA UST N/A 
Tank Status: Tank Removed 

Facility Id: 954 

MA ASBESTOS N/A 
MA ASBESTOS N/A 
MA RGA HWS N/A 


Facility ID: 3-0028049 


MA ASBESTOS N/A 


No mapped sites were found in EDR's search of available ("reasonably ascertainable ") government 
records either on the target property or within the search radius around the target property for the 


following databases: 


STANDARD ENVIRONMENTAL RECORDS 


Federal NPL site list 


National Priority List 
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EXECUTIVE SUMMARY 


Proposed NPL................ Proposed National Priority List Sites 
NPL LIENS Federal Superfund Liens 


Federal Delisted NPL site list 


Delisted NPL. ---------------- National Priority List Deletions 
Federal CERCLIS list 
FEDERAL FACILITY. ......... Federal Facility Site Information listing 


Federal RCRA CORRACTS facilities list 
CORRACTS Corrective Action Report 


Federal RCRA non-CORRACTS TSD facilities list 
RCRA-TSDF................. RCRA - Treatment, Storage and Disposal 


Federal institutional controls / engineering controls registries 


EUCIS chet a Land Use Control Information System 

US ENG CONTROLS. ........ Engineering Controls Sites List 

US INST CONTROL.......... Sites with Institutional Controls 

Federal ERNS list 

ERNS RR Emergency Response Notification System 


State and tribal leaking storage tank lists 
INDIAN LUST Leaking Underground Storage Tanks on Indian Land 


State and tribal registered storage tank lists 


FEMA UST. 02 Underground Storage Tank Listing 
INDIAN UST. 22222222 Underground Storage Tanks on Indian Land 


State and tribal voluntary cleanup sites 
INDIAN VCP Voluntary Cleanup Priority Listing 


ADDITIONAL ENVIRONMENTAL RECORDS 


Local Brownfield lists 
US BROWNFIELDS. ........- A Listing of Brownfields Sites 


Local Lists of Landfill / Solid Waste Disposal Sites 


INDIAN ODI......... LLL... Report on the Status of Open Dumps on Indian Lands 
DEBRIS REGION 9... Torres Martinez Reservation Illegal Dump Site Locations 
OD suser tee Open Dump Inventory 

IHS OPEN DUMPS........... Open Dumps on Indian Land 
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EXECUTIVE SUMMARY 


Local Lists of Hazardous waste / Contaminated Sites 


US HIST CDL... Delisted National Clandestine Laboratory Register 
US СОЦ 2...0... National Clandestine Laboratory Register 


Local Land Records 


MALIENS. ------------------- Liens Information Listing 
LIENS 2.___ 2-22 eee CERCLA Lien Information 


HMIRS______..-.--.---------- Hazardous Materials Information Reporting System 
MA SPILLS 90................ SPILLS 90 data from FirstSearch 
MA SPILLS 80. .....--.---22-2. SPILLS 80 data from FirstSearch 


RUD Sit Fai ie ese a ce Formerly Used Defense Sites 

POP ee Department of Defense Sites 

СКО DRYCLEANERS....... State Coalition for Remediation of Drycleaners Listing 

US FIN ASSUR. . ........... Financial Assurance Information 

EPA WATCH LIST. ........... EPA WATCH LIST 

2020 COR ACTION. .......... 2020 Corrective Action Program List 

TSCA EN Toxic Substances Control Act 

TRIS... а mm Toxic Chemical Release Inventory System 

Jo EE Section 7 Tracking Systems 

КОВ аарц hee Records Of Decision 

RMP isteden Risk Management Plans 

PRP aea er Potentially Responsible Parties 

PADS. cetonas PCB Activity Database System 

ЕТТ... FIFRA/ TSCA Tracking System - FIFRA (Federal Insecticide, Fungicide, & Rodenticide 
Act)/TSCA (Toxic Substances Control Act) 

MEN EE Material Licensing Tracking System 

COAL ASH DOE.............. Steam-Electric Plant Operation Data 

COAL ASH EPA.............. Coal Combustion Residues Surface Impoundments List 

PCB TRANSFORMER. ....... PCB Transformer Registration Database 

RADINFO. . 22222222 Radiation Information Database 

HIST FTTS. „арр FIFRA/TSCA Tracking System Administrative Case Listing 

DOT ОРЅ. 1...2... Incident and Accident Data 

CONSENT................... Superfund (CERCLA) Consent Decrees 

INDIAN RESERV............. Indian Reservations 

FUSRAP_______.-_.-_.------- Formerly Utilized Sites Remedial Action Program 

UMTRA.___...-.------------- Uranium Mill Tailings Sites 

LEAD SMELTERS............ Lead Smelter Sites 

US MINES. ......... LLL. Mines Master Index File 

ABANDONED MINES........ Abandoned Mines 

UO 2 зз маасыга Tat Unexploded Ordnance Sites 

DOCKET HWC............... Hazardous Waste Compliance Docket Listing 

FUELS PROGRAM........... EPA Fuels Program Registered Listing 

MA DRYCLEANERS.......... Regulated Drycleaning Facilities 

MA GWDP..____..-.---------- Ground Water Discharge Permits 

MA MERCURY............... Mercury Product Recyling Drop-Off Locations Listing 

MA NPDES................... NPDES Permit Listing 
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EXECUTIVE SUMMARY 


MA Тро ьа TSD Facility 


EDR HIGH RISK HISTORICAL RECORDS 


EDR Exclusive Records 


EDR MGP_______.__.-_.------ EDR Proprietary Manufactured Gas Plants 
EDR Hist Cleaner............. EDR Exclusive Historical Cleaners 


SURROUNDING SITES: SEARCH RESULTS 


Surrounding sites were identified in the following databases. 


Elevations have been determined from the USGS Digital Elevation Model and should be evaluated on 
a relative (not an absolute) basis. Relative elevation information between sites of close proximity 
should be field verified. Sites with an elevation equal to or higher than the target property have been 
differentiated below from sites with an elevation lower than the target property. 

Page numbers and map identification numbers refer to the EDR Radius Map report where detailed 
data on individual sites can be reviewed. 


Sites listed in bold italics are in multiple databases. 


Unmappable (orphan) sites are not considered in the foregoing analysis. 
STANDARD ENVIRONMENTAL RECORDS 


Federal CERCLIS list 


SEMS: SEMS (Superfund Enterprise Management System) tracks hazardous waste sites, potentially 
hazardous waste sites, and remedial activities performed in support of EPA’s Superfund Program across the 
United States. The list was formerly know as CERCLIS, renamed to SEMS by the EPA in 2015. The list contains 
data on potentially hazardous waste sites that have been reported to the USEPA by states, municipalities, 

private companies and private persons, pursuant to Section 103 of the Comprehensive Environmental Response, 
Compensation, and Liability Act (CERCLA). This dataset also contains sites which are either proposed to or on 
the National Priorities List (NPL) and the sites which are in the screening and assessment phase for possible 
inclusion on the NPL. 


A review of the SEMS list, as provided by EDR, and dated 08/13/2018 has revealed that there is 1 SEMS 
site within approximately 0.5 miles of the target property. 


Equal/Higher Elevation Address Direction / Distance Map ID Page 


DUFFY BROS CONSTRUCT 411 WAVERLEY OAKS RD ENE 1/4 - 1/2 (0.292 mi.) K65 342 
Site ID: 0100844 
EPA Id: MAD980916316 


Federal RCRA generators list 


RCRA-LQG: RCRAInfo is EPA's comprehensive information system, providing access to data supporting 
the Resource Conservation and Recovery Act (RCRA) of 1976 and the Hazardous and Solid Waste Amendments (HSWA) 
of 1984. The database includes selective information on sites which generate, transport, store, treat and/or 
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EXECUTIVE SUMMARY 


dispose of hazardous waste as defined by the Resource Conservation and Recovery Act (RCRA). Large quantity 
generators (LQGs) generate over 1,000 kilograms (kg) of hazardous waste, or over 1 kg of acutely hazardous 
waste per month. 


A review of the RCRA-LQG list, as provided by EDR, and dated 03/01/2018 has revealed that there is 1 
RCRA-LQG site within approximately 0.25 miles of the target property. 


Lower Elevation Address Direction / Distance Map ID Page 


LOCKHEED MARTIN ADVA 117 BEAVER ST E 0 - 1/8 (0.116 mi.) D27 134 
EPA ID:: MAC300101565 


RCRA-SQG: RCRAInfo is EPA's comprehensive information system, providing access to data supporting 

the Resource Conservation and Recovery Act (RCRA) of 1976 and the Hazardous and Solid Waste Amendments (HSWA) 
of 1984. The database includes selective information on sites which generate, transport, store, treat and/or 

dispose of hazardous waste as defined by the Resource Conservation and Recovery Act (RCRA). Small quantity 
generators (SQGs) generate between 100 kg and 1,000 kg of hazardous waste per month. 


A review of the RCRA-SQG list, as provided by EDR, and dated 03/01/2018 has revealed that there are 4 
RCRA-SQG sites within approximately 0.25 miles of the target property. 


Lower Elevation Address Direction / Distance Map ID Page 

BRISTOL MYERS SQUIBB 100 BEAVER ST ESE 1/8 - 1/4 (0.152 mi.) F35 181 
EPA ID:: MAC300012341 

KALA PHARMACEUTICALS 100 BEAVER ST ESE 1/8 - 1/4 (0.152 mi.) F36 207 
EPA ID:: MAC300102308 

X CHEM INC 100 BEAVER ST ESE 1/8 - 1/4 (0.152 mi.) F39 217 
EPA ID:: MAC300100252 

LIGHT METAL PLATERS 70 CLEMATIS AVE E 1/8 - 1/4 (0.228 mi.) 157 295 


EPA ID:: MAD001013515 


RCRA-CESQG: RCRAlInfo is EPA's comprehensive information system, providing access to data supporting 

the Resource Conservation and Recovery Act (RCRA) of 1976 and the Hazardous and Solid Waste Amendments (HSWA) 
of 1984. The database includes selective information on sites which generate, transport, store, treat and/or 

dispose of hazardous waste as defined by the Resource Conservation and Recovery Act (RCRA). Conditionally 

exempt small quantity generators (CESQGs) generate less than 100 kg of hazardous waste, or less than 1 kg of 

acutely hazardous waste per month. 


A review of the RCRA-CESQG list, as provided by EDR, and dated 03/01/2018 has revealed that there are 
3 RCRA-CESQG sites within approximately 0.25 miles of the target property. 


Lower Elevation Address Direction / Distance Map ID Page 

SHELL SERVICE STATIO 225 WAVERLY OAKS E 0 - 1/8 (0.032 mi.) C19 72 
EPA ID:: MAC30001 1046 

GENOME THERAPEUTIC C 100 BEAVER ST ESE 1/8 - 1/4 (0.152 mi.) F31 142 
EPA ID:: MAD985269836 

CERAMEM CORPORATION 12 CLEMATIS AVE E 1/8 - 1/4 (0.173 mi.) G47 249 


EPA ID:: MAR000511709 
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EXECUTIVE SUMMARY 


State- and tribal - equivalent CERCLIS 


MA SHWS: Contains information on releases of oil and hazardous materials that have been reported to 


DEP. 


A review of the MA SHWS list, as provided by EDR, and dated 07/10/2018 has revealed that there are 85 
MA SHWS sites within approximately 1 mile of the target property. 


Equal/Higher Elevation 


SHELL PRODUCT DISTP 
Release Tracking Number / Current Status: 
Release Tracking Number / Current Status: 
Release Tracking Number / Current Status: 
BEAVER VISITEC INTER 
Release Tracking Number / Current Status: 
Release Tracking Number / Current Status: 


RAMPAGE SYSTEMS 
Release Tracking Number / Current Status: 
Release Tracking Number / Current Status: 


POLE #31 

Release Tracking Number / Current Status: 
MASSACHUSETTS MEDICA 

Release Tracking Number / Current Status: 
THOM BUILDING 

Release Tracking Number / Current Status: 
INTERSECTION 

Release Tracking Number / Current Status: 
WALTHAM PUBLIC SCHOO 

Release Tracking Number / Current Status: 
SHELL #72 

Release Tracking Number / Current Status: 

Release Tracking Number / Current Status: 

Release Tracking Number / Current Status: 

Release Tracking Number / Current Status: 
BENTLEY COLLEGE 

Release Tracking Number / Current Status: 


Release Tracking Number / Current Status: 
Release Tracking Number / Current Status: 


LAROCCA PROPERTY HOL 
Release Tracking Number / Current Status: 


JIMMY KS DRYCLEANERS 
Release Tracking Number / Current Status: 


WALTER E FERNALD STA 
Release Tracking Number / Current Status: 
Release Tracking Number / Current Status: 
Release Tracking Number / Current Status: 
Release Tracking Number / Current Status: 


NO LOCATION AID 
Release Tracking Number / Current Status: 


FMR HEATING PLANT SO 


Address 


313 WAVERLEY OAKS RD 


3-0003078 / RAO 
3-0018952 / RAONR 
3-0020538 / RAONR 


411 WAVERLEY OAKS RD 


3-0000454 / RAO 
3-0010717 / RAO 


411 WAVERLY OAKS RD 


3-0031506 / PSNC 
3-0025816 / RAONR 


264 BEAL ST 
3-0011166 / RAO 


108 CLEMATIS AVE 
3-0032643 / PSNC 


FERNALD CENER 200 TR 


3-0021380 / RAO 


WARREN ST AND CHAFFE 


3-0022872 / RAO 


258 TRAPELO RD 
3-0029265 / RAO 


65 MAIN ST 
3-0027973 / TMPS 
3-0028724 / DPS 
3-0030176 / RAO 
3-0030040 / RAONR 


175 FOREST ST 
3-0022284 / RAO 
3-0022285 / RAO 
3-0004230 / DEPNDS 


14 WARREN ST 
3-0029191 / RAO 


10 WARREN ST 
3-0003582 / RAO 


200 TRAPELO RD 
3-0010367 / RAO 
3-0015442 / RAO 
3-0015121 / RAO 
3-0011878 / RAO 


1060 BELMONT ST 
3-0029029 / RAO 


333 FOREST ST 


Direction / Distance 


ENE 0 - 1/8 (0.048 mi.) 


ENE 1/4 - 1/2 (0.292 mi.) 


ENE 1/4 - 1/2 (0.292 mi.) 


ESE 1/4 - 1/2 (0.295 mi.) 
E 1/4 - 1/2 (0.402 mi.) 
NE 1/4 - 1/2 (0.480 mi.) 
SSE 1/4 - 1/2 (0.480 mi.) 
NNE 1/4 - 1/2 (0.491 mi.) 


SSE 1/2 - 1 (0.510 mi.) 


NW 1/2 - 1 (0.512 mi.) 


SSE 1/2 - 1 (0.512 mi.) 
SSE 1/2 - 1 (0.515 mi.) 


NE 1/2 - 1 (0.554 mi.) 


E 1/2 - 1 (0.559 mi.) 


N 1/2 - 1 (0.567 mi.) 


Map ID 


B21 


K66 


K67 


68 


71 


74 


75 


76 


M77 


M80 


81 


82 


83 


Page 


74 


344 


394 


404 


411 


429 


432 


434 


440 


472 


557 


561 


566 


621 


628 
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EXECUTIVE SUMMARY 


Release Tracking Number / Current Status: 3-0022303 / RAO 


NO LOCATION AID 15-21 MAIN ST 
Release Tracking Number / Current Status: 3-0015699 / RAO 


MURPHY FEDERAL CTR B 424 TRAPELO RD 
Release Tracking Number / Current Status: 3-0018887 / RAO 
Release Tracking Number / Current Status: 3-0017581 / RAO 


NSTAR UTILITY POLE # NEAR 21 DWIGHT ST 
Release Tracking Number / Current Status: 3-0025095 / RAO 
AT INTERSECTION OF L MAIN ST 
Release Tracking Number / Current Status: 3-0023097 / RAO 
PRIVATE RESIDENCE 8-10 LYMAN TER 
Release Tracking Number / Current Status: 3-0024536 / RAO 
NO LOCATION AID 476 MAIN STREET 


Release Tracking Number / Current Status: 3-0034659 / PSNC 


NO LOCATION AID 426 TRAPELO RD 
Release Tracking Number / Current Status: 3-0015749 / RAO 

9 NEWTON ST 9 NEWTON ST 
Release Tracking Number / Current Status: 3-0031421 / RAO 

NO LOCATION AID 32 CHANDLER STREET 
Release Tracking Number / Current Status: 3-0033328 / PSNC 

ADJACENT TO GOVERNME 488 MAIN ST 


Release Tracking Number / Current Status: 3-0019152 / RAO 


NO LOCATION AID 563 TRAPELO RD 
Release Tracking Number / Current Status: 3-0022478 / RAO 
FORMER MOBIL STN 117 27 LEXINGTON ST 
Release Tracking Number / Current Status: 3-0025391 / RAO 
NSTAR UTILITY POLE # NEAR 600 MAIN ST 
Release Tracking Number / Current Status: 3-0024606 / RAO 
AA AUTO CLINIC 600 MAIN ST 


Release Tracking Number / Current Status: 3-0029267 / TIERII 
Release Tracking Number / Current Status: 3-0032012 / RAO 


ORCHARD ST 917 BELMONT ST 
Release Tracking Number / Current Status: 3-0018880 / RAO 


STAR MARKET TRAPELO RD 
Release Tracking Number / Current Status: 3-0003417 / RAO 


ADMISSIONS BLDG. 115 MILL ST. 
Release Tracking Number / Current Status: 3-0017520 / RAO 
Release Tracking Number / Current Status: 3-0020406 / RAO 
Release Tracking Number / Current Status: 3-0023234 / RAO 


METROPOLITAN STATE H 475 TRAPELO ROAD 
Release Tracking Number / Current Status: 3-0018280 / RAO 
Release Tracking Number / Current Status: 3-0023296 / RAO 


NO LOCATION AID 14 CHURCH ST 
Release Tracking Number / Current Status: 3-0023370 / RAO 


WHITE STREET GARAGE 43 WHITE ST 
Release Tracking Number / Current Status: 3-0026011 / RAO 


BELMONT 145 BROOKSIDE AVE 


SSE 1/2 - 1 (0.598 mi.) 84 639 
N 1/2 - 1 (0.599 mi.) 85 646 
E 1/2 - 1 (0.641 mi.) 87 725 
SSE 1/2 - 1 (0.648 mi.) 88 727 
WSW 1/2 - 1(0.691 mi. 89 729 
WSW 1/2 - 1 (0.700 mi. N91 736 
N 1/2 - 1 (0.704 mi.) 92 744 
WSW 1/2 - 1 (0.707 ті.) М№93 746 
Е 1/2 - 1 (0.724 ті.) 94 748 
WSW 1/2 - 1 (0.729 ті.) М№95 750 
ЕМЕ 1/2 - 1 (0.807 ті.) 101 821 
ЕМЕ 1/2 - 1 (0.830 ті.) 104 838 
SE 1/2 - 1 (0.850 ті.) Q108 874 
SE 1/2 - 1 (0.853 mi.) Q109 876 
E 1/2 - 1 (0.865 mi.) 110 912 
ENE 1/2 - 1 (0.878 mi.) 112 918 
NE 1/2 - 1 (0.888 mi.) 116 987 
NNE 1/2 - 1 (0.948 mi.) 125 1160 
WSW 1/2 - 1 (0.951 mi.) | U126 1183 
ENE 1/2 - 1 (0.951 mi.) 127 1185 
NE 1/2 - 1 (0.963 mi.) 133 1232 
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Release Tracking Number / Current Status: 3-0001628 / RAO 


PROPERTY 249 LEXINGTON ST ESE 1/2 - 1 (0.969 mi.) 138 1250 
Release Tracking Number / Current Status: 3-0004323 / RAO 

ADJACENT TO OLD POLI 25 LEXINGTON ST WSW 1/2 - 1 (0.976 mi. | U139 1252 
Release Tracking Number / Current Status: 3-0019151 / RAO 

ELM STREET GARAGE 30 ELM ST WSW 1/2 - 1 (0.980 mi.) X140 1257 


Release Tracking Number / Current Status: 3-0028609 / RAO 


Lower Elevation Address Direction / Distance Map ID Page 

GAS STATION 277 WAVERLEY OAKS RD ENE 0- 1/8 (0.016 mi.) B15 50 
Release Tracking Number / Current Status: 3-0013458 / RAO 

SHELL #73 (SEASONS C 225 WAVERLY OAKS RD E 0 - 1/8 (0.032 mi.) C18 57 
Release Tracking Number / Current Status: 3-0027761 / RAO 

NO LOCATION AID 110 BEAVER ST SE 0 - 1/8 (0.095 mi.) 26 119 


Release Tracking Number / Current Status: 3-0017779 / RAO 
Release Tracking Number / Current Status: 3-0002923 / RAO 
Release Tracking Number / Current Status: 3-0018647 / RAO 
Release Tracking Number / Current Status: 3-0017435 / RAONR 


CLEMATIS CORPORATION 117 BEAVER ST E 0 - 1/8 (0.119 mi.) D29 139 
Release Tracking Number / Current Status: 3-0002692 / RAO 

LIGHT METAL PLATERS 70 TO 74 CLEMATIS AV E 1/8 - 1/4 (0.198 mi.) H53 260 
Release Tracking Number / Current Status: 3-0016864 / RAONR 

INDUSTRIAL PROPERTY 70-74 CLEMATIS AVE E 1/8 - 1/4 (0.228 mi.) 156 275 
Release Tracking Number / Current Status: 3-0000501 / RAO 

GASOLINE STATION FMR 127-131 LINDEN ST SW 1/8 - 1/4 (0.232 mi.) J60 323 
Release Tracking Number / Current Status: 3-0000942 / DEPNFA 

DANA ATHLETIC CTR OF 500 BEAVER ST W 1/8 - 1/4 (0.234 mi.) 61 324 
Release Tracking Number / Current Status: 3-0024981 / RAO 

MANHOLE HALFWAT DOWN 102 CLEMATIS AVE E 1/4 - 1/2 (0.286 mi.) 64 337 
Release Tracking Number / Current Status: 3-0013361 / RAO 

ASTON MARTIN OF NEW 85 LINDEN ST SW 1/4 - 1/2 (0.339 mi.) 170 409 
Release Tracking Number / Current Status: 3-0019801 / RAO 

RESIDENCE 73 ELLISON PARK WSW 1/4 - 1/2 (0.468 mi.) 73 418 
Release Tracking Number / Current Status: 3-0021082 / RAO 

FORMER STANDARD THOM 152 GROVE STREET SSW 1/2 - 1 (0.635 mi.) 86 662 


Release Tracking Number / Current Status: 3-0030860 / RAONR 
Release Tracking Number / Current Status: 3-0031910 / RAONR 
Release Tracking Number / Current Status: 3-0032564 / RAONR 
Release Tracking Number / Current Status: 3-0002143 / TIERII 


GROVE ST Q GORE ST GROVE ST @ GORE ST S 1/2 - 1 (0.696 mi.) 90 734 
Release Tracking Number / Current Status: 3-0033188 / PSNC 

LEBLANC, PAUL 18 HAGAR ST SSW 1/2 - 1 (0.740 mi.) 96 754 
Release Tracking Number / Current Status: 3-0027302 / RAO 

PARKING LOT 47 FOUNDRY AVE SSW 1/2 - 1 (0.774 mi.) 97 757 
Release Tracking Number / Current Status: 3-0024705 / RAO 

NO LOCATION AID 21 OAKLEY LN NEAR W 1/2 - 1 (0.786 mi.) 98 772 
Release Tracking Number / Current Status: 3-0020876 / RAO 

NEAR 27 SCHOOL AVE SCHOOL AVE SSW 1/2 - 1 (0.789 mi.) 99 774 
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Release Tracking Number / Current Status: 3-0017373 / RAO 


RAYTHEON CO EQUIPT D 20 SEYON ST S 1/2 - 1 (0.790 mi.) 100 776 
Release Tracking Number / Current Status: 3-0032286 / RAONR 

RAYTHEON COMPANY 190 WILLOW ST SSW 1/2 - 1 (0.808 mi.) 0102 825 
Release Tracking Number / Current Status: 3-0013266 / RAO 

FINLEY REAL ESTATE 23-25 SUMMER AVE W 1/2 - 1 (0.820 mi.) 103 837 
Release Tracking Number / Current Status: 3-0000087 / DEPNDS 

NO LOCATION AID 105 NEWTON ST SW 1/2 - 1 (0.831 mi.) P105 841 
Release Tracking Number / Current Status: 3-0014241 / RAO 

CONNORS MEMORIAL SWI 330 RIVER ST SW 1/2 - 1 (0.839 mi.) P106 846 
Release Tracking Number / Current Status: 3-0030336 / RAO 

PRO TECH AUTO 205 WILLOW ST SSW 1/2 - 1 (0.845 mi.) O107 851 


Release Tracking Number / Current Status: 3-0025054 / RAONR 
Release Tracking Number / Current Status: 3-0023542 / RAO 
Release Tracking Number / Current Status: 3-0025548 / RAO 
Release Tracking Number / Current Status: 3-0023996 / RAO 
Release Tracking Number / Current Status: 3-0001267 / RAO 


COMMERCIAL PROPERTY 135 LEXINGTON ST W 1/2 - 1 (0.871 mi.) 111 916 
Release Tracking Number / Current Status: 3-0026696 / RAO 
SEYON ST 85 RIVER ST SSW 1/2 - 1 (0.880 mi.) R113 921 


Release Tracking Number / Current Status: 3-0019359 / RAONR 
Release Tracking Number / Current Status: 3-0018555 / RAONR 


SEYON ST 49 TO 59 AND 85 RIVE SSW 1/2 - 1 (0.880 mi.) R114 940 
Release Tracking Number / Current Status: 3-0018073 / RAO 
Release Tracking Number / Current Status: 3-0020080 / RAONR 


SEYON ST 49-59 AND 85 RIVER S SSW 1/2 - 1 (0.880 mi.) R115 969 
Release Tracking Number / Current Status: 3-0015771 / DPS 

RIVER CITY PLAZA 80-130 RIVER STREET SSW 1/2 - 1 (0.904 mi.) R117 1033 
Release Tracking Number / Current Status: 3-0033702 / TIERII 

80-130 RIVER STREET 80-130 RIVER STREET SSW 1/2 - 1 (0.904 mi.) R118 1036 
Release Tracking Number / Current Status: 3-0034541 / UNCLSS 

RIVER CITY PLAZA 80-130 RIVER STREET SSW 1/2 - 1 (0.904 mi.) R119 1038 


Release Tracking Number / Current Status: 3-0033698 / DPS 
Release Tracking Number / Current Status: 3-0034056 / RAONR 


RAYTHEON PLANT 20 SEYON ST S 1/2 - 1 (0.908 mi.) 120 1046 
Release Tracking Number / Current Status: 3-0028596 / URAM 
Release Tracking Number / Current Status: 3-0013701 / RAO 
Release Tracking Number / Current Status: 3-0025723 / RAO 
Release Tracking Number / Current Status: 3-0025831 / RAO 
Release Tracking Number / Current Status: 3-0029000 / RAONR 
"Additional key fields are available in the Map Findings section 


P T R OPTICS CORP 145 NEWTON ST SW 1/2 - 1 (0.923 mi.) $121 1126 
Release Tracking Number / Current Status: 3-0012703 / RAO 
NO LOCATION AID 154 NEWTON ST SW 1/2 - 1 (0.926 mi.) 122 1139 


Release Tracking Number / Current Status: 3-0012963 / RAO 
Release Tracking Number / Current Status: 3-0013538 / RAO 


ETCHOMATIC INC 15 WALL ST SW 1/2 - 1 (0.944 mi.) $123 1145 
Release Tracking Number / Current Status: 3-0000452 / RAO 
BOSTON AND MAIN EASE 131 LEXINGTON ST W 1/2 - 1 (0.945 mi.) T124 1147 
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Release Tracking Number / Current Status: 3-0010555 / RAO 
Release Tracking Number / Current Status: 3-0022298 / RAO 
Release Tracking Number / Current Status: 3-0022690 / RAO 


AUSTIN RHODES MUNICI 155-177 LEXINGTON ST W 1/2 - 1 (0.952 mi.) V128 1189 
Release Tracking Number / Current Status: 3-0027697 / RAO 

MCKENNA PLAYGROUND 27 WHITCOMB ST SW 1/2 - 1 (0.955 mi.) $129 1207 
Release Tracking Number / Current Status: 3-0019786 / RAO 

WALTHAM CITY POLICE 165 LEXINGTON ST W 1/2 - 1 (0.959 mi.) V130 1209 


Release Tracking Number / Current Status: 3-0027722 / URAM 
Release Tracking Number / Current Status: 3-0027774 / RAO 


WALTHAM INCINERATOR 167 LEXINGTON ST W 1/2 - 1 (0.960 mi.) V131 1222 
Release Tracking Number / Current Status: 3-0022686 / RAO 

BETWEEN MAIN BLDG & 136-148 LEXINGTON ST W 1/2 - 1 (0.963 mi.) T132 1227 
Release Tracking Number / Current Status: 3-0011638 / RAO 

110 LEXINGTON ST 110 LEXINGTON STREET W 1/2 - 1 (0.964 mi.) 134 1234 
Release Tracking Number / Current Status: 3-0033480 / PSNC 

GUTHRIE LUMBER CO 187 LEXINGTON ST W 1/2 - 1 (0.965 mi.) W135 1236 
Release Tracking Number / Current Status: 3-0025535 / RAO 

NO LOCATION AID 37 WHITCOMB ST SW 1/2 - 1 (0.966 mi.) $136 1240 
Release Tracking Number / Current Status: 3-0015432 / DPS 

FMR CITY INCINERATOR 181 LEXINGTON ST W 1/2 - 1 (0.967 mi.) W137 1242 


Release Tracking Number / Current Status: 3-0027112 / RAONR 
Release Tracking Number / Current Status: 3-0026232 / RAO 


RAYTHEON COMPANY 25 FARWELL STREET S 1/2 - 1 (0.988 mi.) 141 1262 
Release Tracking Number / Current Status: 3-0032496 / TIERI 
118 CENTRAL STREET 118 CENTRAL STREET WSW 1/2-1(0.994 mi.) | X142 1284 


Release Tracking Number / Current Status: 3-0034718 / PSNC 


State and tribal leaking storage tank lists 
MA LUST: Sites within the Releases Database that have a UST listed as its source. 


A review of the MA LUST list, as provided by EDR, and dated 07/10/2018 has revealed that there are 8 
MA LUST sites within approximately 0.5 miles of the target property. 


Equal/Higher Elevation Address Direction / Distance MapID Page 

SHELL PRODUCT DISTP 313 WAVERLEY OAKS RD ENE 0 - 1/8 (0.048 mi.) B21 74 
Release Tracking Number / Current Status: 3-0003078 / RAO 

FITZGERALD SCHOOL BEAL RD SE 1/8 - 1/4 (0.217 mi.) 54 263 
Release Tracking Number / Current Status: 3-0019560 / RAO 

OFF RTE 60 54 SHAWMUT ST NE 1/4 - 1/2 (0.415 mi.) 72 414 
Release Tracking Number / Current Status: 3-0011729 / RAO 

WALTHAM PUBLIC SCHOO 258 TRAPELO RD NNE 1/4 - 1/2 (0.491 mi.) 76 434 


Release Tracking Number / Current Status: 3-0029265 / RAO 


Lower Elevation Address Direction / Distance Map ID Page 


SHELL #73 (SEASONS C 225 WAVERLY OAKS RD E 0 - 1/8 (0.032 mi.) C18 57 
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Release Tracking Number / Current Status: 3-0027761 / RAO 
Release Tracking Number / Current Status: 3-0029921 / RAONR 


BENTLEY COLLEGE 400 BEAVER ST WNW 1/8 - 1/4 (0.174 mi.) 48 
Release Tracking Number / Current Status: 3-0020750 / RAO 

RIVER AUTO 10 CLEMATIS AVE E 1/8 - 1/4 (0.178 mi.) G50 
Release Tracking Number / Current Status: 3-0010289 / RAO 

ABKO ASSOCIATES INC 97 LINDEN ST SW 1/4 - 1/2 (0.314 mi.) L69 


Release Tracking Number / Current Status: 3-0002952 / DEPNFA 


MA LAST: The Leaking Aboveground Storage Tanks database 


A review of the MA LAST list, as provided by EDR, and dated 07/10/2018 has revealed that there are 4 
MA LAST sites within approximately 0.5 miles of the target property. 


Equal/Higher Elevation Address Direction / Distance Map ID 

SHELL PRODUCT DISTP 313 WAVERLEY OAKS RD ENE 0 - 1/8 (0.048 mi.) B21 
Release Tracking Number / Current Status: 3-0003078 / RAO 

BEAVER VISITEC INTER 411 WAVERLEY OAKS RD ENE 1/4 - 1/2 (0.292 mi.) K66 


Release Tracking Number / Current Status: 3-0000454 / RAO 


Lower Elevation Address Direction / Distance Map ID 

INDUSTRIAL PROPERTY 70-74 CLEMATIS AVE E 1/8 - 1/4 (0.228 mi.) 156 
Release Tracking Number / Current Status: 3-0000501 / RAO 

MANHOLE HALFWAT DOWN 102 CLEMATIS AVE E 1/4 - 1/2 (0.286 mi.) 64 


Release Tracking Number / Current Status: 3-0013361 / RAO 


State and tribal registered storage tank lists 


MA UST: The Underground Storage Tank database contains registered USTs. USTs are regulated under 
Subtitle I of the Resource Conservation and Recovery Act (RCRA). The data come from the Department of 
Environmental Protection's Summary Listing of all the Tanks Registered in the State of Massachusetts. 


A review of the MA UST list, as provided by EDR, and dated 11/02/2018 has revealed that there are 4 
MA UST sites within approximately 0.25 miles of the target property. 


Equal/Higher Elevation Address Direction / Distance Map ID 


DUFFY ASSOCIATES 313 WAVERLY OAKS RD ENE 0 - 1/8 (0.048 mi.) B23 
Tank Status: Tank Removed 
Facility Id: 11240 


Lower Elevation Address Direction / Distance Map ID 


SHELL #73 (SEASONS C 225 WAVERLY OAKS RD E 0 - 1/8 (0.032 mi.) C18 
Tank Status: In Use 
Tank Status: Tank Removed 
Facility Id: 11216 


LOPEZ TRUCKING INC 131 LINDEN ST SW 1/8 - 1/4 (0.166 mi.) 44 


251 
254 


407 


Page 


74 


344 


Page 


275 


337 


Page 


105 


Page 


57 


245 
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Tank Status: Tank Removed 
Facility Id: 11201 
LOPEZ TRUCKING INC 127 LINDEN ST SW 1/8 - 1/4 (0.232 mi.) Ј59 320 
Tank Status: Tank Removed 
Facility Id: 11221 


MA AST: The Aboveground Storage Tank database contains registered ASTs. The data come from the 
Department of Environmental Protection's Summary Listing of all the Tanks Registered in the State of 
Massachusetts. 


A review of the MA AST list, as provided by EDR, has revealed that there is 1 MA AST site within 
approximately 0.25 miles of the target property. 


Lower Elevation Address Direction / Distance Map ID Page 


SHELL 73 225 WAVERLEY OAKS RD E 0 - 1/8 (0.032 mi.) C20 74 
Database: AST, Date of Government Version: 07/13/2018 


State and tribal institutional control / engineering control registries 
MA INST CONTROL: Activity and Use Limitations establish limits and conditions on the future use of 
contaminated property, and therefore allow cleanups to be tailored to these uses. 


A review of the MA INST CONTROL list, as provided by EDR, and dated 07/10/2018 has revealed that 
there are 4 MA INST CONTROL sites within approximately 0.5 miles of the target property. 


Equal/Higher Elevation Address Direction / Distance Map ID Page 

SHELL PRODUCT DIST P 313 WAVERLEY OAKS RD ENE 0 - 1/8 (0.048 mi.) B21 74 
Release Tracking Number: 3-0003078 

BEAVER VISITEC INTER 411 WAVERLEY OAKS RD ENE 1/4 - 1/2 (0.292 mi.) K66 344 


Release Tracking Number: 3-0000454 


Lower Elevation Address Direction / Distance Map ID Page 


NO LOCATION AID 110 BEAVER ST SE 0 - 1/8 (0.095 mi.) 26 119 
Release Tracking Number: 3-0017779 
Release Tracking Number: 3-0018647 
Release Tracking Number: 3-0002923 


DANA ATHLETIC CTR OF 500 BEAVER ST W 1/8 - 1/4 (0.234 mi.) 61 324 
Release Tracking Number: 3-0024981 


State and tribal Brownfields sites 


MA BROWNFIELDS: Under Massachusetts law, M.G.L. c. 21E is the statute that governs the cleanup of releases 
of oil and/or hazardous material to the environment. The Brownfields Act of 1998 amended M.G.L. c. 21E by 
establishing significant liability relief and financial incentives to spur the redevelopment of brownfields, 
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while ensuring that the Commonwealth's environmental standards are met. Most brownfields are redeveloped with 
the benefit of liability protections that operate automatically under M.G.L. c. 21E. 


A review of the MA BROWNFIELDS list, as provided by EDR, has revealed that there is 1 MA BROWNFIELDS 
site within approximately 0.5 miles of the target property. 


Equal/Higher Elevation Address Direction / Distance Map ID Page 


BEAVER VISITEC INTER 411 WAVERLEY OAKS RD ENE 1/4 - 1/2 (0.292 mi.) К66 344 
Database: BROWNFIELDS 2, Date of Government Version: 05/22/2017 
MCP Status: RAO 
RTN: 3-0000454 


ADDITIONAL ENVIRONMENTAL RECORDS 


Other Ascertainable Records 


RCRA NonGen / NLR: RCRAInfo is EPA's comprehensive information system, providing access to data supporting 

the Resource Conservation and Recovery Act (RCRA) of 1976 and the Hazardous and Solid Waste Amendments (HSWA) 
of 1984. The database includes selective information on sites which generate, transport, store, treat and/or 

dispose of hazardous waste as defined by the Resource Conservation and Recovery Act (RCRA). Non-Generators do 
not presently generate hazardous waste. 


A review of the RCRA NonGen / NLR list, as provided by EDR, and dated 03/01/2018 has revealed that 
there are 15 RCRA NonGen / NLR sites within approximately 0.25 miles of the target property. 


Equal/Higher Elevation Address Direction / Distance Map ID Page 

DUFFY ASSOCIATES 313 WAVERLY OAKS RD ENE 0 - 1/8 (0.048 mi.) B23 105 
EPA ID:: MAD000769646 

PEIRCE BROTHERS OIL 329 WAVERLEY OAKS RD ENE 0 - 1/8 (0.083 mi.) 25 116 
EPA ID:: MAD062187455 

KANS ENGINEERING & M 83 BREAVER ST E 1/8 - 1/4 (0.179 mi.) G51 258 


EPA ID:: MAD981886476 


Lower Elevation Address Direction / Distance Map ID Page 

MOTIVA ENTERPRISES L 225 WAVERLY OAKS RD E 0 - 1/8 (0.032 mi.) C17 53 
EPA ID:: MAC300003464 

XEROX REPRODUCTION C 135 BEAVER ST E 0 - 1/8 (0.077 mi.) D24 113 
EPA ID:: MAD981208226 

ELECTRO PAINTERS INC 97 BEAVER ST E 1/8 - 1/4 (0.147 mi.) E30 140 
EPA ID:: MAD981213002 

EYEGATE PHARMACEUTIC 100 BEAVER ST ESE 1/8 - 1/4 (0.152 mi.) F32 145 
EPA ID:: MAC300006871 

GENOME THERAPEUTIC C 100 BEAVER ST ESE 1/8 - 1/4 (0.152 mi.) F34 167 
EPA ID:: MAR000010462 

MOORE GEORGE W INC 100 BEAVER ST ESE 1/8 - 1/4 (0.152 mi.) ЕЗ7 209 
EPA ID:: MAD001020635 

PROTEIN FOREST INC 100 BEAVER ST ESE 1/8 - 1/4 (0.152 mi.) F38 211 
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EPA ID:: MAC300008232 


LEXICON INC 100 BEAVER ST ESE 1/8 - 1/4 (0.152 mi.) F40 220 
EPA ID:: MAD982192536 

AVILA THERAPEUTICS I 100 BEAVER ST ESE 1/8 - 1/4 (0.152 mi.) F41 221 
EPA ID:: MAC30001 1400 

ANGIO MEDICAL CORP 100 BEAVER ST @ SHRI ESE 1/8 - 1/4 (0.152 mi.) F42 242 
EPA ID:: MAD982545105 

THORNTON ASSOCIATES 87 BEAVER ST E 1/8 - 1/4 (0.158 mi.) E43 243 
EPA ID:: MAD001040138 

CERAMICS GRINDING CO 74 CLEMATIS AVE E 1/8 - 1/4 (0.236 mi.) 162 334 


EPA ID:: MAD001006741 


MA HW GEN: Permanent generator identification numbers for all Massachusetts generators of hazardous 
waste and waste oil that have registered with or notified MassDEP of their hazardous waste activities. 


A review of the MA HW GEN list, as provided by EDR, and dated 09/19/2018 has revealed that there are 
9 MA HW GEN sites within approximately 0.25 miles of the target property. 


Lower Elevation Address Direction / Distance Map ID Page 


SHELL #73 (SEASONS C 225 WAVERLY OAKS RD E 0 - 1/8 (0.032 mi.) C18 57 
State Generator Status: VQG-MA 
EPA Id: MAC30001 1046 


CLEMATIS CORPORATION 117 BEAVER ST E 0 - 1/8 (0.119 mi.) D29 139 
State Generator Status: VQG-MA 
EPA Id: MAC300101565 


BETAGEN CORP 100 BEAVER ST ESE 1/8 - 1/4 (0.152 mi.) F33 166 
State Generator Status: VQG-MA 
State Generator Status: SQG-MA 
EPA Id: MAD985269836 
EPA Id: MAC300012341 
EPA Id: MAC300102308 
EPA Id: MAC300100252 


CERAMEM CORPORATION 12 CLEMATIS AVE E 1/8 - 1/4 (0.173 mi.) G46 249 
EPA Id: MARO00051 1709 

CITIUS PRINTING & GR 20 CLEMATIS AVE E 1/8 - 1/4 (0.175 mi.) G49 254 
EPA Id: MV7815475550 

RIVER AUTO 10 CLEMATIS AVE E 1/8 - 1/4 (0.178 mi.) G50 254 


State Generator Status: SQG-MA 
EPA Id: MV7818932777 


CLEMATIS MACHINE 42 CLEMATIS AVE E 1/8 - 1/4 (0.190 mi.) H52 259 
EPA Id: MV7818940777 
LIGHT METAL PLATERS 70 CLEMATIS AVE E 1/8 - 1/4 (0.228 mi.) 155 265 


State Generator Status: SQG-MA 
EPA Id: MAD001013515 


LOPEZ TRUCKING INC 127 LINDEN ST SW 1/8 - 1/4 (0.232 mi.) Ј59 320 
State Generator Status: SQG-MA 
EPA Id: MV7818995299 
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PA MANIFEST: Hazardous waste manifest information. 


A review of the PA MANIFEST list, as provided by EDR, and dated 12/31/2017 has revealed that there 
are 3 PA MANIFEST sites within approximately 0.25 miles of the target property. 


Equal/Higher Elevation Address Direction / Distance Map ID Page 


BENTLEY COLLEGE 450 BEAVER ST WNW 1/8 - 1/4 (0.247 mi.) 63 335 
Generator EPA Id: MAV000012521 


Lower Elevation Address Direction / Distance MapID Page 

LIGHT METAL PLATERS 70 CLEMATIS AVE E 1/8 - 1/4 (0.228 mi.) 157 295 
Generator EPA Id: MAD001013515 

LIGHT METAL PLATERS 70 CLEMATIS AVE E 1/8 - 1/4 (0.228 mi.) 158 315 


Generator EPA Id: MAD001013515 


NJ MANIFEST: Hazardous waste manifest information. 


A review of the NJ MANIFEST list, as provided by EDR, and dated 12/31/2017 has revealed that there 
are 6 NJ MANIFEST sites within approximately 0.25 miles of the target property. 


Lower Elevation Address Direction / Distance MapID Page 

LOCKHEED MARTIN ADVA 117 BEAVER ST E 0 - 1/8 (0.116 mi.) D28 137 
EPA Id: MAC300101565 

EYEGATE PHARMACEUTIC 100 BEAVER ST ESE 1/8 - 1/4 (0.152 mi.) F32 145 
EPA Id: MAC300006871 

GENOME THERAPEUTIC C 100 BEAVER ST ESE 1/8 - 1/4 (0.152 mi.) F34 167 


EPA Id: MAR000010462 
EPA Id: MAC300102308 


BRISTOL MYERS SQUIBB 100 BEAVER ST ESE 1/8 - 1/4 (0.152 mi.) ЕЗ5 181 
EPA Id: MAC300012341 

PROTEIN FOREST INC 100 BEAVER ST ESE 1/8 - 1/4 (0.152 mi.) ЕЗ8 211 
EPA Id: MAC300008232 

AVILA THERAPEUTICS I 100 BEAVER ST ESE 1/8 - 1/4 (0.152 mi.) F41 221 


EPA Id: MAC300011400 


RI MANIFEST: Hazardous waste manifest information 


A review of the RI MANIFEST list, as provided by EDR, and dated 12/31/2017 has revealed that there 
are 2 RI MANIFEST sites within approximately 0.25 miles of the target property. 


Lower Elevation Address Direction / Distance Map ID Page 


MOTIVA ENTERPRISES L 225 WAVERLY OAKS RD E 0 - 1/8 (0.032 mi.) C17 53 
EPA Id: MAC300003464 
Manifest Document Number: 004704639JJK 


LIGHT METAL PLATERS 70 CLEMATIS AVE E 1/8 - 1/4 (0.228 mi.) 157 295 
EPA Id: MAD001013515 
Manifest Document Number: MAJ186830 
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NY MANIFEST: Manifest is a document that lists and tracks hazardous waste from the generator through 
transporters to a TSD facility. 


A review of the NY MANIFEST list, as provided by EDR, and dated 07/01/2018 has revealed that there 
are 2 NY MANIFEST sites within approximately 0.25 miles of the target property. 


Equal/Higher Elevation Address Direction / Distance MapID Page 


SHELL OIL COMPAY 313 WAVERLY OAKS RD ENE 0 - 1/8 (0.048 mi.) B22 104 
EPA ID: MAD000769646 


Lower Elevation Address Direction / Distance Map ID Page 


CERA MEM CORP 12 CLEMATIS AVE E 1/8 - 1/4 (0.173 mi.) G45 248 
EPA ID: MAP178990467 


EDR HIGH RISK HISTORICAL RECORDS 


EDR Exclusive Records 


EDR Hist Auto: EDR has searched selected national collections of business directories and has collected 
listings of potential gas station/filling station/service station sites that were available to EDR 

researchers. EDR's review was limited to those categories of sources that might, in EDR's opinion, include 

gas station/filling station/service station establishments. The categories reviewed included, but were not 
limited to gas, gas station, gasoline station, filling station, auto, automobile repair, auto service station, 
service station, etc. This database falls within a category of information EDR classifies as "High Risk 
Historical Records", or HRHR. EDR's HRHR effort presents unique and sometimes proprietary data about past 
sites and operations that typically create environmental concerns, but may not show up in current government 
records searches. 


A review of the EDR Hist Auto list, as provided by EDR, has revealed that there are 2 EDR Hist Auto 
sites within approximately 0.125 miles of the target property. 


Lower Elevation Address Direction / Distance MapID Page 
MOLA SHELL FOOD MART 277 WAVERLEY OAKS RD ENE 0 - 1/8 (0.016 mi.) B14 49 
MOLA SHELL FOOD MART 225 WAVERLEY OAKS RD E 0 - 1/8 (0.032 mi.) C16 52 
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Due to poor or inadequate address information, the following sites were not mapped. Count: 15 records. 


Site Name 


SMITH LEGACY PARTNERS SERIES LLC 
BRIGHTON ST. INTERSECTION 

CHURCH STREET ROADWAY ADJ. TO NO. 
CUSANO CIRCLE 

CHARLES RIVER 

SUBSURFACE PTC 

MOODY AND MAIN ON THE COMMON 
OUTFALL #12 

PARCEL ft 807 1B 1 

INTERSECTION MAIN & FRENCH STREETS 
NO LOCATION AID 


NO LOCATION AID 
NO LOCATION AID 
WATERTOWN MULTI-USE PATH 
PARCEL ft 807 1B 1 


Database(s) 


MA SHWS, MA RELEASE, MA ENF 
MA SHWS, MA RELEASE 

MA SHWS, MA RELEASE 

MA SHWS, MA RELEASE 

MA SHWS, MA RELEASE 

MA SHWS, MA RELEASE 

MA SHWS, MA RELEASE 

MA SHWS, MA RELEASE 

MA SHWS, MA RELEASE 

MA SHWS, MA RELEASE 

MA SHWS, MA INST CONTROL, MA 
RELEASE 

MA SHWS, MA RELEASE 

MA SHWS, MA RELEASE 

MA SHWS, MA RELEASE 

MA SHWS, MA INST CONTROL, MA 
RELEASE 
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OVERVIEW MAP - 5505005.2S 
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SITE NAME: 
ADDRESS: 


Beaver St Waltham 
225-227 and 240 Beaver Street 
Waltham MA 02452 
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100-year flood zone 
500-year flood zone 
National Wetland Inventory 


State Wetlands 
This report includes Interactive Map Layers to 
display and/or hide map information. The 
legend includes only those icons for the 
default map view. 


CLIENT: CDW Consultants Inc. 
CONTACT: Rachel Stevens 
INQUIRY #: 5505005.2s 


LAT/LONG: 


42.38331 / 71.214228 


DATE: December 06, 2018 4:14 pm 
Copyright & 2018 EDR, Inc. & 2015 TomTom Rel. 2015. 
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SITE NAME: Beaver St Waltham 
ADDRESS: 225-227 and 240 Beaver Street 


Waltham MA 02452 


LAT/LONG: 42.38331 / 71.214228 


Indian Reservations BIA 


100-year flood zone 


500-year flood zone 
E National Wetland Inventory 
State Wetlands 


CLIENT: 
CONTACT: 
INQUIRY fr: 
DATE: 


777 Areas of Critical 
Environmental Concern 


This report includes Interactive Map Layers to 
display and/or hide map information. The 
legend includes only those icons for the 
default map view. 


CDW Consultants Inc. 
Rachel Stevens 

5505005.2s 

December 06, 2018 4:16 pm 


Copyright & 2018 EDR, Inc. & 2015 TomTom Rel. 2015. 


MAP FINDINGS SUMMARY 


Search 
Distance Target Total 
Database (Miles) Property « 1/8 1/8 - 1/4 1/4 - 1/2 1/2-1 21 Plotted 


STANDARD ENVIRONMENTAL RECORDS 


Federal NPL site list 

NPL 1.000 0 0 0 0 NR 0 
Proposed NPL 1.000 0 0 0 0 NR 0 
NPL LIENS 1.000 0 0 0 0 NR 0 
Federal Delisted NPL site list 

Delisted NPL 1.000 0 0 0 0 NR 0 
Federal CERCLIS list 

FEDERAL FACILITY 0.500 0 0 0 NR NR 0 
SEMS 0.500 0 0 1 NR NR 1 

Federal CERCLIS NFRAP site list 

SEMS-ARCHIVE 0.500 0 0 0 NR NR 0 
Federal RCRA CORRACTS facilities list 

CORRACTS 1.000 0 0 0 0 NR 0 
Federal RCRA non-CORRACTS TSD facilities list 

RCRA-TSDF 0.500 0 0 0 NR NR 0 
Federal RCRA generators list 

RCRA-LQG 0.250 1 0 NR NR NR 1 

RCRA-SQG 0.250 0 4 NR NR NR 4 
RCRA-CESQG 0.250 1 1 2 NR NR NR 4 
Federal institutional controls / 

engineering controls registries 

LUCIS 0.500 0 0 0 NR NR 0 
US ENG CONTROLS 0.500 0 0 0 NR NR 0 
US INST CONTROL 0.500 0 0 0 NR NR 0 
Federal ERNS list 

ERNS TP NR NR NR NR NR 0 
State- and tribal - equivalent CERCLIS 

MA SHWS 1.000 2 5 4 10 66 NR 87 
State and tribal landfill and/or 

solid waste disposal site lists 

MA SWF/LF 0.500 0 0 0 NR NR 0 
State and tribal leaking storage tank lists 

MA LUST 0.500 1 2 3 3 NR NR 9 
MA LAST 0.500 1 1 2 NR NR 4 
INDIAN LUST 0.500 0 0 0 NR NR 0 
State and tribal registered storage tank lists 

FEMA UST 0.250 0 0 NR NR NR 0 
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MAP FINDINGS SUMMARY 


Search 

Distance Target 
Database (Miles) Property 
MA UST 0.250 1 
MA AST 0.250 
INDIAN UST 0.250 


State and tribal institutional 
control / engineering control registries 


MA INST CONTROL 0.500 
State and tribal voluntary cleanup sites 
INDIAN VCP 0.500 
State and tribal Brownfields sites 
MA BROWNFIELDS 0.500 


ADDITIONAL ENVIRONMENTAL RECORDS 


Local Brownfield lists 
US BROWNFIELDS 0.500 


Local Lists of Landfill / Solid 
Waste Disposal Sites 


INDIAN ODI 0.500 
DEBRIS REGION 9 0.500 
ODI 0.500 
IHS OPEN DUMPS 0.500 
Local Lists of Hazardous waste / 
Contaminated Sites 

US HIST CDL TP 
US CDL TP 
Local Land Records 

MA LIENS TP 
LIENS 2 TP 
Records of Emergency Release Reports 
HMIRS TP 
MA SPILLS TP 
MA RELEASE TP 
MA SPILLS 90 TP 
MA SPILLS 80 TP 
Other Ascertainable Records 
RCRA NonGen / NLR 0.250 
FUDS 1.000 
DOD 1.000 
SCRD DRYCLEANERS 0.500 
US FIN ASSUR TP 
EPA WATCH LIST TP 
2020 COR ACTION 0.250 


« 1/8 


о є № 


осо оО 


1/8 - 1/4 


OON 


оооо 


1/4 - 1/2 


оооо 


1/2 - 1 


МК 
МК 
МК 


МК 


NR 


NR 


NR 


Total 
>1 Plotted 

NR 5 
NR 1 
NR 0 
NR 4 
NR 0 
NR 1 
NR 0 
NR 0 
NR 0 
NR 0 
NR 0 
NR 0 
NR 0 
NR 0 
NR 0 
NR 0 
NR 1 
NR 2 
NR 0 
NR 0 
NR 15 
NR 0 
NR 0 
NR 0 
NR 0 
NR 0 
NR 0 
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MAP FINDINGS SUMMARY 


Database 


TSCA 

TRIS 

SSTS 

ROD 

RMP 

RAATS 

PRP 

PADS 

ICIS 

FTTS 

MLTS 

COAL ASH DOE 
COAL ASH EPA 
PCB TRANSFORMER 
RADINFO 

HIST FTTS 

DOT OPS 
CONSENT 

INDIAN RESERV 
FUSRAP 

UMTRA 

LEAD SMELTERS 
US AIRS 

US MINES 
ABANDONED MINES 
FINDS 

UXO 

DOCKET HWC 
ECHO 

FUELS PROGRAM 
MA AIRS 

MA ASBESTOS 
MA DRYCLEANERS 
MA ENF 

MA Financial Assurance 
MA GWDP 

MA HW GEN 

PA MANIFEST 

NJ MANIFEST 

RI MANIFEST 

NY MANIFEST 

MA MERCURY 
MA NPDES 

MA TIER 2 

MA TSD 


Search 
Distance 
(Miles) 


EDR HIGH RISK HISTORICAL RECORDS 


EDR Exclusive Records 
EDR MGP 


1.000 


Target Total 
Property « 1/8 1/8 - 1/4 1/4 - 1/2 1/2 - 1 > 1 Plotted 

NR NR NR NR NR 0 

NR NR NR NR NR 0 

NR NR NR NR NR 0 

0 0 0 0 NR 0 

NR NR NR NR NR 0 

NR NR NR NR NR 0 

NR NR NR NR NR 0 

NR NR NR NR NR 0 

1 NR NR NR NR NR 1 
NR NR NR NR NR 0 

NR NR NR NR NR 0 

NR NR NR NR NR 0 

0 0 0 NR NR 0 

NR NR NR NR NR 0 

NR NR NR NR NR 0 

NR NR NR NR NR 0 

NR NR NR NR NR 0 

0 0 0 0 NR 0 

0 0 0 0 NR 0 

0 0 0 0 NR 0 

0 0 0 NR NR 0 

NR NR NR NR NR 0 

1 NR NR NR NR NR 1 
0 0 NR NR NR 0 

0 0 NR NR NR 0 

1 NR NR NR NR NR 1 
0 0 0 0 NR 0 

NR NR NR NR NR 0 

1 NR NR NR NR NR 1 
0 0 NR NR NR 0 

NR NR NR NR NR 0 

6 NR NR NR NR NR 6 
0 0 NR NR NR 0 

NR NR NR NR NR 0 

NR NR NR NR NR 0 

NR NR NR NR NR 0 

1 2 7 NR NR NR 10 
0 3 NR NR NR 3 

1 5 NR NR NR 6 

1 1 NR NR NR 2 

1 1 1 NR NR NR 3 
0 0 0 NR NR 0 

NR NR NR NR NR 0 

NR NR NR NR NR 0 

0 0 0 NR NR 0 

0 0 0 0 NR 0 
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MAP FINDINGS SUMMARY 


Database 


EDR Hist Auto 
EDR Hist Cleaner 


EDR RECOVERED GOVERNMENT ARCHIVES 


Exclusive Recovered Govt. Archives 


MA RGA HWS 
MA RGA LUST 


- Totals -- 


NOTES: 
TP = Target Property 


Search 
Distance Target 
(Miles) Property « 1/8 
0.125 2 
0.125 0 
TP 2 NR 
TP 1 NR 
23 26 


NR = Not Requested at this Search Distance 


Sites may be listed in more than one database 


1/8 - 1/4 


NR 
NR 


NR 
NR 


45 


1/4 - 1/2 


NR 


NR 
NR 


18 


1/2 - 1 


NR 


NR 
NR 


66 


Total 
> 1 Plotted 
NR 2 
NR 0 
NR 2 
NR 1 
0 178 
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Map ID 
Direction 
Distance 


Elevation 


A1 
Target 
Property 


Actual: 
58 ft. 


| МАР FINDINGS 


EDR ID Number 


Site Database(s) EPA ID Number 
UNIVERSITY OF MASSACHUSETTS EXPERIMENT S RCRA-CESQG 1000881546 
240 BEAVER ST ICIS MAD000844613 
WALTHAM, MA 02154 US AIRS 
NY MANIFEST 
Site 1 of 13 in cluster A 
RCRA-CESQG: 
Date form received by agency: 03/01/2010 
Facility name: UNIVERSITY OF MASSACHUSETTS EXPERIMENT S 
Site name: SUBURBAN EXPERIMENT STATION 
Facility address: 240 BEAVER ST 
WALTHAM, MA 02154 
EPA ID: MAD000844613 
Mailing address: UNIVERSITY OF MASSACHUSETTS 
SUBURBAN EXPERIMENT STATION 
WALTHAM, MA 02154 
Contact: JAMES M FIELD 
Contact address: DRAPER HALL 40 CAMPUS CENTER WAY 
AMHERST, MA 01003 
Contact country: US 
Contact telephone: 413-545-5122 
Contact email: JMFIELD@EHSUMASS.EDU 
EPA Region: 01 
Land type: State 
Classification: Conditionally Exempt Small Quantity Generator 
Description: Handler: generates 100 kg or less of hazardous waste per calendar 


month, and accumulates 1000 kg or less of hazardous waste at any time; 
or generates 1 kg or less of acutely hazardous waste per calendar 
month, and accumulates at any time: 1 kg or less of acutely hazardous 
waste; or 100 kg or less of any residue or contaminated soil, waste or 
other debris resulting from the cleanup of a spill, into or on any 

land or water, of acutely hazardous waste; or generates 100 kg or less 
of any residue or contaminated soil, waste or other debris resulting 
from the cleanup of a spill, into or on any land or water, of acutely 
hazardous waste during any calendar month, and accumulates at any 
time: 1 kg or less of acutely hazardous waste; or 100 kg or less of 

any residue or contaminated soil, waste or other debris resulting from 
the cleanup of a spill, into or on any land or water, of acutely 
hazardous waste 


Owner/Operator Summary: 


Owner/operator name: COMMONWEALTH OF MASSACHUSETTS 
Owner/operator address: 181 PRESIDENTS WAY 
AMHERST, MA 01003 
Owner/operator country: US 
Owner/operator telephone: 413-545-2682 
Owner/operator email: Not reported 
Owner/operator fax: Not reported 
Owner/operator extension: Not reported 
Legal status: State 
Owner/Operator Type: Owner 
Owner/Op start date: 01/01/1924 
Owner/Op end date: Not reported 
Owner/operator name: UNIVERSITY OF MASSACHUSETTS 
Owner/operator address: Not reported 
Not reported 
Owner/operator country: Not reported 


Owner/operator telephone: Not reported 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
UNIVERSITY OF MASSACHUSETTS EXPERIMENT S (Continued) 1000881546 
Owner/operator email: Not reported 
Owner/operator fax: Not reported 
Owner/operator extension: Not reported 
Legal status: State 
Owner/Operator Type: Operator 
Owner/Op start date: 01/01/1924 
Owner/Op end date: Not reported 
Owner/operator name: UNIVERSITY OF MASSACHUSETTS 
Owner/operator address: 240 BEAVER ST 
WALTHAM, MA 02154 
Owner/operator country: US 
Owner/operator telephone: Not reported 
Owner/operator email: Not reported 
Owner/operator fax: Not reported 
Owner/operator extension: Not reported 
Legal status: Private 
Owner/Operator Type: Operator 
Owner/Op start date: 03/01/1990 
Owner/Op end date: Not reported 
Owner/operator name: COMMONWEALTH OF MASSACHUSETTS 
Owner/operator address: 240 BEAVER ST 
WALTHAM, MA 02154 
Owner/operator country: US 
Owner/operator telephone: Not reported 
Owner/operator email: Not reported 
Owner/operator fax: Not reported 
Owner/operator extension: Not reported 
Legal status: State 
Owner/Operator Type: Owner 
Owner/Op start date: 10/16/2004 
Owner/Op end date: Not reported 


Handler Activities Summary: 
U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: No 
Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 
Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 
Waste code: D001 
Waste name: IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 


LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 
FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 
WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
UNIVERSITY OF MASSACHUSETTS EXPERIMENT S (Continued) 1000881546 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


D002 

A WASTE WHICH HAS A PH OF LESS THAN 2 OR GREATER THAN 12.5 IS 
CONSIDERED TO BE A CORROSIVE HAZARDOUS WASTE. SODIUM HYDROXIDE, A 
CAUSTIC SOLUTION WITH A HIGH PH, IS OFTEN USED BY INDUSTRIES TO CLEAN 
OR DEGREASE PARTS. HYDROCHLORIC ACID, A SOLUTION WITH A LOW PH, IS 
USED BY MANY INDUSTRIES TO CLEAN METAL PARTS PRIOR TO PAINTING. WHEN 
THESE CAUSTIC OR ACID SOLUTIONS BECOME CONTAMINATED AND MUST BE 
DISPOSED, THE WASTE WOULD BE A CORROSIVE HAZARDOUS WASTE. 


D006 
CADMIUM 


D007 
CHROMIUM 


D008 
LEAD 


D009 
MERCURY 


D013 
LINDANE 


D014 
METHOXYCHLOR 


D020 
CHLORDANE 


F002 

THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 
METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 


F003 

THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: XYLENE, ACETONE, ETHYL 
ACETATE, ETHYL BENZENE, ETHYL ETHER, METHYL ISOBUTYL KETONE, N-BUTYL 
ALCOHOL, CYCLOHEXANONE, AND METHANOL; ALL SPENT SOLVENT 
MIXTURES/BLENDS CONTAINING, BEFORE USE, ONLY THE ABOVE SPENT 
NON-HALOGENATED SOLVENTS; AND ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, ONE OR MORE OF THE ABOVE NON-HALOGENATED 
SOLVENTS, AND, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR 
MORE OF THOSE SOLVENTS LISTED IN F001, F002, F004, AND F005, AND STILL 
BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND SPENT SOLVENT 
MIXTURES. 


F005 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


EDR ID Number 


Site Database(s) EPA ID Number 
UNIVERSITY OF MASSACHUSETTS EXPERIMENT S (Continued) 1000881546 

Waste name: THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: TOLUENE, METHYL ETHYL 
KETONE, CARBON DISULFIDE, ISOBUTANOL, PYRIDINE, BENZENE, 
2-ETHOXYETHANOL, AND 2-NITROPROPANE; ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF 
ONE OR MORE OF THE ABOVE NON-HALOGENATED SOLVENTS OR THOSE SOLVENTS 
LISTED IN F001, F002, OR F004; AND STILL BOTTOMS FROM THE RECOVERY OF 
THESE SPENT SOLVENTS AND SPENT SOLVENT MIXTURES. 

Waste code: P109 

Waste name: TETRAETHYLDITHIOPYROPHOSPHATE 

Waste code: U007 

Waste name: ACRYLAMIDE 

Waste code: U031 

Waste name: 1-BUTANOL (I) 

Waste code: U036 

Waste name: CHLORDANE, ALPHA & GAMMA ISOMERS 

Waste code: U165 

Waste name: NAPHTHALENE 

Waste code: U239 

Waste name: BENZENE, DIMETHYL- (LT) 

Waste code: U279 

Waste name: CARBARYL (OR) 1-NAPHTHALENOL, METHYLCARBAMATE 


Historical Generators: 


Date form received by agency:03/01/2010 


Site name: 
Classification: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 


Waste name: 


UNIVERSITY OF MASSACHUSETTS EXPERIMENT S 
Conditionally Exempt Small Quantity Generator 


D001 

IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 
LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 

FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 

WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


D002 

A WASTE WHICH HAS A PH OF LESS THAN 2 OR GREATER THAN 12.5 IS 
CONSIDERED TO BE A CORROSIVE HAZARDOUS WASTE. SODIUM HYDROXIDE, A 
CAUSTIC SOLUTION WITH A HIGH PH, IS OFTEN USED BY INDUSTRIES TO CLEAN 
OR DEGREASE PARTS. HYDROCHLORIC ACID, A SOLUTION WITH A LOW PH, IS 
USED BY MANY INDUSTRIES TO CLEAN METAL PARTS PRIOR TO PAINTING. WHEN 
THESE CAUSTIC OR ACID SOLUTIONS BECOME CONTAMINATED AND MUST BE 
DISPOSED, THE WASTE WOULD BE A CORROSIVE HAZARDOUS WASTE. 


D003 

A MATERIAL IS CONSIDERED TO BE A REACTIVE HAZARDOUS WASTE IF IT IS 
NORMALLY UNSTABLE, REACTS VIOLENTLY WITH WATER, GENERATES TOXIC GASES 
WHEN EXPOSED TO WATER OR CORROSIVE MATERIALS, OR IF IT IS CAPABLE OF 
DETONATION OR EXPLOSION WHEN EXPOSED TO HEAT OR A FLAME. ONE EXAMPLE 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
UNIVERSITY OF MASSACHUSETTS EXPERIMENT S (Continued) 1000881546 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


OF SUCH WASTE WOULD BY WASTE GUNPOWDER. 


D006 
CADMIUM 


D007 
CHROMIUM 


D008 
LEAD 


D009 
MERCURY 


D013 
LINDANE 


D014 
METHOXYCHLOR 


D020 
CHLORDANE 


F002 

THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 
METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 


F003 

THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: XYLENE, ACETONE, ETHYL 
ACETATE, ETHYL BENZENE, ETHYL ETHER, METHYL ISOBUTYL KETONE, N-BUTYL 
ALCOHOL, CYCLOHEXANONE, AND METHANOL; ALL SPENT SOLVENT 
MIXTURES/BLENDS CONTAINING, BEFORE USE, ONLY THE ABOVE SPENT 
NON-HALOGENATED SOLVENTS; AND ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, ONE OR MORE OF THE ABOVE NON-HALOGENATED 
SOLVENTS, AND, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR 
MORE OF THOSE SOLVENTS LISTED IN F001, F002, F004, AND F005, AND STILL 
BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND SPENT SOLVENT 
MIXTURES. 


F005 

THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: TOLUENE, METHYL ETHYL 
KETONE, CARBON DISULFIDE, ISOBUTANOL, PYRIDINE, BENZENE, 
2-ETHOXYETHANOL, AND 2-NITROPROPANE; ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF 
ONE OR MORE OF THE ABOVE NON-HALOGENATED SOLVENTS OR THOSE SOLVENTS 
LISTED IN F001, F002, OR F004; AND STILL BOTTOMS FROM THE RECOVERY OF 
THESE SPENT SOLVENTS AND SPENT SOLVENT MIXTURES. 


P030 
CYANIDES (SOLUBLE CYANIDE SALTS), NOT OTHERWISE SPECIFIED 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation — Site Database(s) EPA ID Number 
UNIVERSITY OF MASSACHUSETTS EXPERIMENT S (Continued) 1000881546 
Waste code: P073 
Waste name: NICKEL CARBONYL 
Waste code: P075 
Waste name: NICOTINE, & SALTS 
Waste code: P087 
Waste name: OSMIUM OXIDE OSO4, (T-4)- 
Waste code: P089 
Waste name: PARATHION 
Waste code: P095 
Waste name: CARBONIC DICHLORIDE 
Waste code: U002 
Waste name: ACETONE (1) 
Waste code: U007 
Waste name: ACRYLAMIDE 
Waste code: U019 
Waste name: BENZENE (LT) 
Waste code: U031 
Waste name: 1-BUTANOL (1) 
Waste code: U032 
Waste name: CALCIUM CHROMATE 
Waste code: U036 
Waste name: CHLORDANE, ALPHA & GAMMA ISOMERS 
Waste code: U044 
Waste name: CHLOROFORM 
Waste code: U051 
Waste name: CREOSOTE 
Waste code: U061 
Waste name: BENZENE, 1,1'-(2,2,2-TRICHLOROETHYLIDENE)BIS[4-CHLORO- 
Waste code: U117 
Waste name: ETHANE, 1,1'-OXYBIS-(I) 
Waste code: U122 
Waste name: FORMALDEHYDE 
Waste code: U123 
Waste name: FORMIC ACID (C,T) 
Waste code: U127 
Waste name: BENZENE, HEXACHLORO- 
Waste code: U134 
Waste name: HYDROFLUORIC ACID (C,T) 
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Map ID 
Direction 
Distance 
Elevation — Site 


MAP FINDINGS 


UNIVERSITY OF MASSACHUSETTS EXPERIMENT S (Continued) 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


U140 
ISOBUTYL ALCOHOL (ІТ) 


U142 
KEPONE 


U151 
MERCURY 


U154 
METHANOL (1) 


U159 
2-BUTANONE (LT) 


U165 
NAPHTHALENE 


U188 
PHENOL 


U196 
PYRIDINE 


U211 
CARBON TETRACHLORIDE 


U220 
BENZENE, METHYL- 


U228 
ETHENE, TRICHLORO- 


U239 
BENZENE, DIMETHYL- (LT) 


U279 


EDR ID Number 


Database(s) EPA ID Number 


1000881546 


CARBARYL (OR) 1-NAPHTHALENOL, METHYLCARBAMATE 


MAO1 
MAO1 


MAO02 
MAO02 


MA95 
MA95 


MA98 
MA98 


MA99 
MA99 


Date form received by agency: 08/18/1980 


Site name: 
Classification: 


UNIVERSITY OF MASSACHUSETTS EXPERIMENT S 
Conditionally Exempt Small Quantity Generator 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
UNIVERSITY OF MASSACHUSETTS EXPERIMENT S (Continued) 1000881546 
Waste code: D001 
Waste name: IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 


LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 
FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 
WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


Waste code: D002 

Waste name: A WASTE WHICH HAS A PH OF LESS THAN 2 OR GREATER THAN 12.5 IS 
CONSIDERED TO BE A CORROSIVE HAZARDOUS WASTE. SODIUM HYDROXIDE, A 
CAUSTIC SOLUTION WITH A HIGH PH, IS OFTEN USED BY INDUSTRIES TO CLEAN 
OR DEGREASE PARTS. HYDROCHLORIC ACID, A SOLUTION WITH A LOW PH, IS 
USED BY MANY INDUSTRIES TO CLEAN METAL PARTS PRIOR TO PAINTING. WHEN 
THESE CAUSTIC OR ACID SOLUTIONS BECOME CONTAMINATED AND MUST BE 
DISPOSED, THE WASTE WOULD BE A CORROSIVE HAZARDOUS WASTE. 


Waste code: D003 

Waste name: A MATERIAL IS CONSIDERED TO BE A REACTIVE HAZARDOUS WASTE IF IT IS 
NORMALLY UNSTABLE, REACTS VIOLENTLY WITH WATER, GENERATES TOXIC GASES 
WHEN EXPOSED TO WATER OR CORROSIVE MATERIALS, OR IF IT IS CAPABLE OF 
DETONATION OR EXPLOSION WHEN EXPOSED TO HEAT OR A FLAME. ONE EXAMPLE 
OF SUCH WASTE WOULD BY WASTE GUNPOWDER. 


Waste code: P030 

Waste name: CYANIDES (SOLUBLE CYANIDE SALTS), NOT OTHERWISE SPECIFIED 
Waste code: P073 

Waste name: NICKEL CARBONYL 
Waste code: P075 

Waste name: NICOTINE, & SALTS 
Waste code: P087 

Waste name: OSMIUM OXIDE OSO4, (T-4)- 
Waste code: P089 

Waste name: PARATHION 

Waste code: P095 

Waste name: CARBONIC DICHLORIDE 
Waste code: U002 

Waste name: ACETONE (1) 

Waste code: U019 

Waste name: BENZENE (I,T) 

Waste code: U032 

Waste name: CALCIUM CHROMATE 
Waste code: U044 

Waste name: CHLOROFORM 

Waste code: U051 

Waste name: CREOSOTE 


TC5505005.2s Page 15 


Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
UNIVERSITY OF MASSACHUSETTS EXPERIMENT S (Continued) 1000881546 
Waste code: U061 
Waste name: BENZENE, 1,1'-(2,2,2-TRICHLOROETHYLIDENE)BIS[4-CHLORO- 
Waste code: U117 
Waste name: ETHANE, 1,1'-OXYBIS-(I) 
Waste code: U122 
Waste name: FORMALDEHYDE 
Waste code: U123 
Waste name: FORMIC ACID (C,T) 
Waste code: U127 
Waste name: BENZENE, HEXACHLORO- 
Waste code: U134 
Waste name: HYDROFLUORIC ACID (C,T) 
Waste code: U140 
Waste name: ISOBUTYL ALCOHOL (LT) 
Waste code: U142 
Waste name: KEPONE 
Waste code: U151 
Waste name: MERCURY 
Waste code: U154 
Waste name: METHANOL (1) 
Waste code: U159 
Waste name: 2-BUTANONE (LT) 
Waste code: U165 
Waste name: NAPHTHALENE 
Waste code: U188 
Waste name: PHENOL 
Waste code: U196 
Waste name: PYRIDINE 
Waste code: U211 
Waste name: CARBON TETRACHLORIDE 
Waste code: U220 
Waste name: BENZENE, METHYL- 
Waste code: U228 
Waste name: ETHENE, TRICHLORO- 
Waste code: U239 
Waste name: BENZENE, DIMETHYL- (LT) 


Facility Has Received Notices of Violations: 
Regulation violated: SR - 801 
Area of violation: Generators - General 
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Map ID 

Direction 
Distance 
Elevation 


| МАР FINDINGS 


Site 


UNIVERSITY OF MASSACHUSETTS EXPERIMENT S (Continued) 


Database(s) 


Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Evaluation Action Summary: 


Evaluation date: 
Evaluation: 

Area of violation: 

Date achieved compliance: 
Evaluation lead agency: 


Evaluation date: 
Evaluation: 

Area of violation: 

Date achieved compliance: 
Evaluation lead agency: 


Evaluation date: 
Evaluation: 

Area of violation: 

Date achieved compliance: 
Evaluation lead agency: 


Evaluation date: 
Evaluation: 

Area of violation: 

Date achieved compliance: 
Evaluation lead agency: 


Evaluation date: 
Evaluation: 

Area of violation: 

Date achieved compliance: 
Evaluation lead agency: 


ICIS: 


Enforcement Action ID: 
FRS ID: 

Action Name: 

Facility Name: 

Facility Address: 


Enforcement Action Type: 
Facility County: 
Program System Acronym: 


01/04/2000 
01/25/2001 
State 
INITIAL 3008(A) COMPLIANCE 
01/12/2001 
Not reported 
Not reported 
State 

Not reported 
94800 
34800 


01/25/2001 

NOT A SIGNIFICANT NON-COMPLIER 
Not reported 

Not reported 

State 


01/04/2000 

SIGNIFICANT NON-COMPLIER 
Not reported 

Not reported 

State 


01/04/2000 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
Generators - General 

01/25/2001 

State 


07/15/1998 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
Not reported 

Not reported 

State 


10/15/1993 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
Not reported 

Not reported 

State 


MAO000A0000251 190105800006 

110008992938 

UMASS EASTERN MASS EXT CENTER 251190105800006 
UMASS EASTERN MASS EXT CENTER 

240 BEAVER STREET 

WALTHAM, CITY OF, MA 024520000 

Notice of Violation 

MIDDLESEX 

AIR 


Enforcement Action Forum Desc: Administrative - Informal 


EA Type Code: 
Facility SIC Code: 
Federal Facility ID: 


NOV 
4221 
Not reported 


EDR ID Number 
EPA ID Number 


1000881546 
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Map ID | МАР FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
UNIVERSITY OF MASSACHUSETTS EXPERIMENT S (Continued) 1000881546 


Latitude in Decimal Degrees: 42.38466 
Longitude in Decimal Degrees: -71.212015 


Permit Type Desc: Not reported 

Program System Acronym: MA0000002511901058 
Facility NAICS Code: 493130 

Tribal Land Code: Not reported 


US AIRS MINOR: 


Envid: 1000881546 

Region Code: 01 

Programmatic ID: AIR MAO000000251 1901058 
Facility Registry ID: 110008992938 

D and B Number: Not reported 

Primary SIC Code: 4221 

NAICS Code: 493130 


Default Air Classification Code: MIN 
Facility Type of Ownership Code: STF 


Air CMS Category Code: Not reported 
HPV Status: Not reported 

US AIRS MINOR: 
Region Code: 01 
Programmatic ID: AIR MAO000000251 1901058 
Facility Registry ID: 110008992938 
Air Operating Status Code: OPR 
Default Air Classification Code: MIN 
Air Program: State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
Activity Date: 1988-02-16 00:00:00 
Activity Status Date: Not reported 
Activity Group: Compliance Monitoring 
Activity Type: Inspection/Evaluation 
Activity Status: Not reported 
Region Code: 01 
Programmatic ID: AIR MAO000000251 1901058 
Facility Registry ID: 110008992938 
Air Operating Status Code: OPR 
Default Air Classification Code: MIN 
Air Program: State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
Activity Date: 1988-10-03 00:00:00 
Activity Status Date: Not reported 
Activity Group: Compliance Monitoring 
Activity Type: Inspection/Evaluation 
Activity Status: Not reported 
Region Code: 01 
Programmatic ID: AIR MAO000000251 1901058 
Facility Registry ID: 110008992938 
Air Operating Status Code: OPR 
Default Air Classification Code: MIN 
Air Program: State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
Activity Date: 1993-05-04 00:00:00 
Activity Status Date: Not reported 
Activity Group: Compliance Monitoring 
Activity Type: Inspection/Evaluation 
Activity Status: Not reported 
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Map ID | MAP FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


UNIVERSITY OF MASSACHUSETTS EXPERIMENT S (Continued) 1000881546 


Region Code: 
Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 
Activity Date: 
Activity Status Date: 
Activity Group: 
Activity Type: 
Activity Status: 


Region Code: 
Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 
Activity Date: 
Activity Status Date: 
Activity Group: 
Activity Type: 
Activity Status: 


Region Code: 
Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 
Activity Date: 
Activity Status Date: 
Activity Group: 
Activity Type: 
Activity Status: 


Region Code: 
Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 
Activity Date: 
Activity Status Date: 
Activity Group: 
Activity Type: 
Activity Status: 


Region Code: 
Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 
Activity Date: 
Activity Status Date: 
Activity Group: 


01 

AIR MAO000000251 1901058 
110008992938 

OPR 

MIN 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
1993-10-15 00:00:00 

Not reported 

Compliance Monitoring 
Inspection/Evaluation 

Not reported 


01 

AIR MAO000000251 1901058 
110008992938 

OPR 

MIN 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
1998-07-15 00:00:00 

Not reported 

Compliance Monitoring 
Inspection/Evaluation 

Not reported 


01 

AIR MAO000000251 1901058 
110008992938 

OPR 

MIN 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
1999-03-12 00:00:00 

Not reported 

Compliance Monitoring 
Inspection/Evaluation 

Not reported 


01 

AIR MAO000000251 1901058 
110008992938 

OPR 

MIN 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
2005-12-05 00:00:00 

Not reported 

Compliance Monitoring 
Inspection/Evaluation 

Not reported 


01 

AIR MAO000000251 1901058 

110008992938 

OPR 

MIN 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
1993-04-22 00:00:00 

1993-04-22 00:00:00 

Enforcement Action 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
UNIVERSITY OF MASSACHUSETTS EXPERIMENT S (Continued) 1000881546 
Activity Type: Administrative - Informal 
Activity Status: Achieved 


US AIRS MINOR: 


Envid: 1000881546 

Region Code: 01 

Programmatic ID: AIR MAO000000251 1901058 
Facility Registry ID: 110008992938 

D and B Number: Not reported 

Primary SIC Code: 4221 

NAICS Code: 493130 


Default Air Classification Code: MIN 
Facility Type of Ownership Code: STF 


Air CMS Category Code: Not reported 

HPV Status: Not reported 
US AIRS MINOR: 

Region Code: 01 


Programmatic ID: 


AIR MA000000251 1901058 


Facility Registry ID: 110008992938 

Air Operating Status Code: OPR 

Default Air Classification Code: MIN 

Air Program: State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
Activity Date: 1988-02-16 00:00:00 
Activity Status Date: Not reported 

Activity Group: Compliance Monitoring 
Activity Type: Inspection/Evaluation 
Activity Status: Not reported 

Region Code: 01 

Programmatic ID: AIR MA0000002511901058 
Facility Registry ID: 110008992938 

Air Operating Status Code: OPR 

Default Air Classification Code: MIN 

Air Program: State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
Activity Date: 1988-10-03 00:00:00 
Activity Status Date: Not reported 

Activity Group: Compliance Monitoring 
Activity Type: Inspection/Evaluation 
Activity Status: Not reported 

Region Code: 01 

Programmatic ID: AIR MA0000002511901058 
Facility Registry ID: 110008992938 

Air Operating Status Code: OPR 

Default Air Classification Code: MIN 

Air Program: State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
Activity Date: 1993-05-04 00:00:00 
Activity Status Date: Not reported 

Activity Group: Compliance Monitoring 
Activity Type: Inspection/Evaluation 
Activity Status: Not reported 

Region Code: 01 

Programmatic ID: AIR MA0000002511901058 
Facility Registry ID: 110008992938 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


UNIVERSITY OF MASSACHUSETTS EXPERIMENT S (Continued) 


Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 
Activity Date: 
Activity Status Date: 
Activity Group: 
Activity Type: 
Activity Status: 


Region Code: 
Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 
Activity Date: 
Activity Status Date: 
Activity Group: 
Activity Type: 
Activity Status: 


Region Code: 
Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 
Activity Date: 
Activity Status Date: 
Activity Group: 
Activity Type: 
Activity Status: 


Region Code: 
Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 
Activity Date: 
Activity Status Date: 
Activity Group: 
Activity Type: 
Activity Status: 


Region Code: 
Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 
Activity Date: 
Activity Status Date: 
Activity Group: 
Activity Type: 
Activity Status: 


EDR ID Number 


Database(s) EPA ID Number 


1000881546 


OPR 

MIN 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
1993-10-15 00:00:00 

Not reported 

Compliance Monitoring 

Inspection/Evaluation 

Not reported 


01 

AIR MAO000000251 1901058 
110008992938 

OPR 

MIN 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
1998-07-15 00:00:00 

Not reported 

Compliance Monitoring 
Inspection/Evaluation 

Not reported 


01 

AIR MAO000000251 1901058 
110008992938 

OPR 

MIN 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
1999-03-12 00:00:00 

Not reported 

Compliance Monitoring 
Inspection/Evaluation 

Not reported 


01 

AIR MAO000000251 1901058 
110008992938 

OPR 

MIN 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
2005-12-05 00:00:00 

Not reported 

Compliance Monitoring 
Inspection/Evaluation 

Not reported 


01 

AIR MAO000000251 1901058 
110008992938 

OPR 

MIN 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
1993-04-22 00:00:00 
1993-04-22 00:00:00 
Enforcement Action 
Administrative - Informal 
Achieved 
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Database(s) 


Map ID | MAP FINDINGS 
Direction 
Distance 
Elevation Site 
UNIVERSITY OF MASSACHUSETTS EXPERIMENT S (Continued) 
NY MANIFEST: 
Country: USA 
EPA ID: MAD000844613 
Facility Status: Not reported 
Location Address 1: 240 BEAVER ST 
Code: BP 
Location Address 2: Not reported 
Total Tanks: Not reported 
Location City: WALTHAM 
Location State: MA 
Location Zip: Not reported 
Location Zip 4: Not reported 
NY MANIFEST: 
EPAID: MAD000844613 
Mailing Name: UNIVERSITY OF MASSACHUSETTS EXPERIMENT S 
Mailing Contact: JIM FIELD 
Mailing Address 1: 117 DRAPER HALL 
Mailing Address 2: Not reported 
Mailing City: AMHERST 
Mailing State: MA 
Mailing Zip: 01003 
Mailing Zip 4: Not reported 
Mailing Country: USA 
Mailing Phone: 4135452682 
NY MANIFEST: 
Document ID: Not reported 
Manifest Status: Not reported 
Seq: Not reported 
Year: 2009 
Trans1 State ID: MAD985286988 
Trans2 State ID: Not reported 
Generator Ship Date: 04/30/2009 
Trans1 Recv Date: 04/30/2009 
Trans2 Recv Date: Not reported 
TSD Site Recv Date: 05/15/2009 
Part A Recv Date: Not reported 
Part B Recv Date: Not reported 
Generator EPA ID: MAD000844613 
Trans1 EPA ID: Not reported 
Trans2 EPA ID: Not reported 
TSDF ID 1: NYD077444263 
TSDF ID 2: Not reported 
Manifest Tracking Number: 006029291JJK 
Import Indicator: N 
Export Indicator: N 
Discr Quantity Indicator: N 
Discr Type Indicator: N 
Discr Residue Indicator: N 
Discr Partial Reject Indicator: N 
Discr Full Reject Indicator: N 
Manifest Ref Number: Not reported 
Alt Facility RCRA ID: Not reported 
Alt Facility Sign Date: Not reported 
MGMT Method Type Code: H141 
Waste Code: Not reported 


EDR ID Number 
EPA ID Number 


1000881546 
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Map ID 
Direction 
Distance 


Elevation 


A2 
Target 
Property 


Actual: 
58 ft. 


A3 
Target 
Property 


Actual: 
58 ft. 


Site 


MAP FINDINGS 


UNIVERSITY OF MASSACHUSETTS EXPERIMENT S (Continued) 


Waste Code: 
Waste Code: 
Waste Code: 
Waste Code: 
Waste Code: 
Quantity: 
Units: 


Number of Containers: 


Container Type: 
Handling Method: 
Specific Gravity: 
Waste Code: 
Waste Code 1 2: 
Waste Code 1 3: 
Waste Code 1 4: 
Waste Code 1 5: 
Waste Code 1 6: 


Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

19.0 

P - Pounds 

1.0 

DF - Fiberboard or plastic drums (glass) 


R Material recovery of more than 75 percent of the total material. 


1.0 

D009 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Database(s) 


ink while viewing on your computer to access 
-1 additional NY MANIFEST: record(s) in the EDR Site Report. 


UMASS AMHERST AGRICULTURAL CENTER 


240 BEAVER ST 
WALTHAM, MA 


Site 2 of 13 in cluster A 


RGA LUST: 


2012 
2011 
2010 
2009 
2008 
2007 
2006 
2005 
2004 
2003 
2002 


UMASS AMHERST AGRICULTURAL CENTER 
UMASS AMHERST AGRICULTURAL CENTER 
UMASS AMHERST AGRICULTURAL CENTER 
UMASS AMHERST AGRICULTURAL CENTER 
UMASS AMHERST AGRICULTURAL CENTER 
UMASS AMHERST AGRICULTURAL CENTER 
UMASS AMHERST AGRICULTURAL CENTER 
UMASS AMHERST AGRICULTURAL CENTER 
UMASS AMHERST AGRICULTURAL CENTER 
UMASS AMHERST AGRICULTURAL CENTER 
UMASS AMHERST AGRICULTURAL CENTER 


EDR ID Number 


EPA ID Number 


1000881546 


МА RGA LUST 5115008818 


240 BEAVER ST 
240 BEAVER ST 
240 BEAVER ST 
240 BEAVER ST 
240 BEAVER ST 
240 BEAVER ST 
240 BEAVER ST 
240 BEAVER ST 
240 BEAVER ST 
240 BEAVER ST 
240 BEAVER ST 


UNIVERSITY OF MASSACHUSETTS 


240 BEAVER ST 
WALTHAM, MA 


Site 3 of 13 in cluster A 


RGA HWS: 


2012 
2012 
2011 
2011 
2010 
2010 
2009 
2009 


N/A 


MA RGAHWS 5115052948 


UNIVERSITY OF MASSACHUSETTS 
UNIVERSITY OF MASSACHUSETTS 
UNIVERSITY OF MASSACHUSETTS 
UNIVERSITY OF MASSACHUSETTS 
UNIVERSITY OF MASSACHUSETTS 
UNIVERSITY OF MASSACHUSETTS 
UNIVERSITY OF MASSACHUSETTS 
UNIVERSITY OF MASSACHUSETTS 


240 BEAVER ST 
240 BEAVER ST 
240 BEAVER ST 
240 BEAVER ST 
240 BEAVER ST 
240 BEAVER ST 
240 BEAVER ST 
240 BEAVER ST 


N/A 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
A4 UMASS AGRICULTURE CENTER MA ASBESTOS 5122952075 
Target 240 BEAVER STREET N/A 


Property WALTHAM, MA 


Site 4 of 13 in cluster A 


Actual: ASBESTOS: 

58 ft. Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 05/07/2018 
End Date: 05/11/2018 
Date Entered: Not reported 
Entry Date: 04/24/2018 
Quantity Materical Removed SF: 256.00 
Quantity Material Removed LF: .00 
Project Description: OTHER WINDOW GLAZING 
AR Tracking ID: 292217 
Super Lic Number: AS074322 
Monitor Lic Number: AM041931 
Lab Lic Number: AA000191 
Year: 2018 
Sticker Number: 100285152 
Form Type: ANF-001 
Fee Status: HUNDRED 
Facility Phone: 4134270266 
Sub Town: Not reported 
Worksite: EXTERIOR 
Occupied: -1 
Contractor: AC000021 
Contract Type: WRITTEN 
Hours: 7:00 A.M. - 4:00 P.M. 
Project Type: Repr,Renv 
Abatement Process: Giv, Fcontain 
Location: OUTDOORS 
Decon Process: THREE STAGE AND REMOTE DECONTAMINATION UNIT. 
Disposal Methods: TO BE WETTED, WRAPPED IN POLY, DOUBLE BAGGED, LABELED AND PROPERLY 

TRANSPORTED FOR DISPOSAL. 

Facility Usage: STATE 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: 0 
Owner Name: COMMONWEALTH OF MA 
Owner Address: 240 BEAVER STREET 
Owner City: WALTHAM 
Owner State: MA 
On Site Manager Name: MIKE MCGOLDRICK 
On Site Manager Phone: 4134270266 
Ins Comp: GREAT DIVIDE INSURANCE COMPANY 
Policy Number: WCA154464116 
EXP Date: 2/1/2019 
Facility Size: 14778 
Transporter Name: BAYSTATE CONTRACTING SERVICES 
Transporter Address: 352 ALBANY STREET 
Transporter City: SPRINGFIELD 
Transporter State: MA 
Final Site: Not reported 
Certified Name: JAMES BEAUDRY 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


EDR ID Number 
Database(s) EPA ID Number 


UMASS AGRICULTURE CENTER (Continued) $122952075 
Cert Sign Date: 04/24/2018 
Certified Company: BAYSTATE CONTRACTING SERVICES 
Certified Phone: 4137323179 
Entered_by: BAYSTATE1 


A5 
Target 
Property 


Actual: 
58 ft. 


U-MASS WALTHAM 
240 BEAVER ST 
WALTHAM, MA 02154 


Site 5 of 13 in cluster A 


SHWS: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Source: 


MA SHWS 5101040172 
MA LUST N/A 
MA SPILLS 
MA RELEASE 
MA ASBESTOS 
MA HW GEN 


3-0028050 / RAO 

WALTHAM 

10/06/2008 

120 DY 

Not reported 

Response Action Outcome 

10/05/2009 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
Hazardous Material 

UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


CADMIUM 

40.9 milligrams per kilogram 
CHROMIUM 

92.8 milligrams per kilogram 
LEAD 

3770 milligrams per kilogram 
ARSENIC 

23.2 milligrams per kilogram 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

10/13/2009 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

10/5/2009 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

10/6/2008 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


U-MASS WALTHAM (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


EDR ID Number 
Database(s) EPA ID Number 


5101040172 


Release Disposition 

Reportable Release under MGL 21E 

10/6/2008 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
11/28/2008 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

11/28/2008 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Abatement Measure 

Fee Not Required - Fee Refunded-FMCRA Use Only 

12/24/2009 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

Fee Not Required - Fee Refunded-FMCRA Use Only 

12/24/2009 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

12/7/2009 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Abatement Measure 

Written Plan Received 

5/20/2009 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Abatement Measure 

Level I - Technical Screen Audit 

5/21/2009 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

5/26/2009 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 
8/11/2009 
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Map ID 
Direction 
Distance 


Elevation 


Site 


U-MASS WALTHAM (Continued) 


MAP FINDINGS 


Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


Database(s) 


EDR ID Number 
EPA ID Number 


5101040172 


А permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


3-0028048 / RAO 
WALTHAM 

10/06/2008 

120 DY 

Not reported 

Response Action Outcome 
10/05/2009 

Not reported 


B1- Remedial actions have not been conducted because a level of No 


Significant Risk exists. 
Oil 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


C11 THRU C22 AROMATIC HYDROCARBONS 
1510 milligrams per kilogram 

C9 THRU C18 ALIPHATIC HYDROCARBONS 
5.5 milligrams per liter 

C9 THRU C18 ALIPHATIC HYDROCARBONS 
3150 milligrams per kilogram 


Response Action Outcome - RAO 
Fee Received - FMCRA Use Only 
10/13/2009 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


Response Action Outcome - RAO 
RAO Statement Received 
10/5/2009 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


Release Disposition 
Reportable Release under MGL 21E 
10/6/2008 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


RNF 
Reportable Release under MGL 21E 
10/6/2008 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


RLFA 
FOLOFF 
11/28/2008 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


U-MASS WALTHAM (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


LUST: 


Facility: 
Release Tracking Number/Current Status: 
Status Date: 
Source Type: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Phase: 
Response Action Outcome: 


Oil Or Haz Material: 


Location Type: 
Source: 


EDR ID Number 
Database(s) EPA ID Number 


5101040172 


А Notice sent to а Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
11/28/2008 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

Fee Not Required - Fee Refunded-FMCRA Use Only 

12/24/2009 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

Level | - Technical Screen Audit 

12/7/2009 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

8/11/2009 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


3-0015883 / RAO 
12/26/2001 

UST 

WALTHAM 

01/06/1998 

TWO HR 

Not reported 

PHASE II 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 


STATE 
UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 


GASOLINE 

139 parts per million 
GASOLINE 

93 gallons 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
1/13/1998 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


U-MASS WALTHAM (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Oral Approval of Plan or Action 
1/6/1998 


A permanent solution has been achieved. 


reduced to background. 


Release Disposition 
Reportable Release under MGL 21E 
1/6/1998 


A permanent solution has been achieved. 


reduced to background. 


Phase 1 
Completion Statement Received 
1/6/1999 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 


EDR ID Number 
Database(s) EPA ID Number 


5101040172 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Transmittal, Notice, or Notification Received 


1/6/1999 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 
Tier 2 Classification 
1/6/1999 


A permanent solution has been achieved. 


reduced to background. 


RLFA 
FOLFLD 
1/7/1998 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Completion Statement Received 
11/9/1998 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 
RAO Statement Received 
12/26/2001 


A permanent solution has been achieved. 


reduced to background. 


RNF 
Reportable Release under MGL 21E 
2/23/1998 


A permanent solution has been achieved. 


reduced to background. 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 
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Map ID 
Direction 
Distance 
Elevation — Site 


| MAP FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


U-MASS WALTHAM (Continued) 5101040172 


Action Туре: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


MA Spills: 
Facility ID: 0000 
Staff Lead: GORRASI, M 
Last Entered: 19930723 
Spill Date: Not reported 
Report Date: 19911119 
Case Closed: YES 
Virgin Waste: VIRGIN 
Env Impact: SOIL 
Material: GASOLINE 
Qty Reported: UNKNOWN 


Qty Reported: 
CAS No: 
Source: 
Incident: 


Cleanup Type: 


Referral: 
Report Prep: 
Notifier: 
Notif Tel: 
Days/Close: 


Release: 


Not reported 
U.S.T. 
LEAK 

NO 
Not reported 
YUNG MORGAN 
Not reported 

0 


Immediate Response Action 
Written Plan Received 
3/10/1998 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Written Plan Received 
9/21/1998 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
9/21/1998 


A permanent solution has been achieved. 


reduced to background. 


RLFA 
FOLOFF 
9/23/1998 


A permanent solution has been achieved. 


reduced to background. 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Spill ID: N91-1626 
Date Entered: 19930723 
First Response: 19911119 
Spill Time: Not reported 
Report Time: 12:10PM 
Mat Type: PETROLEUM 
Contam Soil: Not reported 
Other Impact: Not reported 
Other Material: Not reported 
Qty Actual: UNKNOWN 
Qty Actual: —  --——— 


PCB Lev (ppm): NONE 


Other Source: Not reported 
Other Incdnt: Not reported 
Contractor: NOT USED 
LUST Elig: --- 
Category: 2 


Release Tracking Number/Current Status: 3-0015883 / RAO 


Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 


Response Action Outcome: 


Not reported 
WALTHAM 
01/06/1998 
TWO HR 
12/26/2001 
PHASE II 


A2 - A permanent solution has been achieved. Contamination has not 
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Map ID 
Direction 
Distance 


Elevation 


Site 


U-MASS WALTHAM (Continued) 


MAP FINDINGS 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


5101040172 


been reduced to background. 
Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
1/13/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

1/6/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

1/6/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 1 

Completion Statement Received 

1/6/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Transmittal, Notice, or Notification Received 

1/6/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Tier 2 Classification 

1/6/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLFLD 

1/7/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Completion Statement Received 

11/9/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 
RAO Statement Received 
12/26/2001 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


U-MASS WALTHAM (Continued) 5101040172 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


A permanent solution has been achieved. 


reduced to background. 


RNF 
Reportable Release under MGL 21E 
2/23/1998 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Written Plan Received 
3/10/1998 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Written Plan Received 
9/21/1998 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
9/21/1998 


A permanent solution has been achieved. 


reduced to background. 


RLFA 
FOLOFF 
9/23/1998 


A permanent solution has been achieved. 


reduced to background. 


GASOLINE 

139 parts per million 
GASOLINE 

93 gallons 

STATE 

UST 


3-0028048 / RAO 
Not reported 
WALTHAM 
10/06/2008 

120 DY 
10/05/2009 

Not reported 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


B1 - Remedial actions have not been conducted because a level of No 


Significant Risk exists. 
Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 


Response Action Outcome - RAO 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
U-MASS WALTHAM (Continued) $101040172 


Action Status: 
Action Date: 
Response Action Outcome: 


Fee Received - FMCRA Use Only 

10/13/2009 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 10/5/2009 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 10/6/2008 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 10/6/2008 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 11/28/2008 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 11/28/2008 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Response Action Outcome - RAO 
Action Status: Fee Not Required - Fee Refunded-FMCRA Use Only 
Action Date: 12/24/2009 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Response Action Outcome - RAO 
Action Status: Level | - Technical Screen Audit 
Action Date: 12/7/2009 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: ALSENT 
Action Date: 8/11/2009 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Chemicals: 
Chemical: C11 THRU C22 AROMATIC HYDROCARBONS 
Quantity: 1510 milligrams per kilogram 
Chemical: C9 THRU C18 ALIPHATIC HYDROCARBONS 
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Map ID 
Direction 
Distance 


Elevation 


Site 


U-MASS WALTHAM (Continued) 


MAP FINDINGS 


Quantity: 
Chemical: 
Quantity: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


5101040172 


5.5 milligrams per liter 
C9 THRU C18 ALIPHATIC HYDROCARBONS 
3150 milligrams per kilogram 


3-0028050 / RAO 

Not reported 

WALTHAM 

10/06/2008 

120 DY 

10/05/2009 

Not reported 

A1 - Å permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

10/13/2009 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

10/5/2009 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

10/6/2008 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

10/6/2008 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
11/28/2008 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

11/28/2008 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Abatement Measure 


Fee Not Required - Fee Refunded-FMCRA Use Only 
12/24/2009 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


U-MASS WALTHAM (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Source: 


ASBESTOS: 
Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 


EDR ID Number 
Database(s) EPA ID Number 


5101040172 


А permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

Fee Not Required - Fee Refunded-FMCRA Use Only 

12/24/2009 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

12/7/2009 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Abatement Measure 

Written Plan Received 

5/20/2009 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Abatement Measure 

Level I - Technical Screen Audit 

5/21/2009 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

5/26/2009 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

8/11/2009 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


CADMIUM 

40.9 milligrams per kilogram 
CHROMIUM 

92.8 milligrams per kilogram 
LEAD 

3770 milligrams per kilogram 
ARSENIC 

23.2 milligrams per kilogram 
UNKNOWN 


Not reported 
Not reported 
Not reported 
03/30/2009 
03/31/2009 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


EDR ID Number 
Database(s) EPA ID Number 


U-MASS WALTHAM (Continued) 5101040172 


Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 


Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 


Not reported 
03/19/2009 
1600.00 

.00 

Insl 

110610 
AS000000 

Not reported 
Not reported 
2009 
100085847 
ANF-001 

Fifty 
7818910650 
Not reported 
GREENHOUSE 
0 

AC000000 

Off 

Week days: 8AM TO 5PM Week end: N/A 
Oth:TRANSITE PANEL 
Disp 

Indoors 


NONE, WE WILL BE REMOVING FREE STANDING FLOWER BEDS MADE OUT OF 


TRANSITE. 


HAZARDOUS WASTE SEALED ROLL-OFF CONTAINER. 


UNIVERSITY OF MASSACHUSETTS 
Not reported 

Not reported 

Not reported 

4 

UNIVERSITY OF MASSACHUSETTS 
Not reported 

Not reported 

MA 

JOSEPH DONAHUE 

617-891-6361 

NATIONAL UNION FIRE INSURANCE CO. 
WC006-50-6700 

12/31/2009 

8000 

N/A 

Not reported 

Not reported 

Not reported 

7 

BRUCE SULLIVAN 

03/19/2009 

TRIUMVIRATE ENVIRON. INC. 
6176288098 

Not reported 


Not reported 
Not reported 
Not reported 
03/31/2010 
04/07/2010 
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Map ID | 


Direction 
Distance 
Elevation — Site 


U-MASS WALTHAM (Continued) 


Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 


MAP FINDINGS 


Not reported 

03/18/2010 

2400.00 

.00 

Trns 

124139 

AS000316 

Not reported 

Not reported 

2010 

100103013 

ANF-001 

Exempt 

Not reported 

Not reported 

AUDITORIUM 

-1 

AC000167 

WRITTEN 

Week days: 7AM-5PM Week end: 
Renv 

Fcontain 

Indoors 

3 CHAMBER DECON 

WET 2 PLY POLY 
UNIVERSITY 

Not reported 

Not reported 

Not reported 

5 

UNIVERSITY OF MASSACHUSETTS 
140 HICKS WAY, 407 GOODELL BUILDING 
AMHERST, MA 

MA 

JOHN STRYCHARZ 
413-545-2668 

Not reported 

Not reported 

Not reported 

Not reported 

AIR QUALITY EXPERTS, INC. 
Not reported 

Not reported 

Not reported 

39 

CHRISTOPHER THOMPSON 
03/18/2010 

AIR QUALITY EXPERTS, INC. 
6038946465 

Not reported 


Not reported 
Not reported 
Not reported 
05/17/2010 
05/21/2010 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101040172 
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Map ID | 


Direction 
Distance 
Elevation — Site 


U-MASS WALTHAM (Continued) 


Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


MAP FINDINGS 


05/03/2010 

2400.00 

.00 

Trns 

125933 

AS000316 

Not reported 

Not reported 

2010 

100105359 

ANF-001 

Exempt 

Not reported 

Not reported 
AUDITORIUM 

-1 

AC000167 

WRITTEN 

Week days: 7AM-5PM Week end: 
Renv 

Fcontain 

Indoors 

3 CHAMBER DECON 
WET 2 PLY POLY 
UNIVERSITY 

Not reported 

Not reported 

Not reported 

5 

UNIVERSITY OF MASSACHUSETTS 
140 HICKS WAY, 407 GOODELL BUILDING 
AMHERST, MA 

MA 

JOHN STRYCHARZ 
413-545-2668 


Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: AIR QUALITY EXPERTS, INC. 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: 39 
Certified Name: CHRISTOPHER THOMPSON 
Cert Sign Date: 05/03/2010 
Certified Company: AIR QUALITY EXPERTS, INC. 
Certified Phone: 6038946465 
Entered by: Not reported 
HW GEN: 
EPA Id: MAD000844613 
RCRA Generator Status: VSQG 
State Generator Status: VQG-MA 


EDR ID Number 


Database(s) EPA ID Number 


5101040172 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 
A6 UMASS AGRICULTURE CENTER MA ASBESTOS 5122955132 
Target 240 BEAVER STREET N/A 


Property WALTHAM, MA 


Site 6 of 13 in cluster A 


Actual: ASBESTOS: 

58 ft. Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 06/25/2018 
End Date: 06/26/2018 
Date Entered: Not reported 
Entry Date: 06/27/2018 
Quantity Materical Removed SF: 256.00 
Quantity Material Removed LF: Not reported 
Project Description: OTHER WINDOW GLAZING 
AR Tracking ID: 297054 
Super Lic Number: AS074322 
Monitor Lic Number: AM000095 
Lab Lic Number: AA000005 
Year: 2018 
Sticker Number: 100288138R 
Form Type: ANF-001 
Fee Status: EXEMPT 
Facility Phone: 4134270266 
Sub Town: Not reported 
Worksite: EXTERIOR 
Occupied: -1 
Contractor: AC000021 
Contract Type: WRITTEN 
Hours: 7:00 A.M. - 4:00 P.M. 
Project Type: Repr, Renv 
Abatement Process: Giv,Fcontain, oth:6-MIL POLY DROP CLOTH, BARRICADE 
Location: OUTDOORS 
Decon Process: THREE STAGE AND REMOTE DECONTAMINATION UNIT 
Disposal Methods: TO BE WETTED, WRAPPED IN POLY, DOUBLE BAGGED, LABELED AND PROPERLY 

TRANSPORTED FOR DISPOSAL 

Facility Usage: STATE 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: 0 
Owner Name: COMMONWEALTH OF MA 
Owner Address: 240 BEAVER STREET 
Owner City: WALTHAM 
Owner State: MA 
On Site Manager Name: MIKE MCGOLDRICK 
On Site Manager Phone: 4134270266 
Ins Comp: GREAT DIVIDE INSURANCE COMPANY 
Policy Number: WCA154464116 
EXP Date: 2/1/2019 
Facility Size: 14778 
Transporter Name: BAYSTATE CONTRACTING SERVICES 
Transporter Address: 352 ALBANY STREET 
Transporter City: SPRINGFIELD 
Transporter State: MA 
Final Site: Not reported 
Certified Name: JAMES BEAUDRY 
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Map ID 
Direction 
Distance 


Elevation 


A7 
Target 
Property 


Actual: 
58 ft. 


| MAP FINDINGS 

Site Database(s) 
UMASS AGRICULTURE CENTER (Continued) 

Cert Sign Date: 06/27/2018 

Certified Company: BAYSTATE CONTRACTING SERVICES 

Certified Phone: 4137323179 

Entered by: BAYSTATE1 
UNIVERSITY OF MASSACHUSETTS MA SHWS 
225-227 BEAVER ST MA RELEASE 


WALTHAM, MA 


Site 7 of 13 in cluster A 


SHWS: 
Release Tracking Number/Current Status: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil Or Haz Material: 


3-0028049 / RAO 
WALTHAM 

10/06/2008 

120 DY 

Not reported 

Response Action Outcome 
10/24/2011 

PHASE IV 

TN- TN 

Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


CADMIUM 

9.1 milligrams per kilogram 
CHROMIUM 

37.5 milligrams per kilogram 
LEAD 

1520 milligrams per kilogram 


Tier Classification 

Transmittal, Notice, or Notification Received 
10/23/2009 

TN 


Tier Classification 
Tier 2 Classification 
10/23/2009 

TN 


Phase 1 

Completion Statement Received 
10/23/2009 

TN 


Phase 2 

Completion Statement Received 
10/24/2011 

TN 


Phase 3 
Completion Statement Received 
10/24/2011 


EDR ID Number 


EPA ID Number 


$122955132 


5109489929 
N/A 
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Map ID | МАР FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) ЕРА ID Number 
UNIVERSITY OF MASSACHUSETTS (Continued) $109489929 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


TN 


Response Action Outcome - RAO 
RAO Statement Received 
10/24/2011 

TN 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
10/25/2016 

TN 


Tier Classification 
Tier 1C Classification 
10/5/2009 

TN 


Phase 2 

Scope of Work Received 
10/5/2009 

TN 


Tier Classification 

Transmittal, Notice, or Notification Received 
10/5/2009 

TN 


Phase 1 

Completion Statement Received 
10/5/2009 

TN 


RNF 

Reportable Release under MGL 21E 
10/6/2008 

TN 


Release Disposition 

Reportable Release under MGL 21E 
10/6/2008 

TN 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
11/28/2008 

TN 


RLFA 
FOLOFF 
11/28/2008 
TN 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

8/11/2009 

TN 
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Map ID 
Direction 
Distance 


Elevation 


| МАР FINDINGS 


EDR ID Number 
Site Database(s) ЕРА ID Number 


Oil / Haz Material Type: 


UNIVERSITY OF MASSACHUSETTS (Continued) $109489929 
Release: 
Release Tracking Number/Current Status: 3-0028049 / RAO 
Primary ID: Not reported 
Official City: WALTHAM 
Notification: 10/06/2008 
Category: 120 DY 
Status Date: 10/24/2011 
Phase: PHASE IV 
Response Action Outcome: TN - TN 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Tier Classification 

Transmittal, Notice, or Notification Received 
10/23/2009 

TN 


Tier Classification 
Tier 2 Classification 
10/23/2009 

TN 


Phase 1 

Completion Statement Received 
10/23/2009 

TN 


Phase 2 

Completion Statement Received 
10/24/2011 

TN 


Phase 3 

Completion Statement Received 
10/24/2011 

TN 


Response Action Outcome - RAO 
RAO Statement Received 
10/24/2011 

TN 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
10/25/2016 

TN 


Tier Classification 
Tier 1C Classification 
10/5/2009 

TN 


Phase 2 
Scope of Work Received 
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Map ID 
Direction 
Distance 


Elevation 


A8 
Target 
Property 


Actual: 
58 ft. 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
UNIVERSITY OF MASSACHUSETTS (Continued) $109489929 
Action Date: 10/5/2009 
Response Action Outcome: TN 


Tier Classification 

Transmittal, Notice, or Notification Received 
10/5/2009 

TN 


Phase 1 

Completion Statement Received 
10/5/2009 

TN 


RNF 

Reportable Release under MGL 21E 
10/6/2008 

TN 


Release Disposition 

Reportable Release under MGL 21E 
10/6/2008 

TN 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
11/28/2008 

TN 


RLFA 
FOLOFF 
11/28/2008 
TN 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

8/11/2009 

TN 


CADMIUM 

9.1 milligrams per kilogram 
CHROMIUM 

37.5 milligrams per kilogram 
LEAD 

1520 milligrams per kilogram 


UMASS EASTERN EXTENSION CENTER 
240 BEAVER STREET 
WALTHAM, MA 02452 
Site 8 of 13 in cluster A 


FINDS: 


Registry ID: 


Environmental Interest/Information System 


FINDS 1016094507 
ECHO N/A 


110008992938 
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Map ID 
Direction 
Distance 


Elevation 


A9 
Target 
Property 


Actual: 
58 ft. 


| МАР FINDINGS 


EDR ID Number 
Site Database(s) EPA ID Number 


UMASS EASTERN EXTENSION CENTER (Continued) 1016094507 


AFS (Aerometric Information Retrieval System (AIRS) Facility 
Subsystem) replaces the former Compliance Data System (CDS), the 
National Emission Data System (NEDS), and the Storage and Retrieval of 
Aerometric Data (SAROAD). AIRS is the national repository for 
information concerning airborne pollution in the United States. AFS is 
used to track emissions and compliance data from industrial plants. 
AFS data are utilized by states to prepare State Implementation Plans 
to comply with regulatory programs and by EPA as an input for the 
estimation of total national emissions. AFS is undergoing a major 
redesign to support facility operating permits required under Title V 

of the Clean Air Act. 


AIR EMISSIONS CLASSIFICATION UNKNOWN 


US National Pollutant Discharge Elimination System (NPDES) module of 
the Compliance Information System (ICIS) tracks surface water permits 
issued under the Clean Water Act. Under NPDES, all facilities that 
discharge pollutants from any point source into waters of the United 
States are required to obtain a permit. The permit will likely contain 

limits on what can be discharged, impose monitoring and reporting 
requirements, and include other provisions to ensure that the 

discharge does not adversely affect water quality. 


RCRAInfo is a national information system that supports the Resource 
Conservation and Recovery Act (RCRA) program through the tracking of 
events and activities related to facilities that generate, transport, 

and treat, store, or dispose of hazardous waste. RCRAInfo allows RCRA 
program staff to track the notification, permit, compliance, and 

corrective action activities required under RCRA. 


HAZARDOUS WASTE BIENNIAL REPORTER 


MA-EPICS - Massachussetts Environmental Protection Integrated Computer 
System 


AIR MINOR 


ink while viewing on your computer to access 
additional FINDS: detail in the EDR Site Report. 


ECHO: 
Envid: 1016094507 
Registry ID: 110008992938 
DFR URL: http://echo.epa.gov/detailed-facility-report?fid=1 10008992938 
UMASS EASTERN EXTENSION CENTER MA UST 1003400405 
240 BEAVER ST N/A 


WALTHAM, MA 02452 


Site 9 of 13 in cluster A 


UST: 
Facility: 
Facility ID: 954 
Owner Id: 7247 
Owner: UMASS AMHERST 
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Map ID 
Direction 
Distance 
Elevation — Site 


| MAP FINDINGS 


UMASS EASTERN EXTENSION CENTER (Continued) 


Owner Address: 


Owner City, St,Zip: 


Telephone: 
Description: 


Facility address 2: 


Owner address 2: 
Latitude: 
Longitude: 
Contact name: 


Contact address1: 
Contact address2: 


PHYSICAL PLANT 
AMHERST, MA 01003 
Not reported 
Institution 

Not reported 

Not reported 

42.38441 

-71.21605 

Theresa Wolejko 

117 Draper Hall 

40 Campus Center Way 


Contact city: Amherst 

Contact state: MA 

Contact zip: 01003 

Contact email: twolejko@ehs.umass.edu 
Update: 2009-05-13 00:00:00 
Update by: Not reported 

Fac status: CLOSED 

Tank ID: 1 

Tank Status: Tank Removed 
Status Date: 01/06/1998 

Date Installed: Not reported 
Capacity: 1000.00000 
Contents: Gasoline 

Tank Usage: Not reported 

Tank Leak Detection: Not reported 

Pipe Leak Detection: Not reported 
Latitude: Not reported 
Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 
Spill bucket installed date: Not reported 


Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 
Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 


EDR ID Number 


Database(s) EPA ID Number 


U003400405 
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Map ID 
Direction 
Distance 


Elevation 


A10 
Target 
Property 


Actual: 
58 ft. 


MAP FINDINGS 


UMASS - AUDITORIUM 
227 BEAVER STREET 
WALTHAM, MA 

Site 10 of 13 in cluster A 


ASBESTOS: 


Notification: 

DEP Region: 
Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 


Database(s) 


EDR ID Number 
EPA ID Number 


MA ASBESTOS 5119854529 


Not reported 

Not reported 

Not reported 

01/11/2011 

01/11/2011 

Not reported 

01/13/2011 

10.00 

10.00 

Spr, Trns 

136711 

AS001157 

Not reported 

Not reported 

2011 

100119297 

ANF-001 

Exempt 

Not reported 

Not reported 

4H ROOM, 1ST FLOOR 
-1 

AC000167 

WRITTEN 

Week days: 7AM-5PM Week end: 
Renv 

Giv 

Indoors 

3 CHAMBER DECON / GLOVE BAG PROCEDURES 
WET 2 PLY POLY 
UNIVERSITY 

Not reported 

1101-950 

11-031-NB 

5 

UNIVERSITY OF MASSACHUSETTS 
140 HICKS WAY 
AMHERST, MA 

MA 

JOHN STRYCHARZ 
413-545-2668 

Not reported 

Not reported 

Not reported 

Not reported 

AIR QUALITY EXPERTS, INC. 
Not reported 

Not reported 

Not reported 

39 

CHRISTOPHER THOMPSON 
01/13/2011 


N/A 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
UMASS - AUDITORIUM (Continued) $119854529 
Certified Company: AIR QUALITY EXPERTS, INC. 
Certified Phone: 6038946465 
Entered by: Not reported 
A11 UMASS AGRICULTURE CENTER MA ASBESTOS  $122955133 
Target 240 BEAVER STREET N/A 


Property WALTHAM, MA 


Site 11 of 13 in cluster A 


Actual: ASBESTOS: 

58 ft. Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 06/25/2018 
End Date: 06/28/2018 
Date Entered: Not reported 
Entry Date: 06/07/2018 
Quantity Materical Removed SF: 256.00 
Quantity Material Removed LF: Not reported 
Project Description: OTHER WINDOW GLAZING 
AR Tracking ID: 295619 
Super Lic Number: AS074322 
Monitor Lic Number: AM000095 
Lab Lic Number: AA000005 
Year: 2018 
Sticker Number: 100288138 
Form Type: ANF-001 
Fee Status: EXEMPT 
Facility Phone: 4134270266 
Sub Town: Not reported 
Worksite: EXTERIOR 
Occupied: -1 
Contractor: AC000021 
Contract Type: WRITTEN 
Hours: 7:00 A.M. - 4:00 P.M. 
Project Type: Repr, Renv 
Abatement Process: Giv,Fcontain, oth:6-MIL POLY DROP CLOTH, BARRICADE 
Location: OUTDOORS 
Decon Process: THREE STAGE AND REMOTE DECONTAMINATION UNIT 
Disposal Methods: TO BE WETTED, WRAPPED IN POLY, DOUBLE BAGGED, LABELED AND PROPERLY 

TRANSPORTED FOR DISPOSAL 

Facility Usage: STATE 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: 0 
Owner Name: COMMONWEALTH OF MA 
Owner Address: 240 BEAVER STREET 
Owner City: WALTHAM 
Owner State: MA 
On Site Manager Name: MIKE MCGOLDRICK 
On Site Manager Phone: 4134270266 
Ins Comp: GREAT DIVIDE INSURANCE COMPANY 
Policy Number: WCA154464116 
EXP Date: 2/1/2019 
Facility Size: 14778 
Transporter Name: BAYSTATE CONTRACTING SERVICES 
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Map ID 
Direction 
Distance 


Elevation 


A12 
Target 
Property 


Actual: 
58 ft. 


A13 
Target 
Property 


Actual: 
58 ft. 


Site 


MAP FINDINGS 


UMASS AGRICULTURE CENTER (Continued) 


Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


352 ALBANY STREET 
SPRINGFIELD 

MA 

Not reported 

JAMES BEAUDRY 
06/07/2018 


Database(s) 


BAYSTATE CONTRACTING SERVICES 


4137323179 
BAYSTATE1 


UNIVERSITY OF MASSACHUSETTS 


225-227 BEAVER ST 
WALTHAM, MA 


Site 12 of 13 in cluster A 


RGA HWS: 
2012 
2011 
2010 
2009 


UNIVERSITY OF MASSACHUSETTS 
UNIVERSITY OF MASSACHUSETTS 
UNIVERSITY OF MASSACHUSETTS 
UNIVERSITY OF MASSACHUSETTS 


MA RGA HWS 


225-227 BEAVER ST 
225-227 BEAVER ST 
225-227 BEAVER ST 
225-227 BEAVER ST 


UMASS AGRICULTURE CENTER 
240 BEAVER STREET 
WALTHAM, MA 


Site 13 of 13 in cluster A 


MA ASBESTOS 


ASBESTOS: 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 06/04/2018 
End Date: 06/15/2018 
Date Entered: Not reported 
Entry Date: 05/09/2018 
Quantity Materical Removed SF: 256.00 
Quantity Material Removed LF: .00 
Project Description: OTHER WINDOW GLAZING 
AR Tracking ID: 293496 
Super Lic Number: AS074322 
Monitor Lic Number: AM041931 
Lab Lic Number: AA000191 
Year: 2018 
Sticker Number: 100285152R 
Form Type: ANF-001 
Fee Status: THIRTY FIVE 
Facility Phone: 4134270266 
Sub Town: Not reported 
Worksite: EXTERIOR 
Occupied: -1 
Contractor: AC000021 
Contract Type: WRITTEN 
Hours: 7:00 A.M. - 4:00 P.M. 
Project Type: Repr, Renv 
Abatement Process: Giv, Fcontain 


EDR ID Number 


EPA ID Number 


$122955133 


$115052947 
N/A 


$122952074 
N/A 
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Map ID 
Direction 
Distance 


Elevation 


B14 
ENE 
« 1/8 


0.016 mi. 


87 ft. 


Relative: 
Lower 


Actual: 
54 ft. 


Site 


MAP FINDINGS 


UMASS AGRICULTURE CENTER (Continued) 


Location: 
Decon Process: 
Disposal Methods: 


Facility Usage: 
Waiver Given: 
DEP Waiver Number: 


DLWD Waiver Number: 


Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 
Owner State: 


On Site Manager Name: 
On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


OUTDOORS 


EDR ID Number 


Database(s) EPA ID Number 


$122952074 


THREE STAGE AND REMOTE DECONTAMINATION UNIT. 


TO BE WETTED, WRAPPED IN POLY, DOUBLE BAGGED, LABELED AND PROPERLY 


TRANSPORTED FOR DISPOSAL. 
STATE 

Not reported 

Not reported 

Not reported 

0 

COMMONWEALTH OF MA 

240 BEAVER STREET 

WALTHAM 

MA 

MIKE MCGOLDRICK 

4134270266 

GREAT DIVIDE INSURANCE COMPANY 
WCA154464116 

2/1/2019 

14778 

BAYSTATE CONTRACTING SERVICES 
352 ALBANY STREET 

SPRINGFIELD 

MA 

Not reported 

JAMES BEAUDRY 

05/09/2018 

BAYSTATE CONTRACTING SERVICES 
4137323179 

BAYSTATE1 


MOLA SHELL FOOD MART INC 


277 WAVERLEY OAKS RD 
WALTHAM, MA 02154 


Site 1 of 5 in cluster B 


EDR Hist Auto 


Year: Name: 

1969 ILLSLEY CHESTER F 

1970 ILLSLEY CHESTER F 

1971 ILLSLEY CHESTER F 

1972 ILLSLEY CHESTER F 

1973  ILLSLEY CHESTER F 

1974  ILLSLEY CHESTER F 

1975  ILLSLEY CHESTER F 

1976 ILLSLEYS SHELL SERVICE STN* 
1977  ILLSLEYS SHELL SERVICE STN* 
1978  ILLSLEYS SHELL SERVICE STN* 
1979  ILLSLEYS SHELL SERVICE STN* 
1980 ILLSLEYS SHELL SERVICE STN* 
1982 ILLSLEYS SHELL SERVICE STN* 
1985 WAVERLY OAKS SHELL INC 
1985 MOLA SHELL FOOD MART INC 
1986 MOLA SHELL FOOD MART INC 
1987 MOLA SHELL FOOD MART INC 
1988 MOLA SHELL FOOD MART INC 
1989 MOLA SHELL FOOD MART INC 


Type: 

Gasoline Service Stations 
Gasoline Service Stations 
Gasoline Service Stations 
Gasoline Service Stations 
Gasoline Service Stations 
Gasoline Service Stations 
Gasoline Service Stations 
Gasoline Service Stations 
Gasoline Service Stations 
Gasoline Service Stations 
Gasoline Service Stations 
Gasoline Service Stations 
Gasoline Service Stations 
Gasoline Service Stations 
Gasoline Service Stations 
Gasoline Service Stations 
Gasoline Service Stations 
Gasoline Service Stations 


Gasoline Service Stations, NEC 


EDR Hist Auto 1020550245 


N/A 
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Map ID 
Direction 
Distance 


Elevation 


B15 
ENE 
< 1/8 


0.016 mi. 


87 ft. 


Relative: 


Lower 


Actual: 
54 ft. 


MAP FINDINGS 


Site 


MOLA SHELL FOOD MART INC (Continued) 


1990 MOLA SHELL FOOD MART INC 
1991 MOLA SHELL FOOD MART INC 
1992 MOLA SHELL FOOD MART INC 
1993 MOLA SHELL FOOD MART INC 
1994 MOLA SHELL FOOD MART INC 
1995 MOLA SHELL FOOD MART INC 
1996 MOLA SHELL FOOD MART INC 
1997 MOLA SHELL FOOD MART INC 


Gasoline Service Stations, 
Gasoline Service Stations, 
Gasoline Service Stations, 
Gasoline Service Stations, 
Gasoline Service Stations, 
Gasoline Service Stations, 
Gasoline Service Stations, 
Gasoline Service Stations, 


NEC 
NEC 
NEC 
NEC 
NEC 
NEC 
NEC 
NEC 


GAS STATION 


EDR ID Number 


Database(s) EPA ID Number 


1020550245 


MA SHWS 5106511307 


277 WAVERLEY OAKS RD 


WALTHAM, MA 02154 


Site 2 of 5 in cluster B 


SHWS: 
Release Tracking Number/Current Status: 3-0013458 / RAO 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 


MA RELEASE N/A 


WALTHAM 

02/15/1996 

TWO HR 

Not reported 

Response Action Outcome 
02/18/1997 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 

COMMERCIAL 

GAS PUMP 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


GASOLINE 
150 gallons 


Immediate Response Action 

Oral Approval of Plan or Action 

2/15/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLFLD 

2/15/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

2/15/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 
RAO Statement Received 
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Map ID 
Direction 
Distance 


Elevation 


Site 


GAS STATION (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$106511307 
2/18/1997 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
2/29/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Completion Statement Received 

4/12/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

4/12/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0013458 / RAO 

Not reported 

WALTHAM 

02/15/1996 

TWO HR 

02/18/1997 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Immediate Response Action 

Oral Approval of Plan or Action 

2/15/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLFLD 

2/15/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

2/15/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID 
Direction 
Distance 


Elevation 


C16 
East 
« 1/8 


0.032 mi. 


170 ft. 


Relative: 


Lower 


Actual: 
56 ft. 


MAP FINDINGS 


Site 


GAS STATION (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Location Type: 
Source: 


EDR ID Number 
Database(s) EPA ID Number 


5106511307 


Response Action Outcome - КАО 

RAO Statement Received 

2/18/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
2/29/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Completion Statement Received 

4/12/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

4/12/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


GASOLINE 
150 gallons 
COMMERCIAL 
GAS PUMP 


MOLA SHELL FOOD MART INC 
225 WAVERLEY OAKS RD 
WALTHAM, MA 02452 


Site 1 of 5 in cluster C 
EDR Hist Auto 


Year: Name: 

1998 MOLA SHELL FOOD MART INC 
1998 WARRENDALE SHELL INC 
1999 MOLA SHELL FOOD MART INC 
1999 WARRENDALE SHELL INC 
2000 MOLA SHELL FOOD MART INC 
2001 MOTIVA ENTERPRISES 

2002  MOTIVA ENTERPRISES 

2003 MOTIVA ENTERPRISES 

2004  MOTIVA ENTERPRISES 

2005 MOTIVA ENTERPRISES 

2006 MOTIVA ENTERPRISES 

2007 MOTIVA ENTERPRISES 

2008  MOTIVA ENTERPRISES 

2010 MOTIVA ENTERPRISES 

2011 MOTIVA ENTERPRISES 

2012 MOTIVA ENTERPRISES 

2013 MOTIVA ENTERPRISES 

2014 MOTIVA ENTERPRISES 


EDR Hist Auto 1021418809 


N/A 


Type: 

Gasoline Service Stations, NEC 
Gasoline Service Stations 
Gasoline Service Stations, NEC 
Gasoline Service Stations 
Gasoline Service Stations, NEC 
Gasoline Service Stations 
Gasoline Service Stations 
Gasoline Service Stations 
Gasoline Service Stations 
Gasoline Service Stations, NEC 
Gasoline Service Stations, NEC 
Gasoline Service Stations, NEC 
Gasoline Service Stations, NEC 
Gasoline Service Stations, NEC 
Gasoline Service Stations, NEC 
Gasoline Service Stations, NEC 
Gasoline Service Stations, NEC 
Gasoline Service Stations, NEC 
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Map ID 
Direction 
Distance 


Elevation 


C17 
East 
< 1/8 


0.032 mi. 


170 ft. 
Relative: 
Lower 


Actual: 
56 ft. 


MAP FINDINGS 


Site 


MOTIVA ENTERPRISES LLC 
225 WAVERLY OAKS RD 
WALTHAM, MA 02154 

Site 2 of 5 in cluster C 


RCRA NonGen / NLR: 


Database(s) 


RCRA NonGen / NLR 
RI MANIFEST 


Date form received by agency: 06/26/2012 


Facility name: 
Facility address: 


EPA ID: 
Mailing address: 


Contact: 
Contact address: 


Contact country: 
Contact telephone: 
Contact email: 
EPA Region: 
Classification: 
Description: 


Owner/Operator Summary: 
Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Handler Activities Summary: 


MOTIVA ENTERPRISES LLC 
225 WAVERLY OAKS RD 
BEAVER ST 

WALTHAM, MA 02154 
MAC300003464 

PO BOX 3127 

HOUSTON, TX 77253-0000 
DIANA HENK 

PO BOX 3127 

HOUSTON, TX 77253-0000 
US 

713-241-6995 
DIANA.HENK@SHELL.COM 
01 

Non-Generator 

Handler: Non-Generators do not presently generate hazardous waste 


MOTIVA ENTERPRISES LLC 
PO BOX 3127 
HOUSTON, TX 77253 
US 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Operator 

08/31/1998 

Not reported 


MOTIVA ENTERPRISES LLC 
PO BOX 3127 
HOUSTON, TX 77253 
US 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Owner 

08/31/1998 

Not reported 


U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


EDR ID Number 


EPA ID Number 


1015743259 
MAC300003464 


Recycler of hazardous waste: No 
Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
MOTIVA ENTERPRISES LLC (Continued) 1015743259 
Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 


Historical Generators: 
Date form received by agency: 08/30/2005 
Site name: MOTIVA ENTERPRISES LLC 
Classification: Small Quantity Generator 


Waste code: D001 

Waste name: IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 
LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 
FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 
WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


Waste code: D008 

Waste name: LEAD 

Waste code: D018 

Waste name: BENZENE 

Waste code: D039 

Waste name: TETRACHLOROETHYLENE 
Waste code: D040 

Waste name: TRICHLOROETHYLENE 
Waste code: MAO1 

Waste name: MAO1 


Violation Status: No violations found 


RI MANIFEST: 
EPA Id: MAC300003464 
GEN Cert Date: 12/24/2008 
Manifest Document Number: 004704639JJK 
Waste Description: NON HAZ SOLIDS 
TSDF Id: Not reported 
TSDF Name: Not reported 
Qty: 200 
WT/Vol Units: P 
TSDF Date: Not reported 
Transporter 2 Id: Not reported 
Item Number: 671269 
Transporter 2 Name: Not reported 


Transporter Name 2: 
Transporter EPAID: 


EQ NORTHEAST, INC. 


MAD084814136 
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Map ID | МАР FINDINGS 

Direction 

Distance 

Elevation Site Database(s) 

MOTIVA ENTERPRISES LLC (Continued) 
Transporter Receipt Date: Not reported 
Number Of Containers: Not reported 
Container Type: Not reported 
Waste Соде1: CRO4CRO5MAO1NONE 
Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 
Waste Code5: Not reported 
Waste Code6: Not reported 
Fee Exempt Code: Not reported 
Comment: Not reported 
Transporter Name 2: Not reported 
Company Permit Number: Not reported 
Year: Not reported 
Quarter: Not reported 
Transporter Contact Name: Not reported 
Transporter Contact Email: Not reported 
Filing Date: Not reported 
Total Fee: Not reported 
Billing Name: Not reported 
Paid Date: Not reported 
Paid Time: Not reported 
Facility Receipt Date: Not reported 
Fee: Not reported 
Manifest Created Date: Not reported 
Manifest Updated Date: Not reported 
RI MANIFEST: 

Transporter Receipt Date: Not reported 
Number Of Containers: Not reported 
Container Type: Not reported 
Waste Соде1: CRO4CRO5MAO1NONE 
Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 
Waste Code5: Not reported 
Waste Code6: Not reported 
Comment: Not reported 
Fee Exempt Code: Not reported 
TSDF Name: Not reported 
TSDF Id: Not reported 
Transporter Name 2: Not reported 
Company Permit Number: Not reported 
Year: Not reported 
EPA ID: MAC300003464 
Manifest Docket Number: 004704639JJK 
Quarter: Not reported 
Waste Description: NON HAZ SOLIDS 
Transporter Contact Name: Not reported 
Quantity: 200 
Transporter Contact Email: Not reported 
WT/Vol Units: P 
Filing Date: Not reported 
Total Fee: Not reported 
Item Number: 671269 
Transporter Name: EQ NORTHEAST, INC. 
Billing Name: Not reported 
Transporter EPA ID: MAD084814136 


EDR ID Number 


EPA ID Number 


1015743259 
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Map ID | МАР FINDINGS 

Direction 

Distance 

Elevation Site 

MOTIVA ENTERPRISES LLC (Continued) 

Date Paid: Not reported 
Time Paid: Not reported 
GEN Cert Date: 12/24/2008 
Facility Receipt Date: Not reported 
Fee: Not reported 
Transporter 2 Receipt Date: Not reported 
Manifest Created Date: Not reported 
TSDF Receipt Date: Not reported 
Transporter 2 ID: Not reported 
Manifest Updated Date: Not reported 
Transporter Receipt Date: Not reported 
Number Of Containers: Not reported 
Container Type: Not reported 
Waste Соде1: CRO4CRO5MAO1NONE 
Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 
Waste Code5: Not reported 
Waste Code6: Not reported 
Comment: Not reported 
Fee Exempt Code: Not reported 
TSDF Name: Not reported 
TSDF Id: Not reported 
Transporter Name 2: Not reported 
Company Permit Number: Not reported 
Year: Not reported 
EPA ID: MAC300003464 
Manifest Docket Number: 004704639JJK 
Quarter: Not reported 
Waste Description: NON HAZ SOLIDS 
Transporter Contact Name: Not reported 
Quantity: 200 
Transporter Contact Email: Not reported 
WT/Vol Units: P 
Filing Date: Not reported 
Total Fee: Not reported 
Item Number: 671269 
Transporter Name: EQ NORTHEAST, INC. 
Billing Name: Not reported 
Transporter EPA ID: MAD084814136 
Date Paid: Not reported 
Time Paid: Not reported 
GEN Cert Date: 12/24/2008 
Facility Receipt Date: Not reported 
Fee: Not reported 
Transporter 2 Receipt Date: Not reported 
Manifest Created Date: Not reported 
TSDF Receipt Date: Not reported 
Transporter 2 ID: Not reported 
Manifest Updated Date: Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1015743259 
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Map ID 
Direction 
Distance 


Elevation 


C18 
East 
< 1/8 


0.032 mi. 


170 ft. 
Relative: 
Lower 


Actual: 
56 ft. 


| MAP FINDINGS 


Site 


SHELL #73 (SEASONS CORNER MARKET #73) 
225 WAVERLY OAKS RD 
WALTHAM, MA 02452 


Site 3 of 5 in cluster C 


SHWS: 
Release Tracking Number/Current Status: 3-0027761 / RAO 


EDR ID Number 


Database(s) EPA ID Number 
MA SHWS 0002008217 
MA LUST N/A 
MA UST 
MA RELEASE 
MA HW GEN 


Release Town: WALTHAM 

Notification Date: 06/12/2008 

Category: 120 DY 

Associated ID: 3-0027761 

Current Status: Response Action Outcome 
Status Date: 12/05/2011 

Phase: PHASE IV 


Response Action Outcome: 


Oil Or Haz Material: 
Source: 
Source: 


A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil and Hazardous Material 

PIPE 

UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


C9 THRU C10 AROMATIC HYDROCARBONS 
11600 micrograms per liter 

C5 THRU C8 ALIPHATIC HYDROCARBONS 
4520 micrograms per liter 

MTBE 

18600 micrograms per liter 


Response Action Outcome - RAO 

RAO Statement Received 

12/5/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

4/10/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


BOL 

Transmittal, Notice, or Notification Received 

4/21/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


BOL 

Transmittal, Notice, or Notification Received 

4/25/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 
Written Plan Received 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


SHELL #73 (SEASONS CORNER MARKET #73) (Continued) 


4/4/2011 


A permanent solution has been achieved. 


reduced to background. 


Release Abatement Measure 
Level | - Technical Screen Audit 
4/5/2011 


A permanent solution has been achieved. 


reduced to background. 


Phase 2 
Scope of Work Received 
5/15/2009 


A permanent solution has been achieved. 


reduced to background. 


Phase 1 
Completion Statement Received 
5/15/2009 


A permanent solution has been achieved. 


reduced to background. 


Phase 2 
Completion Statement Received 
5/16/2011 


A permanent solution has been achieved. 


reduced to background. 


Phase 3 
Completion Statement Received 
5/16/2011 


A permanent solution has been achieved. 


reduced to background. 


Phase 2 
Scope of Work Received 
5/18/2009 


A permanent solution has been achieved. 


reduced to background. 


Phase 1 
Completion Statement Received 
5/18/2009 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 
Tier 2 Classification 
5/18/2009 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 


EDR ID Number 
Database(s) EPA ID Number 


U002008217 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Transmittal, Notice, or Notification Received 


5/18/2009 


A permanent solution has been achieved. 


reduced to background. 


Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Site 


SHELL #73 (SEASONS CORNER MARKET #73) (Continued) 


MAP FINDINGS 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


LUST: 


Facility: 


Release Tracking Number/Current Status: 


Status Date: 

Source Type: 

Release Town: 

Notification Date: 
Category: 

Associated ID: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


Source: 
Source: 


EDR ID Number 
EPA ID Number 


Database(s) 


Tier Classification 

Legal Notice Published 

5/19/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

6/12/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

6/12/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 

6/6/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Completion Statement Received 

7/27/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
7/28/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0027761 / RAO 
12/05/2011 

UST 

WALTHAM 

06/12/2008 

120 DY 

3-0027761 

PHASE IV 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil and Hazardous Material 


PIPE 
UST 
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U002008217 


Map ID 
Direction 
Distance 


Elevation 


Site 


SHELL #73 (SEASONS CORNER MARKET #73) (Continued) 


MAP FINDINGS 


EDR ID Number 
Database(s) EPA ID Number 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


C9 THRU C10 AROMATIC HYDROCARBONS 
11600 micrograms per liter 

C5 THRU C8 ALIPHATIC HYDROCARBONS 
4520 micrograms per liter 

MTBE 

18600 micrograms per liter 


Response Action Outcome - RAO 

RAO Statement Received 

12/5/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

4/10/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


BOL 

Transmittal, Notice, or Notification Received 

4/21/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


BOL 

Transmittal, Notice, or Notification Received 

4/25/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Written Plan Received 

4/4/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Level I - Technical Screen Audit 

4/5/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 2 

Scope of Work Received 

5/15/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 1 
Completion Statement Received 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SHELL #73 (SEASONS CORNER MARKET #73) (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


5/15/2009 


A permanent solution has been achieved. 


reduced to background. 


Phase 2 
Completion Statement Received 
5/16/2011 


A permanent solution has been achieved. 


reduced to background. 


Phase 3 
Completion Statement Received 
5/16/2011 


A permanent solution has been achieved. 


reduced to background. 


Phase 2 
Scope of Work Received 
5/18/2009 


A permanent solution has been achieved. 


reduced to background. 


Phase 1 
Completion Statement Received 
5/18/2009 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 
Tier 2 Classification 
5/18/2009 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 


EDR ID Number 
EPA ID Number 


Database(s) 


U002008217 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Transmittal, Notice, or Notification Received 


5/18/2009 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 
Legal Notice Published 
5/19/2009 


A permanent solution has been achieved. 


reduced to background. 


Release Disposition 
Reportable Release under MGL 21E 
6/12/2008 


A permanent solution has been achieved. 


reduced to background. 


RNF 
Reportable Release under MGL 21E 
6/12/2008 


A permanent solution has been achieved. 


reduced to background. 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Site 


SHELL #73 (SEASONS CORNER MARKET #73) (Continued) 


MAP FINDINGS 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Facility: 


Release Tracking Number/Current Status: 


Status Date: 

Source Type: 

Release Town: 

Notification Date: 
Category: 

Associated ID: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 


Location Type: 
Source: 


EDR ID Number 
Database(s) EPA ID Number 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 

6/6/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Completion Statement Received 

7/27/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
7/28/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0029921 / RAONR 
06/06/2011 

UST 

WALTHAM 
04/08/2011 

72 HR 

Not reported 

Not reported 


Oil 


COMMERCIAL 
UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


GASOLINE 
705 parts per million 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
4/26/2011 

Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
4/8/2011 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
4/8/2011 

Not reported 
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Map ID 
Direction 
Distance 
Elevation — Site 


| МАР FINDINGS 


SHELL #73 (SEASONS CORNER MARKET #73) (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Tier Classification 
Tier 2 Classification 
5/18/2009 

Not reported 


Tier Classification 


Transmittal, Notice, or Notification Received 


5/18/2009 
Not reported 


Tier Classification 
Legal Notice Published 
5/19/2009 

Not reported 


Immediate Response Action 


Level | - Technical Screen Audit 


6/30/2011 
Not reported 


RAO Not Required 


Linked to a Tier Classified Site 


6/6/2011 
Not reported 


RNF 


Reportable Release under MGL 21E 


6/6/2011 
Not reported 


RNFE 


Transmittal, Notice, or Notification Received 


6/6/2011 
Not reported 


Immediate Response Action 


Imminent Hazard Evaluation Received 


6/6/2011 
Not reported 


Immediate Response Action 


Completion Statement Received 


6/6/2011 
Not reported 


Tier Classification 


EDR ID Number 


Database(s) EPA ID Number 


U002008217 


RTN Linked to TCLASS Via IRA Completion Statement 


6/6/2011 
Not reported 


UST: 
Facility: 
Facility ID: 11216 
Owner Id: 10117 
Owner: COLBEA ENTERPRISES LLC 
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Map ID 
Direction 
Distance 
Elevation — Site 
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SHELL #73 (SEASONS CORNER MARKET #73) (Continued) 


Owner Address: 


Owner City, St,Zip: 


Telephone: 
Description: 


Facility address 2: 


Owner address 2: 
Latitude: 
Longitude: 
Contact name: 


Contact address1: 
Contact address2: 


Contact city: 
Contact state: 
Contact zip: 
Contact email: 
Update: 
Update by: 
Fac status: 


Facility ID: 
Owner Id: 
Owner: 

Owner Address: 


Owner City, St,Zip: 


Telephone: 
Description: 


Facility address 2: 


Owner address 2: 
Latitude: 
Longitude: 
Contact name: 


Contact address1: 
Contact address2: 


Contact city: 
Contact state: 
Contact zip: 
Contact email: 
Update: 
Update by: 
Fac status: 


Tank ID: 
Tank Status: 
Status Date: 
Date Installed: 
Capacity: 
Contents: 
Tank Usage: 


Tank Leak Detection: 
Pipe Leak Detection: 


Latitude: 
Longitude: 
Tank construct: 
Pipe construct: 
Ptype: 


2050 PLAINFIELD PIKE 
CRANSTON, RI 02921 
7818931540 

Retail Motor Vehicle Fuel 
Not reported 

Not reported 

42.38407 

-71.20918 

Eric Simpson 

2050 Plainfield Pike 

Not reported 

Cranston 

RI 

02921 
esimpson@eastsideenterprise.com 
2018-02-20 00:00:00 
Thomas Breckel 

OPEN 


11216 

10117 

COLBEA ENTERPRISES LLC 
2050 PLAINFIELD PIKE 
CRANSTON, RI 02921 
7818931540 

Retail Motor Vehicle Fuel 
Not reported 

Not reported 

42.38407 

-71.20918 

Eric Simpson 

2050 Plainfield Pike 

Not reported 

Cranston 

RI 

02921 
esimpson@eastsideenterprise.com 
2018-02-20 00:00:00 
Thomas Breckel 

OPEN 


1 

Tank Removed 
04/08/2011 

05/01/1982 

10000.00000 

Gasoline 

Motor Vehi 

In-Tank Monitoring System 


Annual Automatic Line Leak Detection Test 


Not reported 
Not reported 


Database(s) 


EDR ID Number 


EPA ID Number 


U002008217 


Single-walled non-corrodible (including "composite") material (cathodic protection not required) 
Single-walled non-corrodible material (No corrosion protection required) 


Not reported 


Number of compartment: Not reported 
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Map ID 
Direction 
Distance 
Elevation — Site 
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SHELL #73 (SEASONS CORNER MARKET #73) (Continued) 


Pipe install date: 
Pipe leak install date: 
Submersible sump: 


Not reported 
Not reported 
N 


Submersible sump install date: Not reported 


Turbine sump: 


Turbine sump sensor: 


Intermediate sump: 


N 
N 
N 


Intermediate sump sensor: N 
Spill bucket installed date: Not reported 


Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 
Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 
Leak corrosion type: Not reported 
Tank ID: 2 

Tank Status: Tank Removed 
Status Date: 04/08/2011 
Date Installed: 05/01/1982 
Capacity: 10000.00000 
Contents: Gasoline 

Tank Usage: Motor Vehi 


Tank Leak Detection: 
Pipe Leak Detection: 
Latitude: 

Longitude: 

Tank construct: 

Pipe construct: 


In-Tank Monitoring System 

Annual Automatic Line Leak Detection Test 
Not reported 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


U002008217 


Single-walled non-corrodible (including "composite") material (cathodic protection not required) 
Single-walled non-corrodible material (No corrosion protection required) 


Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 
Spill bucket installed date: Not reported 


Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 
Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 
Leak corrosion type: Not reported 
Tank ID: 3 

Tank Status: Tank Removed 
Status Date: 04/08/2011 
Date Installed: 05/01/1982 
Capacity: 10000.00000 
Contents: Gasoline 

Tank Usage: Motor Vehi 


Tank Leak Detection: 


In-Tank Monitoring System 
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Map ID 
Direction 
Distance 
Elevation — Site 
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SHELL #73 (SEASONS CORNER MARKET #73) (Continued) 


Pipe Leak Detection: 
Latitude: 

Longitude: 

Tank construct: 

Pipe construct: 


Annual Automatic Line Leak Detection Test 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


U002008217 


Single-walled non-corrodible (including "composite") material (cathodic protection not required) 
Single-walled non-corrodible material (No corrosion protection required) 


Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 
Spill bucket installed date: Not reported 


Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 
Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 
Leak corrosion type: Not reported 
Tank ID: 4 

Tank Status: In Use 
Status Date: Not reported 
Date Installed: 05/20/2011 
Capacity: 15000.00000 
Contents: Gasoline 
Tank Usage: Motor Vehi 


Tank Leak Detection: 
Pipe Leak Detection: 
Latitude: 

Longitude: 

Tank construct: 

Pipe construct: 


Continuous Interstitial Monitoring 
Continuous Interstitial Space Monitoring 
42.38407 

-71.20918 


Double-walled non-corrodible (including "composite") material (cathodic protection not required) 
Double-walled non-corrodible material (No corrosion protection required) 


Ptype: Pressurized piping system with mechanical automatic line leak detection 
Number of compartment: Not reported 

Pipe install date: 05/20/2011 

Pipe leak install date: 05/20/2011 

Submersible sump: Y 

Submersible sump install date:05/20/201 1 

Turbine sump: Y 

Turbine sump sensor: Y 

Intermediate sump: N 


Intermediate sump sensor: N 
Spill bucket installed date: 05/20/2011 


Spill bucket sensor: 


Overfill protect install: 


Overfill protect type: 


N 
05/20/2011 
High level alarm 


Automatic line leak detect: 05/20/2011 


Tank corrosion type: 
Leak corrosion type: 


Tank ID: 


Not reported 
Not reported 
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SHELL #73 (SEASONS CORNER MARKET #73) (Continued) 


Tank Status: 

Status Date: 

Date Installed: 
Capacity: 

Contents: 

Tank Usage: 

Tank Leak Detection: 
Pipe Leak Detection: 
Latitude: 

Longitude: 

Tank construct: 

Pipe construct: 


In Use 

Not reported 

05/20/2011 

7500.00000 

Diesel 

Motor Vehi 

Continuous Interstitial Monitoring 
Continuous Interstitial Space Monitoring 
42.38407 

-71.20918 


EDR ID Number 


Database(s) EPA ID Number 


U002008217 


Double-walled non-corrodible (including "composite") material (cathodic protection not required) 
Double-walled non-corrodible material (No corrosion protection required) 
Pressurized piping system with mechanical automatic line leak detection 


Ptype: 

Number of compartment: 2 

Pipe install date: 05/20/2011 

Pipe leak install date: 05/20/2011 
Submersible sump: bá 

Submersible sump install date:05/20/201 1 
Turbine sump: Y 

Turbine sump sensor: Y 

Intermediate sump: N 


Intermediate sump sensor: N 
Spill bucket installed date: 05/20/2011 


Spill bucket sensor: 


Overfill protect install: 


Overfill protect type: 


N 
05/20/2011 
High level alarm 


Automatic line leak detect: 05/20/2011 


Tank corrosion type: 
Leak corrosion type: 


Tank ID: 

Tank Status: 

Status Date: 

Date Installed: 
Capacity: 

Contents: 

Tank Usage: 

Tank Leak Detection: 
Pipe Leak Detection: 
Latitude: 

Longitude: 

Tank construct: 

Pipe construct: 


Not reported 
Not reported 


5 

In Use 

Not reported 

05/20/2011 

7500.00000 

Gasoline 

Motor Vehi 

Continuous Interstitial Monitoring 
Continuous Interstitial Space Monitoring 
42.38407 

-71.20918 


Double-walled non-corrodible (including "composite") material (cathodic protection not required) 
Double-walled non-corrodible material (No corrosion protection required) 
Pressurized piping system with mechanical automatic line leak detection 


Ptype: 

Number of compartment: 2 

Pipe install date: 05/20/2011 

Pipe leak install date: 05/20/2011 
Submersible sump: Y 

Submersible sump install date:05/20/201 1 
Turbine sump: Y 

Turbine sump sensor: Y 

Intermediate sump: N 


Intermediate sump sensor: N 
Spill bucket installed date: 05/20/2011 


Spill bucket sensor: 
Overfill protect install: 


N 
05/20/2011 
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Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
SHELL #73 (SEASONS CORNER MARKET #73) (Continued) U002008217 


Overfill protect type: High level alarm 
Automatic line leak detect: 05/20/2011 
Tank corrosion type: Not reported 


Leak corrosion type: Not reported 

Release: 
Release Tracking Number/Current Status: 3-0027761 / RAO 
Primary ID: 3-0027761 
Official City: WALTHAM 
Notification: 06/12/2008 
Category: 120 DY 
Status Date: 12/05/2011 
Phase: PHASE IV 


Response Action Outcome: 


Oil / Haz Material Type: 


A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Response Action Outcome - RAO 

RAO Statement Received 

12/5/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

4/10/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


BOL 

Transmittal, Notice, or Notification Received 

4/21/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


BOL 

Transmittal, Notice, or Notification Received 

4/25/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Written Plan Received 

4/4/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Level I - Technical Screen Audit 

4/5/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Direction 
Distance 


Elevation 
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Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


SHELL #73 (SEASONS CORNER MARKET #73) (Continued) 


Phase 2 
Scope of Work Received 
5/15/2009 


A permanent solution has been achieved. 


reduced to background. 


Phase 1 
Completion Statement Received 
5/15/2009 


A permanent solution has been achieved. 


reduced to background. 


Phase 2 
Completion Statement Received 
5/16/2011 


A permanent solution has been achieved. 


reduced to background. 


Phase 3 
Completion Statement Received 
5/16/2011 


A permanent solution has been achieved. 


reduced to background. 


Phase 2 
Scope of Work Received 
5/18/2009 


A permanent solution has been achieved. 


reduced to background. 


Phase 1 
Completion Statement Received 
5/18/2009 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 
Tier 2 Classification 
5/18/2009 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 


EDR ID Number 
Database(s) EPA ID Number 


U002008217 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Transmittal, Notice, or Notification Received 


5/18/2009 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 
Legal Notice Published 
5/19/2009 


A permanent solution has been achieved. 


reduced to background. 


Release Disposition 
Reportable Release under MGL 21E 
6/12/2008 


Contamination has not been 


Contamination has not been 
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SHELL #73 (SEASONS CORNER MARKET #73) (Continued) 


MAP FINDINGS 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Source: 
Source: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil / Haz Material Type: 


EDR ID Number 
EPA ID Number 


Database(s) 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

6/12/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 

6/6/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Completion Statement Received 

7/27/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
7/28/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


C9 THRU C10 AROMATIC HYDROCARBONS 
11600 micrograms per liter 

C5 THRU C8 ALIPHATIC HYDROCARBONS 
4520 micrograms per liter 

MTBE 

18600 micrograms per liter 

PIPE 

UST 


3-0029921 / RAONR 
Not reported 
WALTHAM 
04/08/2011 

72 HR 

06/06/2011 

Not reported 


Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
4/26/2011 

Not reported 


Immediate Response Action 
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SHELL #73 (SEASONS CORNER MARKET #73) (Continued) 


Action Status: 
Action Date: 


Response Action Outcome: 


Oral Approval of Plan or Action 
4/8/2011 
Not reported 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 4/8/2011 


Response Action Outcome: 


Not reported 


Action Type: Tier Classification 
Action Status: Tier 2 Classification 
Action Date: 5/18/2009 
Response Action Outcome: Not reported 


Action Type: Tier Classification 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 5/18/2009 

Response Action Outcome: Not reported 


Action Type: Tier Classification 
Action Status: Legal Notice Published 
Action Date: 5/19/2009 

Response Action Outcome: Not reported 


Action Type: Immediate Response Action 
Action Status: Level | - Technical Screen Audit 
Action Date: 6/30/2011 


Response Action Outcome: 


Not reported 


Action Type: RAO Not Required 
Action Status: Linked to a Tier Classified Site 
Action Date: 6/6/2011 


Response Action Outcome: Not reported 

Action Type: RNF 

Action Status: Reportable Release under MGL 21E 

Action Date: 6/6/2011 

Response Action Outcome: Not reported 

Action Type: RNFE 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 6/6/2011 

Response Action Outcome: Not reported 


Action Type: Immediate Response Action 

Action Status: Imminent Hazard Evaluation Received 
Action Date: 6/6/2011 

Response Action Outcome: Not reported 


Action Type: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 6/6/2011 


Response Action Outcome: 


Not reported 


EDR ID Number 


Database(s) EPA ID Number 


U002008217 


Action Type: Tier Classification 
Action Status: RTN Linked to TCLASS Via IRA Completion Statement 
Action Date: 6/6/2011 
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Map ID 
Direction 
Distance 


Elevation 


C19 
East 
« 1/8 


0.032 mi. 


170 ft. 


Relative: 
Lower 


Actual: 
56 ft. 


MAP FINDINGS 


Site Database(s) 
SHELL #73 (SEASONS CORNER MARKET #73) (Continued) 
Response Action Outcome: Not reported 
Chemicals: 
Chemical: GASOLINE 
Quantity: 705 parts per million 
Location Type: COMMERCIAL 
Source: UST 
HW GEN: 
EPA Id: MAC30001 1046 
RCRA Generator Status: VSQG 
State Generator Status: VQG-MA 
SHELL SERVICE STATION RCRA-CESQG 


225 WAVERLY OAKS 
WALTHAM, MA 02154 


Site 4 of 5 in cluster C 
RCRA-CESQG: 


Date form received by agency: 03/17/2008 


Facility name: 
Facility address: 


EPA ID: 
Mailing address: 


Contact: 
Contact address: 


Contact country: 
Contact telephone: 
Contact email: 
EPA Region: 
Classification: 
Description: 


Owner/Operator Summary: 
Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


SHELL SERVICE STATION 

225 WAVERLY OAKS 

WALTHAM, MA 02154 

MAC30001 1046 

MOTIVA ENTERPRISES LLC 

12700 NORTHBOROUGH DRIVE 300 F 

HOUSTON, TX 77067-0000 

ROBERT BILLECK 

MOTIVA ENTERPRISES LLC 12700 NORTHBOROUGH DRIVE 300 F 
HOUSTON, TX 77067-0000 

Not reported 

281-874-2244 

ROBERT.BILLECK@SHELL.COM 

01 

Conditionally Exempt Small Quantity Generator 

Handler: generates 100 kg or less of hazardous waste per calendar 
month, and accumulates 1000 kg or less of hazardous waste at any time; 
or generates 1 kg or less of acutely hazardous waste per calendar 
month, and accumulates at any time: 1 kg or less of acutely hazardous 
waste; or 100 kg or less of any residue or contaminated soil, waste or 
other debris resulting from the cleanup of a spill, into or on any 

land or water, of acutely hazardous waste; or generates 100 kg or less 
of any residue or contaminated soil, waste or other debris resulting 
from the cleanup of a spill, into or on any land or water, of acutely 
hazardous waste during any calendar month, and accumulates at any 
time: 1 kg or less of acutely hazardous waste; or 100 kg or less of 

any residue or contaminated soil, waste or other debris resulting from 
the cleanup of a spill, into or on any land or water, of acutely 
hazardous waste 


MOTIVA ENTERPRISES LLC 

MOTIVA ENTERPRISES LLC 12700 NORTHBOROUGH DRIVE 300 F 
HOUSTON, TX 77067 

Not reported 


EDR ID Number 


EPA ID Number 


U002008217 


1012210886 
MAC300011046 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
SHELL SERVICE STATION (Continued) 1012210886 

Owner/operator telephone: Not reported 

Owner/operator email: Not reported 

Owner/operator fax: Not reported 

Owner/operator extension: Not reported 

Legal status: Private 

Owner/Operator Type: Operator 

Owner/Op start date: 08/01/1998 

Owner/Op end date: Not reported 

Owner/operator name: MOTIVA ENTERPRISES LLC 

Owner/operator address: MOTIVA ENTERPRISES LLC 12700 NORTHBOROUGH DRIVE 300 F 

HOUSTON, TX 77067 

Owner/operator country: Not reported 

Owner/operator telephone: Not reported 

Owner/operator email: Not reported 

Owner/operator fax: Not reported 

Owner/operator extension: Not reported 

Legal status: Private 

Owner/Operator Type: Owner 

Owner/Op start date: 08/01/1998 

Owner/Op end date: Not reported 


Handler Activities Summary: 
U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: No 
Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 
Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 
Waste code: D001 
Waste name: IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 


LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 
FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 
WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


Waste code: MAO1 
Waste name: MAO1 
Waste code: MA97 
Waste name: MA97 
Waste code: MA98 
Waste name: MA98 
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Map ID 
Direction 
Distance 


Elevation 


C20 
East 
< 1/8 


0.032 mi. 


170 ft. 


Relative: 
Lower 


Actual: 
56 ft. 


B21 
ENE 
« 1/8 


0.048 mi. 


255 ft. 


Relative: 


Higher 


Actual: 
58 ft. 


MAP FINDINGS 


EDR ID Number 


Site Database(s) EPA ID Number 
SHELL SERVICE STATION (Continued) 1012210886 

Violation Status: No violations found 
SHELL 73 MA AST A100463835 
225 WAVERLEY OAKS RD N/A 
WALTHAM, MA 02154 
Site 5 of 5 in cluster C 

AST: 

Owner Name: COLBEA ENTERPRISES LLC 

Tank Type: UST 

Class: STG1 

Stage I Type: Dual-Point 

CARB £ or System Type: Pre-EVR/EVR 

Test Cycle: NoTestingReq 

Date Form Mailed: 12/04/2017 

Test Date: Not reported 

Postmark Date: 05/15/2018 

Due Date: 04/22/2018 

Form: FormD1 

Form Rcvd and Complete?: Complete 

Facility ID: 325805 

Tank ID: Not reported 

Serial Number: Not reported 

Tank Status: Not reported 

Capacity: Not reported 

Contents: Not reported 

Tank Use: Not reported 

Tank Material: Not reported 

Tank Construction: Not reported 

Tank Leak Detection: Not reported 

Pipe Material: Not reported 

Pipe Construction: Not reported 

Pipe Leak Detection: Not reported 

Aboveground: Not reported 
SHELL PRODUCT DIST PLANT FMR MA SHWS 5105043442 
313 WAVERLEY OAKS RD MA LAST N/A 
WALTHAM, MA 02154 MA LUST 

MA INST CONTROL 

Site 3 of 5 in cluster B MA RELEASE 


SHWS: 


Release Tracking Number/Current Status: 3-0003078 / RAO 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 


Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Location Type: 


WALTHAM 

10/15/1990 

NONE 

3-0003078 

Response Action Outcome 

08/06/2004 

PHASE III 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Not reported 

FUEL DEPOT 

WETLANDS 
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| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
SHELL PRODUCT DIST PLANT FMR (Continued) $105043442 
Location Type: TANK FARM 
Location Type: FORMER 
Source: AST 
Source: UST 
Source: PIPE 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 


UNKNOWN 
Not reported 


Compliance and Enforcement Action 

Notice of Non-Compliance Issued 

1/14/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level I - Technical Screen Audit 

1/19/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

1/19/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

1/21/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

10/14/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Valid Transition Site 

10/15/1990 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 
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Map ID 
Direction 
Distance 


Elevation 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
SHELL PRODUCT DIST PLANT FMR (Continued) $105043442 


Written Plan Received 

10/18/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

10/21/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRAN 

10/22/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 

11/1/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFNVD 

11/2/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Extension 

12/22/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

12/22/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

12/23/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 
Completion Statement Received 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
SHELL PRODUCT DIST PLANT FMR (Continued) $105043442 
Action Date: 12/6/2000 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRUN 

2/17/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

2/5/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Classification 

3/15/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Revised Statement or Transmittal Received 

3/15/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 

Completion Statement Received 

3/15/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

3/17/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

3/30/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 


Legal Notice Published 
4/1/2002 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
SHELL PRODUCT DIST PLANT FMR (Continued) $105043442 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 

5/3/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 3 

Notice of Delay in Meeting RA Deadline Received 

5/3/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 

Completion Statement Received 

6/21/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


TREGS 

LSPFA 

6/21/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Scope of Work Received 

6/8/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 

6/8/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

6/8/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

7/2/2001 

A permanent solution has been achieved. Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
SHELL PRODUCT DIST PLANT FMR (Continued) $105043442 


reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
7/3/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Classification 

8/1/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


TREGS 

LSPFA 

8/1/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Transmittal, Notice, or Notification Received 

8/1/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

8/19/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Legal Notice Published 

8/24/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 

8/30/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

8/6/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
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Map ID | MAP FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 


SHELL PRODUCT DIST PLANT FMR (Continued) 5105043442 


Action Туре: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Source: 


been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

8/6/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 3 

Notice of Delay in Meeting RA Deadline Received 

9/15/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

9/15/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

9/9/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


3-0018952 / RAONR 
WALTHAM 
11/11/1999 

TWO HR 

Not reported 
Response Action Outcome Not Required 
03/15/2002 

Not reported 

Oil 

COMMERCIAL 
SEPARATOR 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


WASTE OIL 
100 gallons 
PETROLEUM 
10 gallons 


RNF 
Reportable Release under MGL 21E 
1/10/2000 
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| MAP FINDINGS 
EDR ID Number 
Database(s) ЕРА ID Number 
SHELL PRODUCT DIST PLANT FMR (Continued) $105043442 
Response Action Outcome: Not reported 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Immediate Response Action 
Written Plan Received 
1/21/2000 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
11/11/1999 

Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
11/11/1999 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/16/1999 

Not reported 


Tier Classification 
Tier 2 Extension 
12/22/2003 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
3/15/2002 

Not reported 


Tier Classification 
Tier 2 Classification 
3/15/2002 

Not reported 


Tier Classification 

Revised Statement or Transmittal Received 
3/15/2002 

Not reported 


Tier Classification 
Legal Notice Published 
4/1/2002 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
6/8/2000 

Not reported 


Immediate Response Action 
Completion Statement Received 
6/8/2000 

Not reported 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 


Database(s) 


SHELL PRODUCT DIST PLANT FMR (Continued) 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
6/8/2000 

Not reported 


Tier Classification 
Tier 2 Classification 
8/1/1997 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
8/1/1997 

Not reported 


3-0020538 / RAONR 

WALTHAM 

03/15/2001 

120 DY 

Not reported 

Response Action Outcome Not Required 
03/15/2002 

PHASE II 


Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


BENZO[AJANTHRACENE 

3.2 milligrams per kilogram 
LEAD 

29000 milligrams per kilogram 
BARIUM 

3780 milligrams per kilogram 
TPH 

4700 milligrams per kilogram 
DIBENZO[A,HJANTHRACENE 
1.9 milligrams per kilogram 
BENZO[B]FLUORANTHENE 
8.8 milligrams per kilogram 
BENZO[A]PYRENE 

2.8 milligrams per kilogram 


Release Abatement Measure 
Written Plan Received 
11/27/2001 

Not reported 


Release Abatement Measure 

Fee Received - FMCRA Use Only 
11/29/2001 

Not reported 


EDR ID Number 


EPA ID Number 


5105043442 


ТС5505005.25 Раде82 


Map ID | MAP FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 


SHELL PRODUCT DIST PLANT FMR (Continued) 5105043442 


Action Туре: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


LAST: 
Release Tracking Number/Current Status: 


Source Type: 

Release Town: 

Notification Date: 
Category: 

Associated ID: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


Chemicals: 


Chemical: 
Quantity: 
Location Type: 
Location Type: 
Location Type: 
Location Type: 


RNF 

Reportable Release under MGL 21E 
3/15/2001 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
3/15/2001 

Not reported 


Phase 1 

Completion Statement Received 
3/15/2002 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
3/15/2002 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
5/15/2002 

Not reported 


Release Abatement Measure 
Completion Statement Received 
8/19/2002 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


9/5/2001 
Not reported 


3-0003078 / RAO 
AST 

WALTHAM 
10/15/1990 

NONE 

3-0003078 
08/06/2004 
PHASE III 


A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 


has been implemented. 
Not reported 


UNKNOWN 
Not reported 
FUEL DEPOT 
WETLANDS 
TANK FARM 
FORMER 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
SHELL PRODUCT DIST PLANT FMR (Continued) $105043442 

Source: AST 

Source: UST 

Source: PIPE 

Actions: 
Action Type: Compliance and Enforcement Action 


Action Status: 
Action Date: 


Response Action Outcome: 


Notice of Non-Compliance Issued 

1/14/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Activity and Use Limitation 
Action Status: Level | - Technical Screen Audit 
Action Date: 1/19/2005 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Response Action Outcome - RAO 
Action Status: Level | - Technical Screen Audit 
Action Date: 1/19/2005 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Release Abatement Measure 
Action Status: Modified Revised or Updated Plan Received 
Action Date: 1/21/2000 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Release Abatement Measure 
Action Status: Modified Revised or Updated Plan Received 
Action Date: 10/14/1998 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Release Disposition 
Action Status: Valid Transition Site 
Action Date: 10/15/1990 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Release Abatement Measure 
Action Status: Written Plan Received 
Action Date: 10/18/1996 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Release Abatement Measure 
Action Status: Fee Received - FMCRA Use Only 
Action Date: 10/21/1996 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
SHELL PRODUCT DIST PLANT FMR (Continued) $105043442 


reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRAN 

10/22/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 

11/1/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFNVD 

11/2/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Extension 

12/22/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

12/22/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

12/23/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Completion Statement Received 

12/6/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRUN 

2/17/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 


TC5505005.2s Page 85 


Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) ЕРА ID Number 
SHELL PRODUCT DIST PLANT FMR (Continued) $105043442 


been implemented. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

2/5/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Classification 

3/15/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Revised Statement or Transmittal Received 

3/15/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 

Completion Statement Received 

3/15/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

3/17/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

3/30/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Legal Notice Published 

4/1/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 

5/3/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 
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Map ID 
Direction 
Distance 


Elevation 


Site 


SHELL PRODUCT DIST PLANT FMR (Continued) 


MAP FINDINGS 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 


EDR ID Number 
Database(s) EPA ID Number 


Phase 3 

Notice of Delay in Meeting RA Deadline Received 

5/3/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 

Completion Statement Received 

6/21/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


TREGS 

LSPFA 

6/21/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Scope of Work Received 

6/8/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 

6/8/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

6/8/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

7/2/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 


A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


7/3/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 
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5105043442 


Map ID 
Direction 
Distance 


Elevation 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
SHELL PRODUCT DIST PLANT FMR (Continued) $105043442 


Tier 2 Classification 

8/1/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


TREGS 

LSPFA 

8/1/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Transmittal, Notice, or Notification Received 

8/1/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

8/19/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Legal Notice Published 

8/24/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 

8/30/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

8/6/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

8/6/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 3 
Notice of Delay in Meeting RA Deadline Received 
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Map ID 
Direction 
Distance 


Elevation 


Site 


SHELL PRODUCT DIST PLANT FMR (Continued) 


MAP FINDINGS 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


LUST: 


Facility: 


Release Tracking Number/Current Status: 


Status Date: 

Source Type: 

Release Town: 

Notification Date: 
Category: 

Associated ID: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


Location Type: 
Location Type: 
Location Type: 
Location Type: 
Source: 
Source: 
Source: 


EDR ID Number 
Database(s) EPA ID Number 


9/15/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

9/15/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

9/9/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


3-0003078 / RAO 

08/06/2004 

UST 

WALTHAM 

10/15/1990 

NONE 

3-0003078 

PHASE III 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Not reported 


FUEL DEPOT 
WETLANDS 
TANK FARM 
FORMER 
AST 

UST 

PIPE 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


UNKNOWN 
Not reported 


Compliance and Enforcement Action 

Notice of Non-Compliance Issued 

1/14/2004 

A permanent solution has been achieved. Contamination has not been 
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5105043442 


Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
SHELL PRODUCT DIST PLANT FMR (Continued) $105043442 


reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level I - Technical Screen Audit 

1/19/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

1/19/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

1/21/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

10/14/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Valid Transition Site 

10/15/1990 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

10/18/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

10/21/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRAN 

10/22/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) ЕРА ID Number 
SHELL PRODUCT DIST PLANT FMR (Continued) $105043442 


been implemented. 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 

11/1/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFNVD 

11/2/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Extension 

12/22/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

12/22/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

12/23/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Completion Statement Received 

12/6/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRUN 

2/17/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

2/5/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
SHELL PRODUCT DIST PLANT FMR (Continued) $105043442 
Action Type: Tier Classification 
Action Status: Tier 2 Classification 
Action Date: 3/15/2002 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Revised Statement or Transmittal Received 

3/15/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 

Completion Statement Received 

3/15/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

3/17/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

3/30/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Legal Notice Published 

4/1/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 

5/3/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 3 

Notice of Delay in Meeting RA Deadline Received 

5/3/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 
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Map ID 
Direction 
Distance 


Elevation 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
SHELL PRODUCT DIST PLANT FMR (Continued) $105043442 


Completion Statement Received 

6/21/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


TREGS 

LSPFA 

6/21/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Scope of Work Received 

6/8/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 

6/8/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

6/8/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

7/2/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
7/3/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Classification 

8/1/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


TREGS 
LSPFA 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
SHELL PRODUCT DIST PLANT FMR (Continued) $105043442 
Action Date: 8/1/1997 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Transmittal, Notice, or Notification Received 

8/1/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

8/19/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Legal Notice Published 

8/24/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 

8/30/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

8/6/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

8/6/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 3 

Notice of Delay in Meeting RA Deadline Received 

9/15/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 


Status or Interim Report Received 
9/15/1999 
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MAP FINDINGS 


SHELL PRODUCT DIST PLANT FMR (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


INST CONTROL: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release: 


EDR ID Number 


Database(s) EPA ID Number 


5105043442 


А permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

9/9/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


3-0003078 

AUL 

LEGNOT 

08/24/2004 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0003078 

AUL 

RECPT 

08/06/2004 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0003078 

AUL 

TSAUD 

01/19/2005 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


Release Tracking Number/Current Status: 3-0003078 / RAO 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


3-0003078 

WALTHAM 

10/15/1990 

NONE 

08/06/2004 

PHASE III 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Not reported 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
1/14/2004 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
SHELL PRODUCT DIST PLANT FMR (Continued) $105043442 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level I - Technical Screen Audit 

1/19/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

1/19/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

1/21/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

10/14/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Valid Transition Site 

10/15/1990 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

10/18/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

10/21/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRAN 

10/22/2009 

A permanent solution has been achieved. Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
SHELL PRODUCT DIST PLANT FMR (Continued) $105043442 


reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 

11/1/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFNVD 

11/2/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Extension 

12/22/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

12/22/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

12/23/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Completion Statement Received 

12/6/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRUN 

2/17/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

2/5/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) ЕРА ID Number 
SHELL PRODUCT DIST PLANT FMR (Continued) $105043442 


been implemented. 


Tier Classification 

Tier 2 Classification 

3/15/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Revised Statement or Transmittal Received 

3/15/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 

Completion Statement Received 

3/15/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

3/17/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

3/30/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Legal Notice Published 

4/1/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 

5/3/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 3 

Notice of Delay in Meeting RA Deadline Received 

5/3/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 
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Map ID 
Direction 
Distance 


Elevation 


Site 


SHELL PRODUCT DIST PLANT FMR (Continued) 


MAP FINDINGS 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 


EDR ID Number 
Database(s) EPA ID Number 


Phase 1 

Completion Statement Received 

6/21/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


TREGS 

LSPFA 

6/21/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Scope of Work Received 

6/8/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 

6/8/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

6/8/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

7/2/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
7/3/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Classification 

8/1/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


TREGS 
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5105043442 


Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
SHELL PRODUCT DIST PLANT FMR (Continued) $105043442 
Action Status: LSPFA 
Action Date: 8/1/1997 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Transmittal, Notice, or Notification Received 

8/1/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

8/19/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Legal Notice Published 

8/24/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 

8/30/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

8/6/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

8/6/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 3 

Notice of Delay in Meeting RA Deadline Received 

9/15/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 
Status or Interim Report Received 
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Map ID 
Direction 
Distance 


Elevation 


Site 


SHELL PRODUCT DIST PLANT FMR (Continued) 


MAP FINDINGS 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Location Type: 
Location Type: 
Location Type: 
Location Type: 
Source: 
Source: 
Source: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


9/15/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

9/9/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


UNKNOWN 
Not reported 
FUEL DEPOT 
WETLANDS 
TANK FARM 
FORMER 
AST 

UST 

PIPE 


3-0018952 / RAONR 
Not reported 
WALTHAM 
11/11/1999 

TWO HR 

03/15/2002 

Not reported 


Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


RNF 

Reportable Release under MGL 21E 
1/10/2000 

Not reported 


Immediate Response Action 
Written Plan Received 
1/21/2000 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
11/11/1999 

Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
11/11/1999 

Not reported 
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5105043442 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


SHELL PRODUCT DIST PLANT FMR (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Chemicals: 
Chemical: 


EDR ID Number 


Database(s) EPA ID Number 


5105043442 


А Notice sent to а Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


12/16/1999 
Not reported 


Tier Classification 
Tier 2 Extension 
12/22/2003 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
3/15/2002 

Not reported 


Tier Classification 
Tier 2 Classification 
3/15/2002 

Not reported 


Tier Classification 

Revised Statement or Transmittal Received 
3/15/2002 

Not reported 


Tier Classification 
Legal Notice Published 
4/1/2002 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
6/8/2000 

Not reported 


Immediate Response Action 
Completion Statement Received 
6/8/2000 

Not reported 


Tier Classification 


RTN Linked to TCLASS Via IRA Completion Statement 


6/8/2000 
Not reported 


Tier Classification 
Tier 2 Classification 
8/1/1997 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
8/1/1997 

Not reported 


WASTE OIL 
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Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation — Site 


SHELL PRODUCT DIST PLANT FMR (Continued) 


Quantity: 100 gallons 
Chemical: PETROLEUM 
Quantity: 10 gallons 
Location Type: COMMERCIAL 
Source: SEPARATOR 


Release Tracking Number/Current Status: 


3-0020538 / RAONR 


Primary ID: Not reported 
Official City: WALTHAM 
Notification: 03/15/2001 
Category: 120 DY 
Status Date: 03/15/2002 
Phase: PHASE II 


Response Action Outcome: 
Oil / Haz Material Type: 


Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Release Abatement Measure 
Action Status: Written Plan Received 
Action Date: 11/27/2001 
Response Action Outcome: Not reported 


Action Type: Release Abatement Measure 

Action Status: Fee Received - FMCRA Use Only 
Action Date: 11/29/2001 

Response Action Outcome: Not reported 

Action Type: RNF 

Action Status: Reportable Release under MGL 21E 
Action Date: 3/15/2001 


Response Action Outcome: 


Not reported 


Action Type: Release Disposition 

Action Status: Reportable Release under MGL 21E 
Action Date: 3/15/2001 

Response Action Outcome: Not reported 

Action Type: Phase 1 

Action Status: Completion Statement Received 
Action Date: 3/15/2002 


Response Action Outcome: 


Not reported 


Action Type: RAO Not Required 
Action Status: Linked to a Tier Classified Site 
Action Date: 3/15/2002 


Response Action Outcome: 


Not reported 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 5/15/2002 


Response Action Outcome: 


Not reported 


Action Type: Release Abatement Measure 
Action Status: Completion Statement Received 
Action Date: 8/19/2002 


EDR ID Number 


Database(s) EPA ID Number 


5105043442 


ТС5505005.25 Раде 103 


Map ID 
Direction 
Distance 


Elevation 


B22 
ENE 
« 1/8 


0.048 mi. 


255 ft. 


Relative: 
Higher 


Actual: 
58 ft. 


MAP FINDINGS 


Site 


Database(s) 


SHELL PRODUCT DIST PLANT FMR (Continued) 


Response Action Outcome: 


Not reported 


EDR ID Number 


EPA ID Number 


5105043442 


Action Туре: А Notice sent to а Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 9/5/2001 
Response Action Outcome: Not reported 
Chemicals: 
Chemical: BENZO[AJANTHRACENE 
Quantity: 3.2 milligrams per kilogram 
Chemical: LEAD 
Quantity: 29000 milligrams per kilogram 
Chemical: BARIUM 
Quantity: 3780 milligrams per kilogram 
Chemical: TPH 
Quantity: 4700 milligrams per kilogram 
Chemical: DIBENZO[A,HJANTHRACENE 
Quantity: 1.9 milligrams per kilogram 
Chemical: BENZO[B]FLUORANTHENE 
Quantity: 8.8 milligrams per kilogram 
Chemical: BENZO[A]PYRENE 
Quantity: 2.8 milligrams per kilogram 
SHELL OIL COMPAY NY MANIFEST 


313 WAVERLY OAKS RD 
WALTHAM, MA 02154 


Site 4 of 5 in cluster B 


NY MANIFEST: 
Country: 
EPA ID: 
Facility Status: 
Location Address 1: 
Code: 
Location Address 2: 
Total Tanks: 
Location City: 
Location State: 
Location Zip: 
Location Zip 4: 


NY MANIFEST: 
EPAID: 
Mailing Name: 
Mailing Contact: 
Mailing Address 1: 
Mailing Address 2: 
Mailing City: 
Mailing State: 
Mailing Zip: 
Mailing Zip 4: 
Mailing Country: 
Mailing Phone: 


NY MANIFEST: 
Document ID: 


USA 
MAD000769646 
Not reported 
313 WAVERLY OAKS ROAD 
BP 

Not reported 
Not reported 
WALTHAM 

MA 

02154 

Not reported 


MAD000769646 
SHELL OIL COMPAY 
SHELL OIL COMPAY 
313 WAVERLY OAKS ROAD 
Not reported 
WALTHAM 

MA 

02154 

Not reported 

USA 

6178918025 


NYB1878534 


$119069533 
N/A 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
SHELL OIL COMPAY (Continued) $119069533 
Manifest Status: C 
Seq: Not reported 
Year: 1990 
Trans1 State ID: TT80496PA 
Trans2 State ID: Not reported 
Generator Ship Date: 01/02/1990 
Trans1 Recv Date: 01/02/1990 
Trans2 Recv Date: LI 
TSD Site Recv Date: 01/03/1990 
Part A Recv Date: 01/09/1990 
Part B Recv Date: 01/11/1990 
Generator EPA ID: MAD000769646 
Trans1 EPA ID: NYD088658646 
Trans2 EPA ID: Not reported 
TSDF ID 1: NYD080336241 
TSDF ID 2: Not reported 
Manifest Tracking Number: Not reported 
Import Indicator: Not reported 
Export Indicator: Not reported 
Discr Quantity Indicator: Not reported 
Discr Type Indicator: Not reported 
Discr Residue Indicator: Not reported 
Discr Partial Reject Indicator: Not reported 
Discr Full Reject Indicator: Not reported 
Manifest Ref Number: Not reported 
Alt Facility RCRA ID: Not reported 
Alt Facility Sign Date: Not reported 
MGMT Method Type Code: Not reported 
Waste Code: D001 - NON-LISTED IGNITABLE WASTES 
Waste Code: Not reported 
Waste Code: Not reported 
Waste Code: Not reported 
Waste Code: Not reported 
Waste Code: Not reported 
Quantity: 04000 
Units: P - Pounds 
Number of Containers: 008 
Container Type: DM - Metal drums, barrels 
Handling Method: B Incineration, heat recovery, burning. 
Specific Gravity: 100 
Click this hyperlink while viewing on your computer to access 
-1 additional NY MANIFEST: record(s) in the EDR Site Report. 
B23 DUFFY ASSOCIATES MAUST 1000287804 
ENE 313 WAVERLY OAKS RD RCRA NonGen /NLR MAD000769646 
« 1/8 WALTHAM, MA 02154 
0.048 mi. 
255 ft. Site 5 of 5 in cluster B 
Relative: UST: 
Higher " 
Facility: 
Actual: Facility ID: 11240 
PE Owner Id: 6092 
Owner: MOTIVA ENTERPRISES LLC 
Owner Address: 7300 W FRIENDLY AVE MS F-76 
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Map ID 
Direction 
Distance 
Elevation — Site 


| MAP FINDINGS 


DUFFY ASSOCIATES (Continued) 


Owner City, St,Zip: GREENSBORO, NC 27420 
Telephone: Not reported 

Description: Retail Motor Vehicle Fuel 
Facility address 2: Not reported 

Owner address 2: Not reported 

Latitude: Not reported 

Longitude: Not reported 

Contact name: Pete Pugnale 

Contact address1: PO Box 3820 

Contact address2: Not reported 

Contact city: Manhattan Beach 
Contact state: CA 

Contact zip: 90266 

Contact email: ppugnale@fastechus.com 
Update: 1999-03-25 00:00:00 
Update by: Not reported 

Fac status: CLOSED 

Facility ID: 11240 

Owner Id: 6092 

Owner: MOTIVA ENTERPRISES LLC 
Owner Address: 7300 W FRIENDLY AVE MS F-76 
Owner City,St,Zip: GREENSBORO, NC 27420 
Telephone: Not reported 

Description: Retail Motor Vehicle Fuel 
Facility address 2: Not reported 

Owner address 2: Not reported 

Latitude: Not reported 

Longitude: Not reported 

Contact name: Pete Pugnale 

Contact address1: PO Box 3820 

Contact address2: Not reported 

Contact city: Manhattan Beach 
Contact state: CA 

Contact zip: 90266 

Contact email: ppugnale@fastechus.com 
Update: 1999-03-25 00:00:00 
Update by: Not reported 

Fac status: CLOSED 

Tank ID: 1 

Tank Status: Tank Removed 

Status Date: Not reported 

Date Installed: 04/02/1971 

Capacity: 1000.00000 

Contents: Diesel 

Tank Usage: Not reported 

Tank Leak Detection: Not reported 

Pipe Leak Detection: Not reported 

Latitude: Not reported 

Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 

Ptype: Not reported 

Number of compartment: Not reported 

Pipe install date: Not reported 


Database(s) 


EDR ID Number 


EPA ID Number 


1000287804 
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Map ID | MAP FINDINGS 


Direction 
Distance 
Elevation — Site 


DUFFY ASSOCIATES (Continued) 
Pipe leak install date: Not reported 


Submersible sump: N 
Submersible sump install date: Not reported 
Turbine sump: N 
Turbine sump sensor: М 
Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

Tank ID: 10 

Tank Status: Tank Removed 
Status Date: 01/30/1986 

Date Installed: 04/01/1961 
Capacity: 1000.00000 
Contents: Diesel 

Tank Usage: Not reported 


Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 


Latitude: Not reported 
Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

Tank ID: 11 

Tank Status: Tank Removed 
Status Date: Not reported 

Date Installed: 04/01/1976 
Capacity: 1000.00000 
Contents: Diesel 

Tank Usage: Not reported 


Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1000287804 
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Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation — Site 


DUFFY ASSOCIATES (Continued) 


Latitude: Not reported 
Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

Tank ID: 2 

Tank Status: Tank Removed 
Status Date: Not reported 

Date Installed: 04/02/1971 
Capacity: 1000.00000 
Contents: Gasoline 

Tank Usage: Not reported 


Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 


Latitude: Not reported 
Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

Tank ID: 3 

Tank Status: Tank Removed 


EDR ID Number 


Database(s) EPA ID Number 


1000287804 
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Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation — Site 


DUFFY ASSOCIATES (Continued) 


Status Date: Not reported 
Date Installed: 04/01/1976 
Capacity: 1000.00000 
Contents: Gasoline 
Tank Usage: Not reported 


Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 


Latitude: Not reported 
Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: N 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

Tank ID: 4 

Tank Status: Tank Removed 
Status Date: Not reported 

Date Installed: 04/02/1971 
Capacity: 1000.00000 
Contents: Kerosene 

Tank Usage: Not reported 


Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 


Latitude: Not reported 
Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1000287804 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


DUFFY ASSOCIATES (Continued) 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

Tank ID: 6 

Tank Status: Tank Removed 
Status Date: Not reported 

Date Installed: 04/02/1971 
Capacity: 1000.00000 
Contents: Gasoline 

Tank Usage: Not reported 


Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 


Latitude: Not reported 
Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

Tank ID: if 

Tank Status: Tank Removed 
Status Date: Not reported 

Date Installed: 04/02/1971 
Capacity: 1000.00000 
Contents: Kerosene 

Tank Usage: Not reported 


Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 


Latitude: Not reported 
Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 


EDR ID Number 


Database(s) EPA ID Number 


1000287804 


TC5505005.2s Page 110 


Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation — Site 


DUFFY ASSOCIATES (Continued) 


Turbine sump sensor: М 

Intermediate sump: N 

Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

Tank ID: 9 

Tank Status: Tank Removed 
Status Date: Not reported 

Date Installed: 04/01/1976 
Capacity: 500.00000 
Contents: Gasoline 

Tank Usage: Not reported 


Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 


Latitude: Not reported 
Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 
Leak corrosion type: Not reported 


RCRA NonGen / NLR: 
Date form received by agency: 02/21/1992 


Facility name: DUFFY ASSOCIATES 

Site name: SHELL OIL CO 

Facility address: 313 WAVERLY OAKS RD 
WALTHAM, MA 02154-0000 

EPA ID: MAD000769646 

Mailing address: 320 INTERSTATE NORTH PKWY 
ATLANTA, GA 30339-0000 

Contact: ANN E CAHILL 

Contact address: Not reported 
Not reported 

Contact country: US 

Contact telephone: 404-955-4961 


EDR ID Number 


Database(s) EPA ID Number 


1000287804 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


Contact email: 
EPA Region: 
Land type: 
Classification: 
Description: 


Owner/Operator Summary: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Handler Activities Summary: 


Database(s) 


DUFFY ASSOCIATES (Continued) 


Not reported 

01 

Private 

Non-Generator 

Handler: Non-Generators do not presently generate hazardous waste 


DUFFY ASOCIATES 
411 WAVERLY OAKS RD 
WALTHAM, MA 02154 
US 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Operator 

03/01/1990 
05/15/2000 


SHELL OIL COMPANY 
411 WAVERLY OAKS RD 
WALTHAM, MA 02154 
US 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Owner 

10/16/2004 

Not reported 


U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: 


No 


Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 


Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 


Historical Generators: 


Date form received by agency: 07/30/1980 


Site name: 
Classification: 


Waste code: 


DUFFY ASSOCIATES 
Not a generator, verified 


D001 


EDR ID Number 


EPA ID Number 


1000287804 
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Map ID 
Direction 
Distance 


Elevation 


D24 
East 
« 1/8 


0.077 mi. 


406 ft. 
Relative: 
Lower 


Actual: 
48 ft. 


MAP FINDINGS 


DUFFY ASSOCIATES (Continued) 


Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Evaluation Action Summary: 


Evaluation date: 
Evaluation: 

Area of violation: 

Date achieved compliance: 
Evaluation lead agency: 


Evaluation date: 
Evaluation: 

Area of violation: 

Date achieved compliance: 
Evaluation lead agency: 


EDR ID Number 


Database(s) EPA ID Number 


1000287804 


IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 
LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 

FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 

WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


K049 
SLOP OIL EMULSION SOLIDS FROM THE PETROLEUM REFINING INDUSTRY 


K051 
API SEPARATOR SLUDGE FROM THE PETROLEUM REFINING INDUSTRY 


K052 
TANK BOTTOMS (LEADED) FROM THE PETROLEUM REFINING INDUSTRY 


Facility Has Received Notices of Violations: 


Not reported 
Generators - General 
03/06/1990 
05/01/1990 

State 

WRITTEN INFORMAL 
03/21/1990 

Not reported 

Not reported 

State 

Not reported 

Not reported 

Not reported 


05/01/1990 

COMPLIANCE SCHEDULE EVALUATION 
Not reported 

Not reported 

State 


03/06/1990 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
Generators - General 

05/01/1990 

State 


XEROX REPRODUCTION CENTER 
135 BEAVER ST 
WALTHAM, MA 02154 


RCRA NonGen/ NLR 1000344196 
FINDS MAD981208226 
ECHO 


Site 1 of 4 in cluster D 


RCRA NonGen / NLR: 
Date form received by agency: 09/25/1986 
Facility name: XEROX REPRODUCTION CENTER 
Facility address: 135 BEAVER ST 
WALTHAM, MA 02154 
MAD981208226 
LORIE ZINZMISTER 


EPA ID: 
Contact: 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 
XEROX REPRODUCTION CENTER (Continued) 1000344196 
Contact address: 135 BEAVER ST 
WALTHAM, MA 02154 

Contact country: US 

Contact telephone: 617-891-5619 

Contact email: Not reported 

EPA Region: 01 

Land type: Private 

Classification: Non-Generator 

Description: Handler: Non-Generators do not presently generate hazardous waste 


Owner/Operator Summary: 


Owner/operator name: XEROX REPRODUCTION CENTER 

Owner/operator address: 135 BEAVER ST 
WALTHAM, MA 02154 

Owner/operator country: US 

Owner/operator telephone: Not reported 

Owner/operator email: Not reported 

Owner/operator fax: Not reported 

Owner/operator extension: Not reported 

Legal status: Private 

Owner/Operator Type: Operator 

Owner/Op start date: 03/01/1990 

Owner/Op end date: 06/03/1991 

Owner/operator name: XEROX CORP 

Owner/operator address: 135 BEAVER ST 
WALTHAM, MA 02154 

Owner/operator country: US 

Owner/operator telephone: Not reported 

Owner/operator email: Not reported 

Owner/operator fax: Not reported 

Owner/operator extension: Not reported 

Legal status: Private 

Owner/Operator Type: Owner 

Owner/Op start date: 10/16/2004 

Owner/Op end date: Not reported 


Handler Activities Summary: 
U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: No 
Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 
Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 
Waste code: D003 
Waste name: A MATERIAL IS CONSIDERED TO BE A REACTIVE HAZARDOUS WASTE IF IT IS 
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Map ID 
Direction 
Distance 


Elevation 


Waste code: 
Waste name: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Evaluation Action Summary: 


Evaluation date: 
Evaluation: 

Area of violation: 

Date achieved compliance: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
XEROX REPRODUCTION CENTER (Continued) 1000344196 


NORMALLY UNSTABLE, REACTS VIOLENTLY WITH WATER, GENERATES TOXIC GASES 
WHEN EXPOSED TO WATER OR CORROSIVE MATERIALS, OR IF IT IS CAPABLE OF 
DETONATION OR EXPLOSION WHEN EXPOSED TO HEAT OR A FLAME. ONE EXAMPLE 
OF SUCH WASTE WOULD BY WASTE GUNPOWDER. 


D011 
SILVER 


Facility Has Received Notices of Violations: 


SR-332 

Generators - General 
06/26/1986 
05/06/1987 

State 

WRITTEN INFORMAL 
07/14/1986 

Not reported 

Not reported 

State 

Not reported 

Not reported 

Not reported 


SR - 21C section 5 
Generators - General 
06/26/1986 
05/06/1987 

State 

WRITTEN INFORMAL 
07/14/1986 

Not reported 

Not reported 

State 

Not reported 

Not reported 

Not reported 


SR - 340 

Generators - General 
06/26/1986 
05/06/1987 

State 

WRITTEN INFORMAL 
07/14/1986 

Not reported 

Not reported 

State 

Not reported 

Not reported 

Not reported 


05/06/1987 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
Not reported 

Not reported 
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Map ID 
Direction 
Distance 


Elevation 


25 
ENE 
< 1/8 


0.083 mi. 


439 ft. 


Relative: 


Higher 


Actual: 
65 ft. 


Site 


MAP FINDINGS 


EDR ID Number 
Database(s) EPA ID Number 


XEROX REPRODUCTION CENTER (Continued) 1000344196 


Evaluation lead agency: 


Evaluation date: 
Evaluation: 
Area of violation: 


Date achieved compliance: 


Evaluation lead agency: 


FINDS: 


Registry ID: 


State 


06/26/1986 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
Generators - General 

05/06/1987 

State 


110006503382 


Environmental Interest/Information System 
RCRAInfo is a national information system that supports the Resource 
Conservation and Recovery Act (RCRA) program through the tracking of 
events and activities related to facilities that generate, transport, 
and treat, store, or dispose of hazardous waste. RCRAInfo allows RCRA 
program staff to track the notification, permit, compliance, and 
corrective action activities required under RCRA. 


ink while viewing on your computer to access 


additional FINDS: detail in the EDR Site Report. 


ECHO: 


Envid: 
Registry ID: 
DFR URL: 


1000344196 
110006503382 
http://echo.epa.gov/detailed-facility-report?fid=1 10006503382 


PEIRCE BROTHERS OIL SERVICE INC RCRA NonGen/ NLR 1000354286 
329 WAVERLEY OAKS RD BOX 327 FINDS MAD062187455 
WALTHAM, MA 02254 


RCRA NonGen / NLR: 
Date form received by agency: 08/14/1980 


Facility name: 
Facility address: 


EPA ID: 
Contact: 
Contact address: 


Contact country: 
Contact telephone: 
Contact email: 
EPA Region: 

Land type: 
Classification: 
Description: 


Owner/Operator Summary: 


Owner/operator name: 


Owner/operator address: 


Owner/operator country: 


ECHO 


PEIRCE BROTHERS OIL SERVICE INC 
329 WAVERLEY OAKS RD BOX 327 
WALTHAM, MA 02254 

MAD062187455 

WALTER-L PEIRCE 

329 WAVERLEY OAKS RD BOX 327 
WALTHAM, MA 02254 

US 

617-894-0251 

Not reported 

01 

Private 

Non-Generator 

Handler: Non-Generators do not presently generate hazardous waste 


PEIRCE BROS OIL SERVICE INC 
329 WAVERLEY OAKS RD BOX 327 
WALTHAM, MA 02254 

US 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


PEIRCE BROTHERS OIL SERVICE INC (Continued) 


Owner/operator telephone: 
Owner/operator email: 
Owner/operator fax: 
Owner/operator extension: 
Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 
Owner/operator telephone: 
Owner/operator email: 
Owner/operator fax: 
Owner/operator extension: 
Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Handler Activities Summary: 
U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: 


Not reported 
Not reported 
Not reported 
Not reported 
Private 
Owner 
10/16/2004 
Not reported 


PEIRCE BROTHERS OIL SERVICE IN 
329 WAVERLEY OAKS RD BOX 327 
WALTHAM, MA 02254 

US 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Operator 

03/01/1990 

11/10/1995 


No 


Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 


Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 


Historical Generators: 
Date form received by agency: 08/14/1980 


Site name: 
Classification: 


PEIRCE BROTHERS OIL SERVICE INC 
Not a generator, verified 


Facility Has Received Notices of Violations: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Not reported 
Generators - General 
02/13/1985 
02/13/1990 

State 

WRITTEN INFORMAL 
02/26/1985 

Not reported 

Not reported 

State 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1000354286 
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Map ID | МАР FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
PEIRCE BROTHERS OIL SERVICE INC (Continued) 1000354286 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Evaluation Action Summary: 
Evaluation date: 
Evaluation: 

Area of violation: 
Date achieved compliance: 
Evaluation lead agency: 


Evaluation date: 
Evaluation: 

Area of violation: 

Date achieved compliance: 
Evaluation lead agency: 


FINDS: 


Registry ID: 


Not reported 
Not reported 


Not reported 
Generators - General 
02/13/1985 
03/29/1985 

State 

WRITTEN INFORMAL 
02/26/1985 

Not reported 

Not reported 

State 

Not reported 

Not reported 

Not reported 


02/13/1985 


COMPLIANCE EVALUATION INSPECTION ON-SITE 


Generators - General 
02/13/1990 
State 


02/13/1985 


COMPLIANCE EVALUATION INSPECTION ON-SITE 


Generators - General 
03/29/1985 
State 


110006501669 


Environmental Interest/Information System 


RCRAInfo is a national information system that supports the Resource 
Conservation and Recovery Act (RCRA) program through the tracking of 
events and activities related to facilities that generate, transport, 

and treat, store, or dispose of hazardous waste. RCRAInfo allows RCRA 
program staff to track the notification, permit, compliance, and 

corrective action activities required under RCRA. 


Click this hyperlink while viewing on your computer to access 
additional FINDS: detail in the EDR Site Report. 


ECHO: 
Envid: 1000354286 
Registry ID: 110006501669 
DFR URL: http://echo.epa.gov/detailed-facility-report?fid=1 10006501669 
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Map ID 
Direction 
Distance 


Elevation 


26 
SE 
< 1/8 


0.095 mi. 


503 ft. 
Relative: 
Lower 


Actual: 
42 ft. 


Site 


MAP FINDINGS 


NO LOCATION AID 
110 BEAVER ST 
WALTHAM, MA 02453 


SHWS: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 


Database(s) 


MA SHWS 
MA INST CONTROL 
MA RELEASE 


3-0017779 / RAO 
WALTHAM 

12/22/1998 

120 DY 

Not reported 

Response Action Outcome 
10/28/1999 

PHASE III 


Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


C19 THRU C36 ALIPHATIC HYDROCARBONS 
2600 milligrams per kilogram 
BENZO[AJANTHRACENE 

2.35 milligrams per kilogram 

C11 THRU C22 AROMATIC HYDROCARBONS 
217 milligrams per kilogram 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 
10/28/1999 

Not reported 


Phase 2 

Completion Statement Received 
10/28/1999 

Not reported 


Response Action Outcome - RAO 
RAO Statement Received 
10/28/1999 

Not reported 


An activity type that is related to an Audit 
NAFNVD 

10/6/2005 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
12/22/1998 

Not reported 


RNF 

Reportable Release under MGL 21E 
12/22/1998 

Not reported 
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EDR ID Number 
EPA ID Number 


5103546203 
МА 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 

Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


EDR ID Number 
Database(s) EPA ID Number 


5103546203 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
5/18/1999 

Not reported 


Response Action Outcome - RAO 
Level I - Technical Screen Audit 
6/27/2002 

Not reported 


Activity and Use Limitation 
Level II - Audit Inspection 
8/17/2005 

Not reported 


3-0002923 / RAO 

WALTHAM 

07/15/1990 

NONE 

3-0002923 

Response Action Outcome 

10/28/1999 

PHASE III 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Not reported 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


UNKNOWN 
Not reported 


Release Abatement Measure 

Written Plan Received 

10/20/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

10/27/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

10/28/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
NO LOCATION AID (Continued) $103546203 
Action Type: Phase 2 
Action Status: Completion Statement Received 
Action Date: 10/28/1999 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

10/28/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFNVD 

10/6/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


TREGS 

WAVREC 

11/20/1989 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 

12/17/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Scope of Work Received 

2/26/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

2/26/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

3/15/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Compliance and Enforcement Action 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


EDR ID Number 
Database(s) EPA ID Number 


5103546203 


Interim Deadline Letter Issued 

4/10/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


TREGS 

WAVSIG 

4/20/1990 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


TREGS 

WAVACC 

5/23/1990 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Valid Transition Site 

5/23/1990 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

6/27/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

6/28/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level II - Audit Inspection 

8/17/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDD1U 

8/17/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


TREGS 
LSPFA 
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Map ID | 
Direction 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 

Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
5103546203 
8/7/1998 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Classification 

8/7/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Transmittal, Notice, or Notification Received 

8/7/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 

Completion Statement Received 

8/7/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Scope of Work Received 

9/30/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


3-0018647 / RAO 

WALTHAM 

09/14/1999 

120 DY 

Not reported 

Response Action Outcome 

10/28/1999 

PHASE III 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 


PCB 
26.1 milligrams per kilogram 


Phase 2 
Completion Statement Received 
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Map ID | 
Direction 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
5103546203 
10/28/1999 


А permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

10/28/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

10/28/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFNVD 

10/6/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/6/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
2/29/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

6/27/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level II - Audit Inspection 

8/17/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 


Reportable Release under MGL 21E 
9/14/1999 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 

Source: 


EDR ID Number 
Database(s) EPA ID Number 


5103546203 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

9/14/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


3-0017435 / RAONR 
WALTHAM 
10/14/1998 

TWO HR 

Not reported 
Response Action Outcome Not Required 
12/17/1998 

Not reported 
Hazardous Material 
INDUSTRIAL 

FLR SUMP 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


CYANIDE 
2400 milligrams per kilogram 


Release Disposition 

Reportable Release under MGL 21E 
10/14/1998 

Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
10/29/1998 

Not reported 


RLFA 
FOLOFF 
10/29/1998 
Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
11/24/1998 

Not reported 


RNF 

Reportable Release under MGL 21E 
12/17/1998 

Not reported 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


INST CONTROL: 
Release Tracking Number: 
Action Type: 
Action Stat: 
Action Date: 
Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 


3-0017779 
AUL 
RECPT 
10/28/1999 


3-0017779 
AUL 
SNAUDI 
08/17/2005 


3-0018647 
AUL 
RECPT 
10/28/1999 


Immediate Response Action 
Completion Statement Received 
12/17/1998 

Not reported 


Tier Classification 


Database(s) 


EDR ID Number 
EPA ID Number 


5103546203 


RTN Linked to TCLASS Via IRA Completion Statement 


12/17/1998 
Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
12/17/1998 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
8/7/1998 

Not reported 


Tier Classification 
Tier 2 Classification 
8/7/1998 

Not reported 


A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0018647 
AUL 
SNAUDI 
08/17/2005 


A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0002923 
AUL 
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Map ID 
Direction 
Distance 


Elevation 


Site 


NO LOCATION AID (Continued) 


MAP FINDINGS 


Action Stat: 
Action Date: 
Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 3-0002923 / RAO 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 


Database(s) EPA ID Number 


5103546203 


RECPT 

10/27/1999 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0002923 

AUL 

SNAUDI 

08/17/2005 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0002923 

WALTHAM 

07/15/1990 

NONE 

10/28/1999 

PHASE III 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Not reported 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Abatement Measure 

Written Plan Received 

10/20/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

10/27/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

10/28/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Completion Statement Received 

10/28/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


5103546203 


been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

10/28/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFNVD 

10/6/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


TREGS 

WAVREC 

11/20/1989 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 

12/17/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Scope of Work Received 

2/26/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

2/26/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

3/15/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Compliance and Enforcement Action 

Interim Deadline Letter Issued 

4/10/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
NO LOCATION AID (Continued) $103546203 
Action Type: TREGS 
Action Status: WAVSIG 
Action Date: 4/20/1990 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


TREGS 

WAVACC 

5/23/1990 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Valid Transition Site 

5/23/1990 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Level | - Technical Screen Audit 

6/27/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

6/28/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level II - Audit Inspection 

8/17/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDD1U 

8/17/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


TREGS 

LSPFA 

8/7/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) ЕРА ID Number 
NO LOCATION AID (Continued) $103546203 


Action Status: 
Action Date: 
Response Action Outcome: 


Tier 2 Classification 

8/7/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Tier Classification 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 8/7/1998 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Phase 1 
Action Status: Completion Statement Received 
Action Date: 8/7/1998 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Phase 2 
Action Status: Scope of Work Received 
Action Date: 9/30/1998 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Chemicals: 
Chemical: UNKNOWN 
Quantity: Not reported 
Release Tracking Number/Current Status: 3-0017435 / RAONR 
Primary ID: Not reported 
Official City: WALTHAM 
Notification: 10/14/1998 
Category: TWO HR 
Status Date: 12/17/1998 
Phase: Not reported 


Response Action Outcome: 
Oil / Haz Material Type: 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 10/14/1998 
Response Action Outcome: Not reported 


Action Type: Immediate Response Action 
Action Status: Oral Approval of Plan or Action 
Action Date: 10/29/1998 

Response Action Outcome: Not reported 

Action Type: RLFA 

Action Status: FOLOFF 
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Map ID | 
Direction 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Location Type: 
Source: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 

Oil / Haz Material Type: 


MAP FINDINGS 

Database(s) 
10/29/1998 
Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 


A MassDEP piece of correspondence was issued (approvals, 


11/24/1998 
Not reported 


RNF 

Reportable Release under MGL 21E 
12/17/1998 

Not reported 


Immediate Response Action 
Completion Statement Received 
12/17/1998 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
12/17/1998 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
12/17/1998 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
8/7/1998 

Not reported 


Tier Classification 
Tier 2 Classification 
8/7/1998 

Not reported 


CYANIDE 

2400 milligrams per kilogram 
INDUSTRIAL 

FLR SUMP 


3-0017779 / RAO 
Not reported 
WALTHAM 
12/22/1998 

120 DY 
10/28/1999 
PHASE III 


Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


EDR ID Number 
EPA ID Number 


5103546203 


NORS, etc. 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 


Elevation — Site 


NO LOCATION AID (Continued) 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Release Tracking Number/Current Status: 
Primary ID: 


Database(s) 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 
10/28/1999 

Not reported 


Phase 2 

Completion Statement Received 
10/28/1999 

Not reported 


Response Action Outcome - RAO 
RAO Statement Received 
10/28/1999 

Not reported 


An activity type that is related to an Audit 
NAFNVD 

10/6/2005 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
12/22/1998 

Not reported 


RNF 

Reportable Release under MGL 21E 
12/22/1998 

Not reported 


EDR ID Number 
EPA ID Number 


5103546203 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


5/18/1999 
Not reported 


Response Action Outcome - RAO 
Level I - Technical Screen Audit 
6/27/2002 

Not reported 


Activity and Use Limitation 
Level II - Audit Inspection 
8/17/2005 

Not reported 


C19 THRU C36 ALIPHATIC HYDROCARBONS 
2600 milligrams per kilogram 
BENZO[AJANTHRACENE 

2.35 milligrams per kilogram 

C11 THRU C22 AROMATIC HYDROCARBONS 
217 milligrams per kilogram 


3-0018647 / RAO 
Not reported 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
NO LOCATION AID (Continued) $103546203 
Official City: WALTHAM 
Notification: 09/14/1999 
Category: 120 DY 
Status Date: 10/28/1999 
Phase: PHASE III 


Response Action Outcome: 


Oil / Haz Material Type: 


A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Phase 2 
Action Status: Completion Statement Received 
Action Date: 10/28/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 10/28/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Activity and Use Limitation 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 10/28/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: An activity type that is related to an Audit 
Action Status: NAFNVD 
Action Date: 10/6/2005 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 12/6/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 2/29/2000 


Response Action Outcome: 


Action Type: 
Action Status: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 
Level | - Technical Screen Audit 
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Map ID 
Direction 
Distance 


Elevation 


D27 
East 
« 1/8 


0.116 mi. 


615 ft. 


Relative: 


Lower 


Actual: 
45 ft. 


Response Action Outcome: 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
NO LOCATION AID (Continued) 5103546203 
Action Date: 6/27/2002 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Activity and Use Limitation 
Action Status: Level II - Audit Inspection 
Action Date: 8/17/2005 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 9/14/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 9/14/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Chemicals: 
Chemical: PCB 
Quantity: 26.1 milligrams per kilogram 
LOCKHEED MARTIN ADVANCE ENERGY STORAGE RCRA-LQG 1018275498 
117 BEAVER ST FINDS MAC300101565 
WALTHAM, MA 02452 ECHO 


Site 2 of 4 in cluster D 
RCRA-LQG: 


Date form received by agency:01/20/2016 


Facility name: 
Facility address: 


EPA ID: 
Mailing address: 


Contact: 
Contact address: 


Contact country: 
Contact telephone: 
Telephone ext.: 
Contact email: 
EPA Region: 
Classification: 
Description: 


LOCKHEED MARTIN ADVANCE ENERGY STORAGE 

117 BEAVER ST 

WALTHAM, MA 02452 

MAC300101565 

61 MOULTON ST 

CAMBRIDGE, MA 02138-0000 

FRANK AIESI 

61 MOULTON ST 

CAMBRIDGE, MA 02138-0000 

US 

617-374-3797 

202 

FAIESI@IMCOENERGY.COM 

01 

Large Quantity Generator 

Handler: generates 1,000 kg or more of hazardous waste during any 
calendar month; or generates more than 1 kg of acutely hazardous waste 
during any calendar month; or generates more than 100 kg of any 
residue or contaminated soil, waste or other debris resulting from the 
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Map ID | МАР FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
LOCKHEED MARTIN ADVANCE ENERGY STORAGE (Continued) 1018275498 


cleanup of a spill, into or on any land or water, of acutely hazardous 

waste during any calendar month; or generates 1 kg or less of acutely 
hazardous waste during any calendar month, and accumulates more than 1 
kg of acutely hazardous waste at any time; or generates 100 kg or less 

of any residue or contaminated soil, waste or other debris resulting 

from the cleanup of a spill, into or on any land or water, of acutely 
hazardous waste during any calendar month, and accumulates more than 
100 kg of that material at any time 


Owner/Operator Summary: 


Owner/operator name: LOCKHEED MARTIN ADVANCE ENERGY STORAGE 

Owner/operator address: 61 MOULTON ST 
CAMBRIDGE, MA 02138 

Owner/operator country: US 

Owner/operator telephone: Not reported 

Owner/operator email: Not reported 

Owner/operator fax: Not reported 

Owner/operator extension: Not reported 

Legal status: Private 

Owner/Operator Type: Operator 

Owner/Op start date: 08/21/2014 

Owner/Op end date: Not reported 

Owner/operator name: DUFFY PROPERTIES 

Owner/operator address: 61 MOULTON ST 
CAMBRIDGE, MA 02138 

Owner/operator country: US 

Owner/operator telephone: Not reported 

Owner/operator email: Not reported 

Owner/operator fax: Not reported 

Owner/operator extension: Not reported 

Legal status: Private 

Owner/Operator Type: Owner 

Owner/Op start date: 04/05/2005 

Owner/Op end date: Not reported 


Handler Activities Summary: 
U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: No 
Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 
Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 
Waste code: D001 
Waste name: IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 


LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


EDR ID Number 
Database(s) EPA ID Number 


LOCKHEED MARTIN ADVANCE ENERGY STORAGE (Continued) 1018275498 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Violation Status: 


FINDS: 


CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 
FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 
WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


D002 

A WASTE WHICH HAS A PH OF LESS THAN 2 OR GREATER THAN 12.5 IS 
CONSIDERED TO BE A CORROSIVE HAZARDOUS WASTE. SODIUM HYDROXIDE, A 
CAUSTIC SOLUTION WITH A HIGH PH, IS OFTEN USED BY INDUSTRIES TO CLEAN 
OR DEGREASE PARTS. HYDROCHLORIC ACID, A SOLUTION WITH A LOW PH, IS 
USED BY MANY INDUSTRIES TO CLEAN METAL PARTS PRIOR TO PAINTING. WHEN 
THESE CAUSTIC OR ACID SOLUTIONS BECOME CONTAMINATED AND MUST BE 
DISPOSED, THE WASTE WOULD BE A CORROSIVE HAZARDOUS WASTE. 


D003 

A MATERIAL IS CONSIDERED TO BE A REACTIVE HAZARDOUS WASTE IF IT IS 
NORMALLY UNSTABLE, REACTS VIOLENTLY WITH WATER, GENERATES TOXIC GASES 
WHEN EXPOSED TO WATER OR CORROSIVE MATERIALS, OR IF IT IS CAPABLE OF 
DETONATION OR EXPLOSION WHEN EXPOSED TO HEAT OR A FLAME. ONE EXAMPLE 
OF SUCH WASTE WOULD BY WASTE GUNPOWDER. 


D007 
CHROMIUM 


F002 

THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 
METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 


F005 

THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: TOLUENE, METHYL ETHYL 
KETONE, CARBON DISULFIDE, ISOBUTANOL, PYRIDINE, BENZENE, 
2-ETHOXYETHANOL, AND 2-NITROPROPANE; ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF 
ONE OR MORE OF THE ABOVE NON-HALOGENATED SOLVENTS OR THOSE SOLVENTS 
LISTED IN F001, F002, OR F004; AND STILL BOTTOMS FROM THE RECOVERY OF 
THESE SPENT SOLVENTS AND SPENT SOLVENT MIXTURES. 


MAO1 
MAO1 


MA95 
MA95 


MA99 
MA99 


No violations found 
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Map ID 
Direction 
Distance 


Elevation 


D28 
East 
« 1/8 


0.116 mi. 


615 ft. 


Relative: 


Lower 


Actual: 
45 ft. 


| МАР FINDINGS 


EDR ID Number 
Site Database(s) EPA ID Number 


LOCKHEED MARTIN ADVANCE ENERGY STORAGE (Continued) 1018275498 
Registry ID: 110067530210 


Environmental Interest/Information System 
RCRAInfo is a national information system that supports the Resource 
Conservation and Recovery Act (RCRA) program through the tracking of 
events and activities related to facilities that generate, transport, 
and treat, store, or dispose of hazardous waste. RCRAInfo allows RCRA 
program staff to track the notification, permit, compliance, and 
corrective action activities required under RCRA. 


MA-EPICS - Massachussetts Environmental Protection Integrated Computer 


System 


ink while viewing on your computer to access 
additional FINDS: detail in the EDR Site Report. 


ECHO: 
Envid: 1018275498 
Registry ID: 110067530210 
DFR URL: http://echo.epa.gov/detailed-facility-report?fid=110067530210 
LOCKHEED MARTIN ADVANCE ENERGY STORAGE NJ MANIFEST 5122377390 
117 BEAVER ST N/A 


WALTHAM, MA 02452 


Site 3 of 4 in cluster D 


NJ MANIFEST: 
EPA Id: MAC300101565 
Mail Address: 61 MOULTON ST 
Mail City/State/Zip: CAMBRIDGE, MA 02138-0000 
Facility Phone: Not reported 
Emergency Phone: Not reported 
Contact: FRANK AIESI 
Comments: Not reported 
SIC Code: Not reported 
County: MA017 
Municipal: Not reported 
Previous EPA Id: Not reported 
Gen Flag: Not reported 
Trans Flag: Not reported 
TSDF Flag: Not reported 
Name Change: Not reported 
Date Change: Not reported 

Manifest: 
Manifest Number: 000858681VES 
EPA ID: MAC300101565 
Date Shipped: 3/16/2017 
TSDF EPA ID: NJD980536593 
Transporter EPA ID: NJD080631369 
Transporter 2 EPA ID: Not reported 
Transporter 3 EPA ID: Not reported 
Transporter 4 EPA ID: Not reported 
Transporter 5 EPA ID: Not reported 
Transporter 6 EPA ID: Not reported 
Transporter 7 EPA ID: Not reported 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 


Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
Generator EPA Facility Name: 
Transporter-1 EPA Facility Name: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 


Date Trans10 Transported Waste: 


Date TSDF Received Waste: 


Database(s) 


LOCKHEED MARTIN ADVANCE ENERGY STORAGE (Continued) 


Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

LOCKHEED MARTIN ADVANCED ENERGY STORAGE LLC 
VEOLIA ES TECHNICAL SOLUTIONS CORP 
VEOLIA ES TECHNICAL SOLUTIONS LLC 
Pounds 

Not reported 

3/16/2017 

1 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

3/29/2017 

Not reported 

Not reported 

CAMBRIDGE, MA 02138-0000 
Not reported 


000871384VES 
MAC300101565 
1/23/2017 
NJD980536593 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


EPA ID Number 


$122377390 
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Map ID 
Direction 
Distance 


Elevation 


D29 
East 
« 1/8 


0.119 mi. 


626 ft. 


Relative: 
Lower 


Actual: 
46 ft. 


| MAP FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
LOCKHEED MARTIN ADVANCE ENERGY STORAGE (Continued) 5122377390 
Generator EPA Facility Мате: LOCKHEED MARTIN ADVANCED ENERGY STORAGE LLC 
Transporter-1 EPA Facility Name: VEOLIA ES TECHNICAL SOLUTIONS CORP 
TSDF EPA Facility Name: VEOLIA ES TECHNICAL SOLUTIONS LLC 
QTY Units: Pounds 
Transporter SEQ ID: Not reported 
Transporter-1 Date: 1/23/2017 
Waste SEQ ID: 1 
Waste Type Code 2: Not reported 
Waste Type Code 3: Not reported 
Waste Type Code 4: Not reported 
Waste Type Code 5: Not reported 
Waste Type Code 6: Not reported 
Date Accepted: 1/27/2017 
Manifest Discrepancy Type: Not reported 
Data Entry Number: Not reported 
Was Load Rejected: CAMBRIDGE, MA 02138-0000 
Reason Load Was Rejected: Not reported 


CLEMATIS CORPORATION 
117 BEAVER ST 
WALTHAM, MA 02154 


Site 4 of 4 in cluster D 


SHWS: 
Release Tracking Number/Current Status: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Location Type: 
Source: 


MA SHWS 5102687013 
MA RELEASE N/A 
MA HW GEN 


3-0002692 / RAO 
WALTHAM 

01/15/1990 

NONE 

Not reported 

Response Action Outcome 
08/09/1996 

Not reported 

B1 - Remedial actions have not been conducted because a level of No 
Significant Risk exists. 

Not reported 

INDUSTRIAL 
COMMERCIAL 

RAILROAD 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 
Action Status: 


UNKNOWN 
Not reported 


Release Disposition 

Valid Transition Site 

1/15/1990 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 
RAO Statement Received 
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Map ID 
Direction 
Distance 


Elevation 


E30 
East 
1/8-1/4 


0.147 mi. 


774 ft. 


Relative: 


Lower 


Actual: 
51 ft. 


| MAP FINDINGS 


EDR ID Number 
Site Database(s) EPA ID Number 


CLEMATIS CORPORATION (Continued) 5102687013 


Action Date: 
Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil / Haz Material Type: 


8/9/1996 
Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


3-0002692 / RAO 

Not reported 

WALTHAM 

01/15/1990 

NONE 

08/09/1996 

Not reported 

B1 - Remedial actions have not been conducted because a level of No 
Significant Risk exists. 

Not reported 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Disposition 

Valid Transition Site 

1/15/1990 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

RAO Statement Received 

8/9/1996 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Chemicals: 
Chemical: UNKNOWN 
Quantity: Not reported 
Location Type: INDUSTRIAL 
Location Type: COMMERCIAL 
Source: RAILROAD 
HW GEN: 
EPA Id: MAC300101565 
RCRA Generator Status: LQG 
State Generator Status: VQG-MA 


ELECTRO PAINTERS INC 
97 BEAVER ST 
WALTHAM, MA 02154 
Site 1 of 2 in cluster E 


RCRA NonGen / NLR: 


Date form received by agency: 07/23/1986 


RCRA NonGen/ NLR 1000181359 
FINDS MAD981213002 


ECHO 


Facility name: ELECTRO PAINTERS INC 
Facility address: 97 BEAVER ST 

WALTHAM, MA 02154 
EPA ID: MAD981213002 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
ELECTRO PAINTERS INC (Continued) 1000181359 
Contact: JOHN LEE 
Contact address: 97 BEAVER ST 
WALTHAM, MA 02154 

Contact country: US 

Contact telephone: 617-894-4000 

Contact email: Not reported 

EPA Region: 01 

Classification: Non-Generator 

Description: Handler: Non-Generators do not presently generate hazardous waste 


Owner/Operator Summary: 


Owner/operator name: ELECTRO PAINTERS INC 

Owner/operator address: 97 BEAVER ST 
WALTHAM, MA 02154 

Owner/operator country: US 

Owner/operator telephone: Not reported 

Owner/operator email: Not reported 

Owner/operator fax: Not reported 

Owner/operator extension: Not reported 

Legal status: Private 

Owner/Operator Type: Operator 

Owner/Op start date: 12/08/1991 

Owner/Op end date: 02/20/1996 

Owner/operator name: ELECTRO PAINTERS INC 

Owner/operator address: 97 BEAVER ST 
WALTHAM, MA 02154 

Owner/operator country: US 

Owner/operator telephone: Not reported 

Owner/operator email: Not reported 

Owner/operator fax: Not reported 

Owner/operator extension: Not reported 

Legal status: Private 

Owner/Operator Type: Owner 

Owner/Op start date: 10/16/2004 

Owner/Op end date: Not reported 


Handler Activities Summary: 
U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: No 
Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 
Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 
Waste code: F003 
Waste name: THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: XYLENE, ACETONE, ETHYL 
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Map ID 
Direction 
Distance 


Elevation 


F31 
ESE 
1/8-1/4 


0.152 mi. 


800 ft. 


Relative: 


Lower 


Actual: 
53 ft. 


Site 


ELECTRO PAINTERS I 


Waste code: 
Waste name: 


Violation Status: 


FINDS: 


Registry ID: 


| MAP FINDINGS 


EDR ID Number 
Database(s) EPA ID Number 


NC (Continued) 1000181359 


ACETATE, ETHYL BENZENE, ETHYL ETHER, METHYL ISOBUTYL KETONE, N-BUTYL 
ALCOHOL, CYCLOHEXANONE, AND METHANOL; ALL SPENT SOLVENT 
MIXTURES/BLENDS CONTAINING, BEFORE USE, ONLY THE ABOVE SPENT 
NON-HALOGENATED SOLVENTS; AND ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, ONE OR MORE OF THE ABOVE NON-HALOGENATED 
SOLVENTS, AND, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR 
MORE OF THOSE SOLVENTS LISTED IN F001, F002, F004, AND F005, AND STILL 
BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND SPENT SOLVENT 
MIXTURES. 


U239 
BENZENE, DIMETHYL- (I, T) 


No violations found 


110006503578 


Environmental Interest/Information System 


RCRAInfo is a national information system that supports the Resource 
Conservation and Recovery Act (RCRA) program through the tracking of 
events and activities related to facilities that generate, transport, 

and treat, store, or dispose of hazardous waste. RCRAInfo allows RCRA 
program staff to track the notification, permit, compliance, and 

corrective action activities required under RCRA. 


MA-EPICS - Massachussetts Environmental Protection Integrated Computer 


System 


ink while viewing on your computer to access 
additional FINDS: detail in the EDR Site Report. 


ECHO: 
Envid: 1000181359 
Registry ID: 110006503578 
DFR URL: http://echo.epa.gov/detailed-facility-report?fid=1 10006503578 
GENOME THERAPEUTIC CORP RCRA-CESQG 1004717709 


100 BEAVER ST 
WALTHAM, MA 02453 


FINDS MAD985269836 
ECHO 


Site 1 of 12 in cluster F 


RCRA-CESQG: 


Date form received by agency: 02/24/1988 


Facility name: 
Facility address: 


EPA ID: 
Contact: 
Contact address: 


Contact country: 


Contact telephone: 


Contact email: 
EPA Region: 


BETAGEN CORP 

100 BEAVER ST 
WALTHAM, MA 02154 
MAD985269836 
MARTHA SHILLIDAY 
100 BEAVER ST 
WALTHAM, MA 02154 
US 

617-899-3400 

Not reported 

01 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


Classification: 
Description: 


Owner/Operator Summary: 
Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Handler Activities Summary: 


Database(s) 


GENOME THERAPEUTIC CORP (Continued) 


Conditionally Exempt Small Quantity Generator 

Handler: generates 100 kg or less of hazardous waste per calendar 
month, and accumulates 1000 kg or less of hazardous waste at any time; 
or generates 1 kg or less of acutely hazardous waste per calendar 
month, and accumulates at any time: 1 kg or less of acutely hazardous 
waste; or 100 kg or less of any residue or contaminated soil, waste or 
other debris resulting from the cleanup of a spill, into or on any 

land or water, of acutely hazardous waste; or generates 100 kg or less 
of any residue or contaminated soil, waste or other debris resulting 
from the cleanup of a spill, into or on any land or water, of acutely 
hazardous waste during any calendar month, and accumulates at any 
time: 1 kg or less of acutely hazardous waste; or 100 kg or less of 

any residue or contaminated soil, waste or other debris resulting from 
the cleanup of a spill, into or on any land or water, of acutely 
hazardous waste 


BETAGEN CORP 
100 BEAVER ST 
WALTHAM, MA 02154 
US 

Not reported 

Not reported 

Not reported 

Not reported 
Private 

Operator 
12/08/1991 

Not reported 


BETAGEN CORP 
100 BEAVER ST 
WALTHAM, MA 02154 
US 

Not reported 

Not reported 

Not reported 

Not reported 
Private 

Owner 
10/16/2004 

Not reported 


U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: 


No 


Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 


Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 


EDR ID Number 


EPA ID Number 


1004717709 
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Map ID 
Direction 
Distance 
Elevation — Site 


| МАР FINDINGS 


EDR ID Number 
Database(s) EPA ID Number 


GENOME THERAPEUTIC CORP (Continued) 1004717709 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 
Waste code: F001 
Waste name: THE FOLLOWING SPENT HALOGENATED SOLVENTS USED IN DEGREASING: 


Violation Status: 


FINDS: 


Registry ID: 


TETRACHLOROETHYLENE, TRICHLOROETHYLENE, METHYLENE CHLORIDE, 
1,1,1-TRICHLOROETHANE, CARBON TETRACHLORIDE, AND CHLORINATED 
FLUOROCARBONS; ALL SPENT SOLVENT MIXTURES/BLENDS USED IN DEGREASING 
CONTAINING, BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF 

ONE OR MORE OF THE ABOVE HALOGENATED SOLVENTS OR THOSE SOLVENTS LISTED 
IN F002, F004, AND F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE 

SPENT SOLVENTS AND SPENT SOLVENT MIXTURES. 


No violations found 


110009594457 


Environmental Interest/Information System 


Registry ID: 


RCRAInfo is a national information system that supports the Resource 
Conservation and Recovery Act (RCRA) program through the tracking of 
events and activities related to facilities that generate, transport, 

and treat, store, or dispose of hazardous waste. RCRAInfo allows RCRA 
program staff to track the notification, permit, compliance, and 

corrective action activities required under RCRA. 


MA-EPICS - Massachussetts Environmental Protection Integrated Computer 
System 


110006499869 


Environmental Interest/Information System 


Registry ID: 


RCRAInfo is a national information system that supports the Resource 
Conservation and Recovery Act (RCRA) program through the tracking of 
events and activities related to facilities that generate, transport, 

and treat, store, or dispose of hazardous waste. RCRAInfo allows RCRA 
program staff to track the notification, permit, compliance, and 

corrective action activities required under RCRA. 


110006813118 


Environmental Interest/Information System 


Registry ID: 


RCRAInfo is a national information system that supports the Resource 
Conservation and Recovery Act (RCRA) program through the tracking of 
events and activities related to facilities that generate, transport, 

and treat, store, or dispose of hazardous waste. RCRAInfo allows RCRA 
program staff to track the notification, permit, compliance, and 

corrective action activities required under RCRA. 


MA-EPICS - Massachussetts Environmental Protection Integrated Computer 
System 


110006814135 


Environmental Interest/Information System 


RCRAInfo is a national information system that supports the Resource 
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Map ID 
Direction 
Distance 


Elevation 


F32 
ESE 
1/8-1/4 


0.152 mi. 


800 ft. 


Relative: 


Lower 


Actual: 
53 ft. 


Site 


| МАР FINDINGS 


EDR ID Number 


Database(s) ЕРА ID Number 


GENOME THERAPEUTIC CORP (Continued) 


Registry ID: 


Conservation and Recovery Act (RCRA) program through the tracking of 
events and activities related to facilities that generate, transport, 

and treat, store, or dispose of hazardous waste. RCRAInfo allows RCRA 
program staff to track the notification, permit, compliance, and 

corrective action activities required under RCRA. 


MA-EPICS - Massachussetts Environmental Protection Integrated Computer 
System 


110009591085 


Environmental Interest/Information System 


ECHO: 
Envid: 
Registry ID: 
DFR URL: 


Envid: 
Registry ID: 
DFR URL: 


Envid: 
Registry ID: 
DFR URL: 


Envid: 
Registry ID: 
DFR URL: 


Envid: 
Registry ID: 
DFR URL: 


RCRAInfo is a national information system that supports the Resource 
Conservation and Recovery Act (RCRA) program through the tracking of 
events and activities related to facilities that generate, transport, 

and treat, store, or dispose of hazardous waste. RCRAInfo allows RCRA 
program staff to track the notification, permit, compliance, and 

corrective action activities required under RCRA. 


MA-EPICS - Massachussetts Environmental Protection Integrated Computer 


System 


ink while viewing on your computer to access 
additional FINDS: detail in the EDR Site Report. 


1004717709 
110009591085 


1004717709 


http://echo.epa.gov/detailed-facility-report?fid=1 10009591085 


1004717709 
110006499869 


http://echo.epa.gov/detailed-facility-report?fid=1 10006499869 


1004717709 
110006814135 


http://echo.epa.gov/detailed-facility-report?fid=1 10006814135 


1004717709 
110009594457 


http://echo.epa.gov/detailed-facility-report?fid=1 10009594457 


1004717709 
110006813118 


http://echo.epa.gov/detailed-facility-report?fid=1 10006813118 


EYEGATE PHARMACEUTICALS INC 


100 BEAVER ST 


WALTHAM, MA 02453 


RCRA NonGen/ NLR 1010318929 


FINDS MAC300006871 
ECHO 


NJ MANIFEST 


Site 2 of 12 in cluster F 


RCRA NonGen / NLR: 
Date form received by agency: 06/30/2013 


Facility name: 
Facility address: 


EYEGATE PHARMACEUTICALS INC 
100 BEAVER ST 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
EYEGATE PHARMACEUTICALS INC (Continued) 1010318929 
SUITE 200 
WALTHAM, MA 02453 
EPA ID: MAC300006871 
Contact: MARIANN KLOSIN 
Contact address: 100 BEAVER ST SUITE 200 
WALTHAM, MA 02453-0000 
Contact country: US 
Contact telephone: 781-788-8869 
Telephone ext.: 213 
Contact email: MKLOSIN@EYEGATEPHARMA.COM 
EPA Region: 01 
Classification: Non-Generator 
Description: Handler: Non-Generators do not presently generate hazardous waste 


Owner/Operator Summary: 


Owner/operator name: EYEGATE PHARMACEUTICALS INC 

Owner/operator address: 100 BEAVER ST SUITE 200 
WALTHAM, MA 02453 

Owner/operator country: US 

Owner/operator telephone: Not reported 

Owner/operator email: Not reported 

Owner/operator fax: Not reported 

Owner/operator extension: Not reported 

Legal status: Private 

Owner/Operator Type: Operator 

Owner/Op start date: 12/28/2004 

Owner/Op end date: Not reported 

Owner/operator name: ARE-MA REGION NO 9 LLC 

Owner/operator address: 100 BEAVER ST SUITE 200 
WALTHAM, MA 02453 

Owner/operator country: US 

Owner/operator telephone: Not reported 

Owner/operator email: Not reported 

Owner/operator fax: Not reported 

Owner/operator extension: Not reported 

Legal status: Private 

Owner/Operator Type: Owner 

Owner/Op start date: 03/15/2005 

Owner/Op end date: Not reported 


Handler Activities Summary: 
U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: No 
Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 
Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
EYEGATE PHARMACEUTICALS INC (Continued) 1010318929 
Used oil transporter: No 


Historical Generators: 
Date form received by agency: 11/15/2006 


Site name: EYEGATE PHARMACEUTICALS INC 
Classification: Small Quantity Generator 
Waste code: D001 
Waste name: IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 


LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 
FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 
WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


Waste code: D002 

Waste name: A WASTE WHICH HAS A PH OF LESS THAN 2 OR GREATER THAN 12.5 IS 
CONSIDERED TO BE A CORROSIVE HAZARDOUS WASTE. SODIUM HYDROXIDE, A 
CAUSTIC SOLUTION WITH A HIGH PH, IS OFTEN USED BY INDUSTRIES TO CLEAN 
OR DEGREASE PARTS. HYDROCHLORIC ACID, A SOLUTION WITH A LOW PH, IS 
USED BY MANY INDUSTRIES TO CLEAN METAL PARTS PRIOR TO PAINTING. WHEN 
THESE CAUSTIC OR ACID SOLUTIONS BECOME CONTAMINATED AND MUST BE 
DISPOSED, THE WASTE WOULD BE A CORROSIVE HAZARDOUS WASTE. 


Waste code: D003 

Waste name: A MATERIAL IS CONSIDERED TO BE A REACTIVE HAZARDOUS WASTE IF IT IS 
NORMALLY UNSTABLE, REACTS VIOLENTLY WITH WATER, GENERATES TOXIC GASES 
WHEN EXPOSED TO WATER OR CORROSIVE MATERIALS, OR IF IT IS CAPABLE OF 
DETONATION OR EXPLOSION WHEN EXPOSED TO HEAT OR A FLAME. ONE EXAMPLE 
OF SUCH WASTE WOULD BY WASTE GUNPOWDER. 


Waste code: D008 

Waste name: LEAD 

Waste code: D009 

Waste name: MERCURY 

Waste code: D011 

Waste name: SILVER 

Waste code: D018 

Waste name: BENZENE 

Waste code: D022 

Waste name: CHLOROFORM 

Waste code: D035 

Waste name: METHYL ETHYL KETONE 
Waste code: D038 

Waste name: PYRIDINE 

Waste code: D039 

Waste name: TETRACHLOROETHYLENE 
Waste code: F002 
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Map ID 
Direction 
Distance 


Elevation 


| МАР FINDINGS 


EDR ID Number 


Site Database(s) EPA ID Number 
EYEGATE PHARMACEUTICALS INC (Continued) 1010318929 

Waste name: THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 
METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 

Waste code: F003 

Waste name: THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: XYLENE, ACETONE, ETHYL 
ACETATE, ETHYL BENZENE, ETHYL ETHER, METHYL ISOBUTYL KETONE, N-BUTYL 
ALCOHOL, CYCLOHEXANONE, AND METHANOL; ALL SPENT SOLVENT 
MIXTURES/BLENDS CONTAINING, BEFORE USE, ONLY THE ABOVE SPENT 
NON-HALOGENATED SOLVENTS; AND ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, ONE OR MORE OF THE ABOVE NON-HALOGENATED 
SOLVENTS, AND, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR 
MORE OF THOSE SOLVENTS LISTED IN F001, F002, F004, AND F005, AND STILL 
BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND SPENT SOLVENT 
MIXTURES. 

Waste code: F005 

Waste name: THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: TOLUENE, METHYL ETHYL 
KETONE, CARBON DISULFIDE, ISOBUTANOL, PYRIDINE, BENZENE, 
2-ETHOXYETHANOL, AND 2-NITROPROPANE; ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF 
ONE OR MORE OF THE ABOVE NON-HALOGENATED SOLVENTS OR THOSE SOLVENTS 
LISTED IN F001, F002, OR F004; AND STILL BOTTOMS FROM THE RECOVERY OF 
THESE SPENT SOLVENTS AND SPENT SOLVENT MIXTURES. 

Waste code: P003 

Waste name: ACROLEIN 

Waste code: P048 

Waste name: 2,4-DINITROPHENOL 

Waste code: MAO1 

Waste name: MAO1 

Waste code: MA95 

Waste name: MA95 

Waste code: MA99 

Waste name: MA99 

Violation Status: No violations found 
FINDS: 


Registry ID: 


110043942357 


Environmental Interest/Information System 


RCRAInfo is a national information system that supports the Resource 
Conservation and Recovery Act (RCRA) program through the tracking of 
events and activities related to facilities that generate, transport, 

and treat, store, or dispose of hazardous waste. RCRAInfo allows RCRA 
program staff to track the notification, permit, compliance, and 


TC5505005.2s Page 148 


Map ID 
Direction 
Distance 


Elevation 


| MAP FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
EYEGATE PHARMACEUTICALS INC (Continued) 1010318929 
corrective action activities required under RCRA. 
MA-EPICS - Massachussetts Environmental Protection Integrated Computer 
System 
Click this hyperlink while viewing on your computer to access 
additional FINDS: detail in the EDR Site Report. 
ECHO: 
Envid: 1010318929 
Registry ID: 110043942357 
DFR URL: http://echo.epa.gov/detailed-facility-report?fid=1 10043942357 
NJ MANIFEST: 
EPA Id: MAC30000687 1 
Mail Address: 100 BEAVER ST 
Mail City/State/Zip: WALTHAM, MA 02453-0000 
Facility Phone: Not reported 
Emergency Phone: Not reported 
Contact: MARIANN KLOSIN 
Comments: Not reported 
SIC Code: Not reported 
County: MA017 
Municipal: Not reported 
Previous EPA Id: Not reported 
Gen Flag: Not reported 
Trans Flag: Not reported 
TSDF Flag: Not reported 
Name Change: Not reported 
Date Change: Not reported 
Manifest: 
Manifest Number: 000242188VES 
EPA ID: MAC30000687 1 
Date Shipped: 06/13/2008 
TSDF EPA ID: NJD980536593 
Transporter EPA ID: NJD080631369 
Transporter 2 EPA ID: NJD054126164 


Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
06/13/2008 

06/23/2008 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


EYEGATE PHARMACEUTICALS INC (Continued) 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 


06/25/2008 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 
H141 
20P 


Not reported 
D002 
H141 
20P 


000414328VES 
MAC30000687 1 
11/05/2010 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
11/05/2010 
11/10/2010 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
11/11/2010 

Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1010318929 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


EYEGATE PHARMACEUTICALS INC (Continued) 


Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 
H061 
80P 


000069957 VES 
MAC30000687 1 
10/05/2007 
NJD002454544 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
10/05/2007 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
10/15/2007 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 


EDR ID Number 


Database(s) EPA ID Number 


1010318929 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


EYEGATE PHARMACEUTICALS INC (Continued) 


Reason Load Was Rejected: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 


Not reported 


000257392VES 
MAC30000687 1 
11/07/2008 
NJD054126164 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
11/07/2008 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
11/14/2008 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


WALTHAM, MA 02453-0000 


Not reported 


Not reported 
F003 
H061 
40P 


000570422VES 
MAC30000687 1 
5/19/2011 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 


Database(s) 


EDR ID Number 


EPA ID Number 


1010318929 


TC5505005.2s Page 152 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


EYEGATE PHARMACEUTICALS INC (Continued) 


Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 


Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 


Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 

H061 

40.00 Pounds 


000211652VES 
MAC30000687 1 
05/29/2009 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
05/29/2009 
06/02/2009 

Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1010318929 


TC5505005.2s Page 153 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


EYEGATE PHARMACEUTICALS INC (Continued) 


Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 


Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
06/03/2009 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 
H061 
40P 


000077988VES 
MAC30000687 1 
09/19/2008 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
09/19/2008 
09/24/2008 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
09/25/2008 

Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1010318929 


TC5505005.2s Page 154 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


EYEGATE PHARMACEUTICALS INC (Continued) 


Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 
HO61 
40P 


000410788VES 
MAC30000687 1 
07/22/2010 
NJD980536593 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
07/22/2010 
08/02/2010 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
08/03/2010 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1010318929 


TC5505005.2s Page 155 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


EYEGATE PHARMACEUTICALS INC (Continued) 


Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


WALTHAM, MA 02453-0000 
Not reported 


Not reported 
D001 
H141 
20P 


000357752VES 
MAC30000687 1 
10/20/2009 
NJD980536593 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
10/20/2009 
10/26/2009 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
10/27/2009 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 
H141 
40P 


EDR ID Number 


Database(s) EPA ID Number 


1010318929 


TC5505005.2s Page 156 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


EYEGATE PHARMACEUTICALS INC (Continued) 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 


000457163VES 
MAC30000687 1 
3/17/2011 
NJD980536593 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


WALTHAM, MA 02453-0000 


Not reported 


Not reported 
D003 
H141 
5.00 Pounds 


Not reported 
D002 

H141 

10.00 Pounds 


Not reported 
D001 

H141 

10.00 Pounds 


Not reported 


Database(s) 


EDR ID Number 


EPA ID Number 


1010318929 


TC5505005.2s Page 157 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


EYEGATE PHARMACEUTICALS INC (Continued) 


Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 
EPA ID: 

Date Shipped: 
TSDF EPA ID: 
Transporter EPA ID: 


D003 
H141 
10.00 Pounds 


000240843VES 
MAC30000687 1 
7/26/2011 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


WALTHAM, MA 02453-0000 


Not reported 


Not reported 
F003 

H061 

120.00 Pounds 


000257393VES 
MAC30000687 1 
11/07/2008 

NJD980536593 
NJD080631369 


Database(s) 


EDR ID Number 


EPA ID Number 


1010318929 


TC5505005.2s Page 158 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


EYEGATE PHARMACEUTICALS INC (Continued) 


Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 
Date Trans1 Transported Waste: 


NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
11/07/2008 
11/14/2008 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
11/14/2008 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
D002 
H141 
60 P 


000411162VES 
MAC30000687 1 
08/26/2010 
NJD980536593 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
08/26/2010 


EDR ID Number 


Database(s) EPA ID Number 


1010318929 


TC5505005.2s Page 159 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


EYEGATE PHARMACEUTICALS INC (Continued) 


Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 


Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 


Date TSDF Received Waste: 


08/30/2010 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
09/01/2010 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 
H141 
80P 


000413182VES 
MAC30000687 1 
05/21/2010 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
05/21/2010 
05/25/2010 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
05/26/2010 


EDR ID Number 


Database(s) EPA ID Number 


1010318929 


TC5505005.2s Page 160 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


EYEGATE PHARMACEUTICALS INC (Continued) 


TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 
HO61 
40P 


Not reported 
F003 
HO61 
80 P 


000567699VES 
MAC30000687 1 
9/12/2011 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1010318929 


TC5505005.2s Page 161 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


EYEGATE PHARMACEUTICALS INC (Continued) 


Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 

H061 

120.00 Pounds 


Not reported 
F003 

H061 

80.00 Pounds 


000381350VES 
MAC30000687 1 
04/17/2009 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
04/17/2009 
04/22/2009 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
04/23/2009 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1010318929 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


EYEGATE PHARMACEUTICALS INC (Continued) 


Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 


Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F002 
HO61 
160 P 


000199763VES 
MAC30000687 1 
02/01/2008 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
02/01/2008 
02/05/2008 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
02/06/2008 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 
H061 


EDR ID Number 


Database(s) EPA ID Number 


1010318929 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


EYEGATE PHARMACEUTICALS INC (Continued) 


Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 


40 P 


000243624VES 
MAC30000687 1 
04/18/2008 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
04/18/2008 
04/23/2008 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
04/24/2008 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


WALTHAM, MA 02453-0000 


Not reported 


Not reported 
F003 
H061 
40P 


000355735VES 
MAC30000687 1 
08/07/2009 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 


Database(s) 


EDR ID Number 


EPA ID Number 


1010318929 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


EYEGATE PHARMACEUTICALS INC (Continued) 


Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
08/07/2009 
08/11/2009 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
08/12/2009 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 
H061 
40P 


Not reported 
F003 
H061 
120P 


000242749VES 
MAC30000687 1 
08/08/2008 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1010318929 
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Map ID 
Direction 
Distance 


Elevation 


F33 
ESE 
1/8-1/4 


0.152 mi. 


800 ft. 
Relative: 
Lower 


Actual: 
53 ft. 


Site 


MAP FINDINGS 


EYEGATE PHARMACEUTICALS INC (Continued) 


Transporter 9 EPA ID: 
Transporter 10 EPA ID: 


Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Not reported 
Not reported 
08/08/2008 
08/14/2008 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
08/15/2008 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


EDR ID Number 
Database(s) EPA ID Number 


1010318929 


RCRA Generator Status: SQG 


Waste: 

Manifest Year: Not reported 
Waste Code: F003 
Hand Code: H061 
Quantity: 40 P 

BETAGEN CORP 

100 BEAVER ST 

WALTHAM, MA 02154 

Site 3 of 12 in cluster F 

HW GEN: 

EPA Id: MAD985269836 
RCRA Generator Status: VSQG 
State Generator Status: VQG-MA 
EPA Id: MAC300012341 
RCRA Generator Status: SQG 
State Generator Status: SQG-MA 
EPA Id: MAC300102308 
RCRA Generator Status: SQG 
State Generator Status: VQG-MA 
EPA Id: MAC300100252 


MA HW GEN 5112553437 
N/A 
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Map ID 
Direction 
Distance 


Elevation 


F34 
ESE 
1/8-1/4 


0.152 mi. 


800 ft. 


Relative: 
Lower 


Actual: 
53 ft. 


Site 


MAP FINDINGS 


BETAGEN CORP (Continued) 


State Generator Status: 


Database(s) 


VQG-MA 


GENOME THERAPEUTIC CORP 
100 BEAVER ST 
WALTHAM, MA 02453 


Site 4 of 12 in cluster F 


RCRA NonGen / NLR: 
Date form received by agency: 01/26/2005 


Facility name: 
Facility address: 


EPA ID: 
Mailing address: 


Contact: 
Contact address: 


Contact country: 
Contact telephone: 
Contact email: 
EPA Region: 
Classification: 
Description: 


Owner/Operator Summary: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 
Owner/operator telephone: 
Owner/operator email: 
Owner/operator fax: 
Owner/operator extension: 
Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 
Owner/operator telephone: 
Owner/operator email: 
Owner/operator fax: 
Owner/operator extension: 
Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Handler Activities Summary: 
U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


RCRA NonGen / NLR 
NJ MANIFEST 


GENOME THERAPEUTIC CORP 
100 BEAVER ST 

WALTHAM, MA 02453 
MAR000010462 

100 BEAVER STREET 

ATTN: ALBERT CLEEF 
WALTHAM, MA 02453-0000 
CLEEF ALBERT 

100 BEAVER ST 

WALTHAM, MA 02453-0000 

US 

781-398-2323 
ACLEEF@OSCIENT.COM 

01 

Non-Generator 

Handler: Non-Generators do not presently generate hazardous waste 


GENOME THERAPEUTIC CORP 
100 BEAVER ST 
WALTHAM, MA 02453 
US 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Owner 

02/06/1995 

Not reported 


GENOME THERAPEUTIC CORP 
100 BEAVER ST 
WALTHAM, MA 02453 
US 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Operator 

02/06/1995 

Not reported 


EDR ID Number 


EPA ID Number 


5112553437 


1001219890 
MAR000010462 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
GENOME THERAPEUTIC CORP (Continued) 1001219890 
Recycler of hazardous waste: No 
Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 
Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 


Historical Generators: 
Date form received by agency: 01/11/2005 
Site name: GENOME THERAPEUTIC CORP 
Classification: Not a generator, verified 


Date form received by agency: 04/26/1998 


Site name: GENOME THERAPEUTIC CORP 
Classification: Not a generator, verified 
Waste code: D001 
Waste name: IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 


LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 
FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 
WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


Waste code: D002 

Waste name: A WASTE WHICH HAS A PH OF LESS THAN 2 OR GREATER THAN 12.5 IS 
CONSIDERED TO BE A CORROSIVE HAZARDOUS WASTE. SODIUM HYDROXIDE, A 
CAUSTIC SOLUTION WITH A HIGH PH, IS OFTEN USED BY INDUSTRIES TO CLEAN 
OR DEGREASE PARTS. HYDROCHLORIC ACID, A SOLUTION WITH A LOW PH, IS 
USED BY MANY INDUSTRIES TO CLEAN METAL PARTS PRIOR TO PAINTING. WHEN 
THESE CAUSTIC OR ACID SOLUTIONS BECOME CONTAMINATED AND MUST BE 
DISPOSED, THE WASTE WOULD BE A CORROSIVE HAZARDOUS WASTE. 


Waste code: D003 

Waste name: A MATERIAL IS CONSIDERED TO BE A REACTIVE HAZARDOUS WASTE IF IT IS 
NORMALLY UNSTABLE, REACTS VIOLENTLY WITH WATER, GENERATES TOXIC GASES 
WHEN EXPOSED TO WATER OR CORROSIVE MATERIALS, OR IF IT IS CAPABLE OF 
DETONATION OR EXPLOSION WHEN EXPOSED TO HEAT OR A FLAME. ONE EXAMPLE 
OF SUCH WASTE WOULD BY WASTE GUNPOWDER. 


Waste code: D004 
Waste name: ARSENIC 
Waste code: D006 
Waste name: CADMIUM 
Waste code: D009 
Waste name: MERCURY 


TC5505005.2s Page 168 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
GENOME THERAPEUTIC CORP (Continued) 1001219890 

Waste code: D011 

Waste name: SILVER 

Waste code: D022 

Waste name: CHLOROFORM 

Waste code: F003 

Waste name: THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: XYLENE, ACETONE, ETHYL 
ACETATE, ETHYL BENZENE, ETHYL ETHER, METHYL ISOBUTYL KETONE, N-BUTYL 
ALCOHOL, CYCLOHEXANONE, AND METHANOL; ALL SPENT SOLVENT 
MIXTURES/BLENDS CONTAINING, BEFORE USE, ONLY THE ABOVE SPENT 
NON-HALOGENATED SOLVENTS; AND ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, ONE OR MORE OF THE ABOVE NON-HALOGENATED 
SOLVENTS, AND, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR 
MORE OF THOSE SOLVENTS LISTED IN F001, F002, F004, AND F005, AND STILL 
BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND SPENT SOLVENT 
MIXTURES. 

Waste code: P048 

Waste name: 2,4-DINITROPHENOL 

Waste code: P104 

Waste name: SILVER CYANIDE 

Waste code: P106 

Waste name: SODIUM CYANIDE 

Waste code: U007 

Waste name: ACRYLAMIDE 

Waste code: U044 

Waste name: CHLOROFORM 

Waste code: U069 

Waste name: 1,2-BENZENEDICARBOXYLIC ACID, DIBUTYL ESTER 

Waste code: U103 

Waste name: DIMETHYL SULFATE 

Waste code: U123 

Waste name: FORMIC ACID (C,T) 

Waste code: U133 

Waste name: HYDRAZINE (R,T) 

Waste code: U188 

Waste name: PHENOL 

Waste code: U190 

Waste name: 1,3-ISOBENZOFURANDIONE 

Waste code: U201 

Waste name: 1,3-BENZENEDIOL 

Violation Status: No violations found 
NJ MANIFEST: 


EPA Id: 


MAR000010462 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


GENOME THERAPEUTIC CORP (Continued) 


Mail Address: 

Mail City/State/Zip: 
Facility Phone: 
Emergency Phone: 
Contact: 
Comments: 

SIC Code: 

County: 

Municipal: 
Previous EPA Id: 
Gen Flag: 

Trans Flag: 

TSDF Flag: 

Name Change: 
Date Change: 


Manifest: 
Manifest Number: 
EPA ID: 
Date Shipped: 
TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 
Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 
Transporter SEQ ID: 
Transporter-1 Date: 
Waste SEQ ID: 
Waste Type Code 2: 
Waste Type Code 3: 
Waste Type Code 4: 
Waste Type Code 5: 
Waste Type Code 6: 
Date Accepted: 
Manifest Discrepancy Type: 
Data Entry Number: 
Was Load Rejected: 
Reason Load Was Rejected: 


100 BEAVER STREET 
WALTHAM, MA 02453-0000 


Not reported 
Not reported 


JAMES OCONNELL 


Not reported 
Not reported 
MAO17 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


NJA5336865 
MAR000010462 
08/22/2006 
NJD980536593 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
08/22/2006 
08/28/2006 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
08/29/2006 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
09280625 


WALTHAM, MA 02453-0000 


Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1001219890 
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Map ID 
Direction 
Distance 


Elevation 


Site 


| MAP FINDINGS 
GENOME THERAPEUTIC CORP (Continued) 

Manifest Number: NJA5012637 

EPA ID: MAR000010462 

Date Shipped: 01/26/2004 

TSDF EPA ID: NJD980536593 
Transporter EPA ID: NJD080631369 
Transporter 2 EPA ID: NJD054126164 


Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 


Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 


Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
01/26/2004 
02/05/2004 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
02/06/2004 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
03310422 
WALTHAM, MA 02453-0000 
Not reported 


NJA5337312 
MAR000010462 
08/28/2006 
NJD980536593 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
08/28/2006 
09/02/2006 


EDR ID Number 


Database(s) EPA ID Number 


1001219890 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


GENOME THERAPEUTIC CORP (Continued) 


Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 


Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
09/05/2006 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
09280621 
WALTHAM, MA 02453-0000 
Not reported 


NJA5041727 
MAR000010462 
05/17/2004 
NJD980536593 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
05/17/2004 
05/27/2004 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
05/28/2004 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1001219890 


TC5505005.2s Page 172 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


GENOME THERAPEUTIC CORP (Continued) 


Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 


Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

07080421 

WALTHAM, MA 02453-0000 
Not reported 


NJA5041729 
MAR000010462 
05/06/2004 
NJD980536593 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
05/06/2004 
05/17/2004 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
05/18/2004 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
06100422 
WALTHAM, MA 02453-0000 
Not reported 


NJA5205524 
MAR000010462 
12/22/2004 
NJD980536593 
NJD080631369 
NJD054126164 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1001219890 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


GENOME THERAPEUTIC CORP (Continued) 


Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 


Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 


Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
12/22/2004 
01/06/2005 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
01/07/2005 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
02020522 
WALTHAM, MA 02453-0000 
Not reported 


NJA5200357 
MAR000010462 
08/23/2004 
NJD980536593 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
08/23/2004 
09/01/2004 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1001219890 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


GENOME THERAPEUTIC CORP (Continued) 


Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


EPA Id: 

Mail Address: 

Mail City/State/Zip: 
Facility Phone: 
Emergency Phone: 
Contact: 
Comments: 

SIC Code: 

County: 

Municipal: 
Previous EPA Id: 
Gen Flag: 

Trans Flag: 

TSDF Flag: 

Name Change: 
Date Change: 


Manifest: 
Manifest Number: 
EPA ID: 
Date Shipped: 
TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 
Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 


Not reported 
09/03/2004 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
10140422 


WALTHAM, MA 02453-0000 


Not reported 


MAC300102308 
100 BEAVER ST 


WALTHAM, MA 02453-0000 


Not reported 
Not reported 


ELIZABETH ENLOW 


Not reported 
Not reported 
MAO17 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


001156210VES 
MAC300102308 
2/23/2017 
NJD002454544 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1001219890 
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Map ID 
Direction 
Distance 
Elevation — Site 


| МАР FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


GENOME THERAPEUTIC CORP (Continued) 1001219890 


Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 


Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
Generator EPA Facility Name: 
Transporter-1 EPA Facility Name: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 


Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
Generator EPA Facility Name: 


Transporter-1 EPA Facility Name: 


TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 
Waste SEQ ID: 

Waste Type Code 2: 
Waste Type Code 3: 


Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

KALA PHARMACEUTICALS INC 
VEOLIA ES TECHNICAL SOLUTIONS CORP 
VEOLIA ES TECHNICAL SOLUTIONS LLC 
Pounds 

Not reported 

2/23/2017 

1 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

3/1/2017 

Not reported 

Not reported 

WALTHAM, MA 02453-0000 

Not reported 


000858680VES 
MAC300102308 
3/16/2017 
NJD002454544 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
KALA PHARMACEUTICALS INC 
VEOLIA ES TECHNICAL SOLUTIONS CORP 
VEOLIA ES TECHNICAL SOLUTIONS LLC 
Pounds 

Not reported 
3/16/2017 

1 

Not reported 
Not reported 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


GENOME THERAPEUTIC CORP (Continued) 


Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
Generator EPA Facility Name: 
Transporter-1 EPA Facility Name: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Manifest Number: 
EPA ID: 

Date Shipped: 
TSDF EPA ID: 
Transporter EPA ID: 


Not reported 

Not reported 

Not reported 

3/23/2017 

Not reported 

Not reported 

WALTHAM, MA 02453-0000 
Not reported 


000859603VES 
MAC300102308 
3/7/2017 
NJD002454544 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


KALA PHARMACEUTICALS INC 
VEOLIA ES TECHNICAL SOLUTIONS CORP 
VEOLIA ES TECHNICAL SOLUTIONS LLC 


Pounds 

Not reported 
3/7/2017 

1 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
3/20/2017 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


001126916VES 
MAC300102308 
1/31/2017 
NJD002454544 
NJD080631369 


EDR ID Number 


Database(s) EPA ID Number 


1001219890 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


GENOME THERAPEUTIC CORP (Continued) 


Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 


Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
Generator EPA Facility Name: 
Transporter-1 EPA Facility Name: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
KALA PHARMACEUTICALS INC 


VEOLIA ES TECHNICAL SOLUTIONS CORP 
VEOLIA ES TECHNICAL SOLUTIONS LLC 


Pounds 

Not reported 
1/31/2017 

1 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
2/8/2017 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


001126993VES 
MAC300102308 
2/14/2017 
NJD002454544 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1001219890 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 


Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
Generator EPA Facility Name: 
Transporter-1 EPA Facility Name: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 


Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
Generator EPA Facility Name: 
Transporter-1 EPA Facility Name: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 


GENOME THERAPEUTIC CORP (Continued) 


Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

KALA PHARMACEUTICALS INC 
VEOLIA ES TECHNICAL SOLUTIONS CORP 
VEOLIA ES TECHNICAL SOLUTIONS LLC 
Pounds 

Not reported 

2/14/2017 

1 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

2/20/2017 

Not reported 

Not reported 

WALTHAM, MA 02453-0000 

Not reported 


001156219VES 
MAC300102308 
2/23/2017 
NJD980536593 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
KALA PHARMACEUTICALS INC 
VEOLIA ES TECHNICAL SOLUTIONS CORP 
VEOLIA ES TECHNICAL SOLUTIONS LLC 
Pounds 

Not reported 
2/23/2017 

1 

Not reported 


Database(s) 


EDR ID Number 
EPA ID Number 


1001219890 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


GENOME THERAPEUTIC CORP (Continued) 


Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
Generator EPA Facility Name: 
Transporter-1 EPA Facility Name: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Not reported 

Not reported 

Not reported 

Not reported 

3/1/2017 

Not reported 

Not reported 

WALTHAM, MA 02453-0000 
Not reported 


001126916VES 
MAC300102308 
1/31/2017 
NJD002454544 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
KALA PHARMACEUTICALS INC 
VEOLIA ES TECHNICAL SOLUTIONS CORP 
VEOLIA ES TECHNICAL SOLUTIONS LLC 
Pounds 

Not reported 
1/31/2017 

2 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
2/8/2017 

Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1001219890 
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Map ID 
Direction 
Distance 


Elevation 


F35 
ESE 
1/8-1/4 


0.152 mi. 


800 ft. 
Relative: 
Lower 


Actual: 
53 ft. 


| MAP FINDINGS 


Site Database(s) 


BRISTOL MYERS SQUIBB 
100 BEAVER ST 
WALTHAM, MA 02453 


RCRA-SQG 
NJ MANIFEST 


Site 5 of 12 in cluster F 


RCRA-SQG: 
Date form received by agency:05/28/2014 
Facility name: BRISTOL MYERS SQUIBB 
Facility address: 100 BEAVER ST 
WALTHAM, MA 02453 
MAC300012341 
LINDA MARKARIAN 
100 BEAVER ST 
WALTHAM, MA 02453-0000 
Contact country: US 


EPA ID: 
Contact: 
Contact address: 


Contact telephone: 
Contact email: 
EPA Region: 
Classification: 
Description: 


Owner/Operator Summary: 
Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Handler Activities Summary: 


781-209-2315 

LINDA. MARKARIAN(2BMD.COM 

01 

Small Small Quantity Generator 

Handler: generates more than 100 and less than 1000 kg of hazardous 
waste during any calendar month and accumulates less than 6000 kg of 
hazardous waste at any time; or generates 100 kg or less of hazardous 
waste during any calendar month, and accumulates more than 1000 kg of 
hazardous waste at any time 


ALEXANDRIA REAL ESTATE EQUITIES 
100 BEAVER ST 
WALTHAM, MA 02453 
US 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Owner 

03/15/2005 

Not reported 


ADNEXUS A BRISTOL MYERS SQUIBB R&D COMPA 
100 BEAVER ST 
WALTHAM, MA 02453 
US 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Operator 

09/16/2002 

Not reported 


U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: 


No 


Transporter of hazardous waste: No 


EDR ID Number 


EPA ID Number 


1012211013 
MAC300012341 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BRISTOL MYERS SQUIBB (Continued) 1012211013 
Treater, storer or disposer of HW: No 
Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 
Waste code: D001 
Waste name: IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 


LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 
FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 
WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


Waste code: D002 

Waste name: A WASTE WHICH HAS A PH OF LESS THAN 2 OR GREATER THAN 12.5 IS 
CONSIDERED TO BE A CORROSIVE HAZARDOUS WASTE. SODIUM HYDROXIDE, A 
CAUSTIC SOLUTION WITH A HIGH PH, IS OFTEN USED BY INDUSTRIES TO CLEAN 
OR DEGREASE PARTS. HYDROCHLORIC ACID, A SOLUTION WITH A LOW PH, IS 
USED BY MANY INDUSTRIES TO CLEAN METAL PARTS PRIOR TO PAINTING. WHEN 
THESE CAUSTIC OR ACID SOLUTIONS BECOME CONTAMINATED AND MUST BE 
DISPOSED, THE WASTE WOULD BE A CORROSIVE HAZARDOUS WASTE. 


Waste code: D003 

Waste name: A MATERIAL IS CONSIDERED TO BE A REACTIVE HAZARDOUS WASTE IF IT IS 
NORMALLY UNSTABLE, REACTS VIOLENTLY WITH WATER, GENERATES TOXIC GASES 
WHEN EXPOSED TO WATER OR CORROSIVE MATERIALS, OR IF IT IS CAPABLE OF 
DETONATION OR EXPLOSION WHEN EXPOSED TO HEAT OR A FLAME. ONE EXAMPLE 
OF SUCH WASTE WOULD BY WASTE GUNPOWDER. 


Waste code: D005 

Waste name: BARIUM 

Waste code: D008 

Waste name: LEAD 

Waste code: D009 

Waste name: MERCURY 
Waste code: D011 

Waste name: SILVER 

Waste code: D022 

Waste name: CHLOROFORM 
Waste code: F003 

Waste name: THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: XYLENE, ACETONE, ETHYL 


ACETATE, ETHYL BENZENE, ETHYL ETHER, METHYL ISOBUTYL KETONE, N-BUTYL 
ALCOHOL, CYCLOHEXANONE, AND METHANOL; ALL SPENT SOLVENT 
MIXTURES/BLENDS CONTAINING, BEFORE USE, ONLY THE ABOVE SPENT 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
BRISTOL MYERS SQUIBB (Continued) 1012211013 


NON-HALOGENATED SOLVENTS; AND ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, ONE OR MORE OF THE ABOVE NON-HALOGENATED 
SOLVENTS, AND, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR 
MORE OF THOSE SOLVENTS LISTED IN F001, F002, F004, AND F005, AND STILL 
BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND SPENT SOLVENT 


MIXTURES. 

Waste code: P030 

Waste name: CYANIDES (SOLUBLE CYANIDE SALTS), NOT OTHERWISE SPECIFIED 
. Waste code: P105 

Waste name: SODIUM AZIDE 

Waste code: U007 

Waste name: ACRYLAMIDE 

Waste code: U044 

Waste name: CHLOROFORM 

Waste code: U108 

Waste name: 1,4-DIETHYLENEOXIDE 

Waste code: U122 

Waste name: FORMALDEHYDE 

Waste code: U123 

Waste name: FORMIC ACID (C,T) 

Waste code: MAO1 

Waste name: MAO1 

Waste code: MA95 

Waste name: MA95 

Waste code: MA99 

Waste name: MA99 


Historical Generators: 
Date form received by agency: 08/19/2013 


Site name: BRISTOL MYERS SQUIBB 
Classification: Small Quantity Generator 
Waste code: D001 
Waste name: IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 


LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 
FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 
WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


Waste code: D002 

Waste name: A WASTE WHICH HAS A PH OF LESS THAN 2 OR GREATER THAN 12.5 IS 
CONSIDERED TO BE A CORROSIVE HAZARDOUS WASTE. SODIUM HYDROXIDE, A 
CAUSTIC SOLUTION WITH A HIGH PH, IS OFTEN USED BY INDUSTRIES TO CLEAN 
OR DEGREASE PARTS. HYDROCHLORIC ACID, A SOLUTION WITH A LOW PH, IS 
USED BY MANY INDUSTRIES TO CLEAN METAL PARTS PRIOR TO PAINTING. WHEN 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
BRISTOL MYERS SQUIBB (Continued) 1012211013 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


THESE CAUSTIC OR ACID SOLUTIONS BECOME CONTAMINATED AND MUST BE 
DISPOSED, THE WASTE WOULD BE A CORROSIVE HAZARDOUS WASTE. 


D003 

A MATERIAL IS CONSIDERED TO BE A REACTIVE HAZARDOUS WASTE IF IT IS 
NORMALLY UNSTABLE, REACTS VIOLENTLY WITH WATER, GENERATES TOXIC GASES 
WHEN EXPOSED TO WATER OR CORROSIVE MATERIALS, OR IF IT IS CAPABLE OF 
DETONATION OR EXPLOSION WHEN EXPOSED TO HEAT OR A FLAME. ONE EXAMPLE 
OF SUCH WASTE WOULD BY WASTE GUNPOWDER. 


D005 
BARIUM 


D008 
LEAD 


D009 
MERCURY 


D011 
SILVER 


D022 
CHLOROFORM 


F003 

THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: XYLENE, ACETONE, ETHYL 
ACETATE, ETHYL BENZENE, ETHYL ETHER, METHYL ISOBUTYL KETONE, N-BUTYL 
ALCOHOL, CYCLOHEXANONE, AND METHANOL; ALL SPENT SOLVENT 
MIXTURES/BLENDS CONTAINING, BEFORE USE, ONLY THE ABOVE SPENT 
NON-HALOGENATED SOLVENTS; AND ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, ONE OR MORE OF THE ABOVE NON-HALOGENATED 
SOLVENTS, AND, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR 
MORE OF THOSE SOLVENTS LISTED IN F001, F002, F004, AND F005, AND STILL 
BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND SPENT SOLVENT 
MIXTURES. 


P030 
CYANIDES (SOLUBLE CYANIDE SALTS), NOT OTHERWISE SPECIFIED 


P105 
SODIUM AZIDE 


U007 
ACRYLAMIDE 


U044 
CHLOROFORM 


U108 
1,4-DIETHYLENEOXIDE 


U122 
FORMALDEHYDE 


U123 
FORMIC ACID (C,T) 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BRISTOL MYERS SQUIBB (Continued) 1012211013 
Waste code: MAO1 
Waste name: MAO1 
Waste code: MA95 
Waste name: MA95 
Waste code: MA99 
Waste name: MA99 


Date form received by agency:01/04/2013 


Site name: BRISTOL MYERS SQUIBB 
Classification: Small Quantity Generator 
Waste code: D001 
Waste name: IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 


LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 
FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 
WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


Waste code: D002 

Waste name: A WASTE WHICH HAS A PH OF LESS THAN 2 OR GREATER THAN 12.5 IS 
CONSIDERED TO BE A CORROSIVE HAZARDOUS WASTE. SODIUM HYDROXIDE, A 
CAUSTIC SOLUTION WITH A HIGH PH, IS OFTEN USED BY INDUSTRIES TO CLEAN 
OR DEGREASE PARTS. HYDROCHLORIC ACID, A SOLUTION WITH A LOW PH, IS 
USED BY MANY INDUSTRIES TO CLEAN METAL PARTS PRIOR TO PAINTING. WHEN 
THESE CAUSTIC OR ACID SOLUTIONS BECOME CONTAMINATED AND MUST BE 
DISPOSED, THE WASTE WOULD BE A CORROSIVE HAZARDOUS WASTE. 


Waste code: D003 

Waste name: A MATERIAL IS CONSIDERED TO BE A REACTIVE HAZARDOUS WASTE IF IT IS 
NORMALLY UNSTABLE, REACTS VIOLENTLY WITH WATER, GENERATES TOXIC GASES 
WHEN EXPOSED TO WATER OR CORROSIVE MATERIALS, OR IF IT IS CAPABLE OF 
DETONATION OR EXPLOSION WHEN EXPOSED TO HEAT OR A FLAME. ONE EXAMPLE 
OF SUCH WASTE WOULD BY WASTE GUNPOWDER. 


Waste code: D005 

Waste name: BARIUM 

Waste code: D008 

Waste name: LEAD 

Waste code: D009 

Waste name: MERCURY 
Waste code: D011 

Waste name: SILVER 

Waste code: D022 

Waste name: CHLOROFORM 
Waste code: F003 

Waste name: THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: XYLENE, ACETONE, ETHYL 


ACETATE, ETHYL BENZENE, ETHYL ETHER, METHYL ISOBUTYL KETONE, N-BUTYL 
ALCOHOL, CYCLOHEXANONE, AND METHANOL; ALL SPENT SOLVENT 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
BRISTOL MYERS SQUIBB (Continued) 1012211013 


MIXTURES/BLENDS CONTAINING, BEFORE USE, ONLY THE ABOVE SPENT 
NON-HALOGENATED SOLVENTS; AND ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, ONE OR MORE OF THE ABOVE NON-HALOGENATED 
SOLVENTS, AND, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR 
MORE OF THOSE SOLVENTS LISTED IN F001, F002, F004, AND F005, AND STILL 
BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND SPENT SOLVENT 


MIXTURES. 
Waste code: U007 
Waste name: ACRYLAMIDE 
Waste code: U044 
Waste name: CHLOROFORM 
Waste code: U108 
Waste name: 1,4-DIETHYLENEOXIDE 
Waste code: U122 
Waste name: FORMALDEHYDE 
Waste code: U123 
Waste name: FORMIC ACID (C,T) 
Waste code: MAO1 
Waste name: MAO1 
Waste code: MA95 
Waste name: MA95 
Waste code: MA99 
Waste name: MA99 


Date form received by agency: 08/04/2009 


Site name: BRISTOL MYERS SQUIBB 
Classification: Small Quantity Generator 
Waste code: D001 
Waste name: IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 


LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 
FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 
WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


Waste code: D002 

Waste name: A WASTE WHICH HAS A PH OF LESS THAN 2 OR GREATER THAN 12.5 IS 
CONSIDERED TO BE A CORROSIVE HAZARDOUS WASTE. SODIUM HYDROXIDE, A 
CAUSTIC SOLUTION WITH A HIGH PH, IS OFTEN USED BY INDUSTRIES TO CLEAN 
OR DEGREASE PARTS. HYDROCHLORIC ACID, A SOLUTION WITH A LOW PH, IS 
USED BY MANY INDUSTRIES TO CLEAN METAL PARTS PRIOR TO PAINTING. WHEN 
THESE CAUSTIC OR ACID SOLUTIONS BECOME CONTAMINATED AND MUST BE 
DISPOSED, THE WASTE WOULD BE A CORROSIVE HAZARDOUS WASTE. 


Waste code: D003 


Waste name: A MATERIAL IS CONSIDERED TO BE A REACTIVE HAZARDOUS WASTE IF IT IS 
NORMALLY UNSTABLE, REACTS VIOLENTLY WITH WATER, GENERATES TOXIC GASES 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
BRISTOL MYERS SQUIBB (Continued) 1012211013 
WHEN EXPOSED TO WATER OR CORROSIVE MATERIALS, OR IF IT IS CAPABLE OF 
DETONATION OR EXPLOSION WHEN EXPOSED TO HEAT OR A FLAME. ONE EXAMPLE 
OF SUCH WASTE WOULD BY WASTE GUNPOWDER. 
Waste code: D005 
Waste name: BARIUM 
Waste code: D008 
Waste name: LEAD 
Waste code: D009 
Waste name: MERCURY 
Waste code: D011 
Waste name: SILVER 
Waste code: D022 
Waste name: CHLOROFORM 
Waste code: F003 
Waste name: THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: XYLENE, ACETONE, ETHYL 
ACETATE, ETHYL BENZENE, ETHYL ETHER, METHYL ISOBUTYL KETONE, N-BUTYL 
ALCOHOL, CYCLOHEXANONE, AND METHANOL; ALL SPENT SOLVENT 
MIXTURES/BLENDS CONTAINING, BEFORE USE, ONLY THE ABOVE SPENT 
NON-HALOGENATED SOLVENTS; AND ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, ONE OR MORE OF THE ABOVE NON-HALOGENATED 
SOLVENTS, AND, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR 
MORE OF THOSE SOLVENTS LISTED IN F001, F002, F004, AND F005, AND STILL 
BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND SPENT SOLVENT 
MIXTURES. 
Waste code: U044 
Waste name: CHLOROFORM 
Waste code: U108 
Waste name: 1,4-DIETHYLENEOXIDE 
Waste code: U122 
Waste name: FORMALDEHYDE 
Waste code: U123 
Waste name: FORMIC ACID (C,T) 
Waste code: MAO1 
Waste name: MAO1 
Waste code: MA95 
Waste name: MA95 
Waste code: MA99 
Waste name: MA99 
Violation Status: No violations found 
NJ MANIFEST: 
EPA Id: MAC300012341 
Mail Address: 100 BEAVER ST 


Mail City/State/Zip: 


WALTHAM, MA 02453-0000 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 

BRISTOL MYERS SQUIBB (Continued) 1012211013 
Facility Phone: Not reported 
Emergency Phone: Not reported 
Contact: LINDA MARKARIAN 
Comments: Not reported 
SIC Code: Not reported 
County: MA017 
Municipal: Not reported 
Previous EPA Id: Not reported 
Gen Flag: Not reported 
Trans Flag: Not reported 
TSDF Flag: Not reported 
Name Change: Not reported 
Date Change: Not reported 
Manifest: 

Manifest Number: 000570483VES 
EPA ID: MAC300012341 
Date Shipped: 5/18/2011 
TSDF EPA ID: NJD002454544 
Transporter EPA ID: NJD080631369 
Transporter 2 EPA ID: NJD054126164 
Transporter 3 EPA ID: Not reported 
Transporter 4 EPA ID: Not reported 
Transporter 5 EPA ID: Not reported 
Transporter 6 EPA ID: Not reported 
Transporter 7 EPA ID: Not reported 
Transporter 8 EPA ID: Not reported 
Transporter 9 EPA ID: Not reported 
Transporter 10 EPA ID: Not reported 


Date Trans1 Transported Waste: Not reported 
Date Trans2 Transported Waste: Not reported 
Date Trans3 Transported Waste: Not reported 
Date Trans4 Transported Waste: Not reported 
Date Trans5 Transported Waste: Not reported 
Date Trans6 Transported Waste: Not reported 
Date Trans7 Transported Waste: Not reported 
Date Trans8 Transported Waste: Not reported 
Date Trans9 Transported Waste: Not reported 
Date Trans10 Transported Waste: Not reported 


Date TSDF Received Waste: Not reported 
TSDF EPA Facility Name: Not reported 
QTY Units: Not reported 
Transporter SEQ ID: Not reported 
Transporter-1 Date: Not reported 
Waste SEQ ID: Not reported 
Waste Type Code 2: Not reported 
Waste Type Code 3: Not reported 
Waste Type Code 4: Not reported 
Waste Type Code 5: Not reported 
Waste Type Code 6: Not reported 
Date Accepted: Not reported 
Manifest Discrepancy Type: Not reported 
Data Entry Number: Not reported 
Was Load Rejected: WALTHAM, MA 02453-0000 
Reason Load Was Rejected: Not reported 
Waste: 
Manifest Year: Not reported 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


BRISTOL MYERS SQUIBB (Continued) 


Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 


F003 
H061 
400.00 Pounds 


000761744VES 
MAC300012341 
9/12/2013 
NJD980536593 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


WALTHAM, MA 02453-0000 


Not reported 


Not reported 
D001 

Not reported 
60.00 Pounds 


Not reported 
D001 D002 
Not reported 
60.00 Pounds 


Not reported 


Database(s) 


EDR ID Number 


EPA ID Number 


1012211013 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 
Site 
BRISTOL MYERS SQUIBB (Continued) 
Waste Code: U120 
Hand Code: Not reported 
Quantity: 5.00 Pounds 
Manifest Year: Not reported 
Waste Code: D002 
Hand Code: Not reported 
Quantity: 5.00 Pounds 
Manifest Year: Not reported 
Waste Code: U122 
Hand Code: Not reported 
Quantity: 10.00 Pounds 
Manifest Year: Not reported 
Waste Code: D003 P105 
Hand Code: Not reported 
Quantity: 10.00 Pounds 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 


000454981VES 
MAC300012341 
12/23/2013 
NJD002454544 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Database(s) 


EDR ID Number 


EPA ID Number 


1012211013 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


BRISTOL MYERS SQUIBB (Continued) 


Data Entry Number: 
Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 


Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 

Not reported 
80.00 Pounds 


Not reported 
F003 D001 
Not reported 
400.00 Pounds 


000240808VES 
MAC300012341 
12/1/2011 
NJD980536593 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012211013 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


BRISTOL MYERS SQUIBB (Continued) 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 


Not reported 
D002 

H141 

10.00 Pounds 


Not reported 
F003 

H141 

25.00 Pounds 


Not reported 
F003 

H141 

25.00 Pounds 


Not reported 
F003 

H141 

15.00 Pounds 


000411858VES 
MAC300012341 
10/07/2010 
NJD980536593 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
10/07/2010 
10/11/2010 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
10/12/2010 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Database(s) 


EDR ID Number 


EPA ID Number 


1012211013 
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Map ID 
Direction 
Distance 


Elevation 


Site 


BRISTOL MYERS SQUIBB (Continued) 


MAP FINDINGS 


Manifest Discrepancy Type: 
Data Entry Number: 
Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 


Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 


Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
D001 

H141 

5P 


Not reported 
D003 

H141 

5P 


Not reported 
F003 

H141 

5P 


Not reported 
D002 

H141 

5P 


000801671VES 
MAC300012341 
5/13/2013 
NJD980536593 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012211013 
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Map ID 
Direction 
Distance 


Elevation 


Site 


BRISTOL MYERS SQUIBB (Continued) 


MAP FINDINGS 


Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 


Reason Load Was Rejected: 


Waste: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 D001 
Not reported 
32.00 Pounds 


Not reported 
D003 D001 P030 
Not reported 
1.00 Pounds 


Not reported 
D001 D002 

Not reported 
2.00 Pounds 


Not reported 
D003 

Not reported 
2.00 Pounds 


Not reported 
D001 D002 
Not reported 
15.00 Pounds 


Not reported 
D002 

Not reported 
20.00 Pounds 


Not reported 
D001 D002 
Not reported 
15.00 Pounds 


000698241VES 
MAC300012341 
4/1/2013 
NJD002454544 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012211013 
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Map ID 
Direction 
Distance 


Elevation 


Site 


BRISTOL MYERS SQUIBB (Continued) 


MAP FINDINGS 


Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 


Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 


Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 

Not reported 
50.00 Pounds 


Not reported 
F003 D001 

Not reported 
120.00 Pounds 


000465074VES 
MAC300012341 
03/09/2010 
NJD002454544 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
03/09/2010 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012211013 
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Map ID 
Direction 
Distance 


Elevation 


Site 


BRISTOL MYERS SQUIBB (Continued) 


MAP FINDINGS 


Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 


Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
03/17/2010 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 
H061 
130 P 


000240711VES 
MAC300012341 
7/20/2011 
NJD980536593 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012211013 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


BRISTOL MYERS SQUIBB (Continued) 


QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
D001 

H141 

10.00 Pounds 


000700201VES 
MAC300012341 
8/1/2012 
NJD002454544 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012211013 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


BRISTOL MYERS SQUIBB (Continued) 


Manifest Discrepancy Type: 
Data Entry Number: 
Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 D001 

Not reported 
400.00 Pounds 


000453858VES 
MAC300012341 
2/10/2011 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 

H061 

400.00 Pounds 


EDR ID Number 


Database(s) EPA ID Number 


1012211013 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 

Site 
BRISTOL MYERS SQUIBB (Continued) 

Manifest Number: 000240712VES 

EPA ID: MAC300012341 

Date Shipped: 7/20/2011 

TSDF EPA ID: NJD002454544 

Transporter EPA ID: NJD080631369 

Transporter 2 EPA ID: NJD054126164 


Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 

H061 

400.00 Pounds 


000761745VES 
MAC300012341 
9/12/2013 
NJD002454544 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012211013 
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Map ID 
Direction 
Distance 


Elevation 


Site 


BRISTOL MYERS SQUIBB (Continued) 


MAP FINDINGS 


Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 


Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 


Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 D001 
Not reported 
400.00 Pounds 


000690755VES 
MAC300012341 
6/7/2012 
NJD002454544 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012211013 
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Map ID 
Direction 
Distance 


Elevation 


Site 


BRISTOL MYERS SQUIBB (Continued) 


MAP FINDINGS 


Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 


Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 


Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 D001 
Not reported 
250.00 Pounds 


000695160VES 
MAC300012341 
6/27/2013 
NJD980536593 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012211013 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


BRISTOL MYERS SQUIBB (Continued) 


Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 


Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
D001 D002 
Not reported 
10.00 Pounds 


Not reported 
D003 

Not reported 
5.00 Pounds 


Not reported 
D002 

Not reported 
60.00 Pounds 


Not reported 
D002 

Not reported 
240.00 Pounds 


Not reported 
D002 

Not reported 
10.00 Pounds 


000689066VES 
MAC300012341 
10/10/2012 
NJD002454544 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Database(s) 


EDR ID Number 


EPA ID Number 


1012211013 
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Map ID 
Direction 
Distance 


Elevation 


Site 


BRISTOL MYERS SQUIBB (Continued) 


MAP FINDINGS 


Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 


Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 


Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 D001 
Not reported 
400.00 Pounds 


000689069VES 
MAC300012341 
10/10/2012 
NJD980536593 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012211013 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


BRISTOL MYERS SQUIBB (Continued) 


Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


WALTHAM, MA 02453-0000 


Not reported 


Not reported 
D001 

Not reported 
10.00 Pounds 


Not reported 
D002 

Not reported 
60.00 Pounds 


Not reported 
D002 

Not reported 
10.00 Pounds 


Not reported 
D001 

Not reported 
10.00 Pounds 


000240810VES 
MAC300012341 
9/14/2011 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Database(s) 


EDR ID Number 


EPA ID Number 


1012211013 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


BRISTOL MYERS SQUIBB (Continued) 


TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 

H061 

400.00 Pounds 


000411857 VES 
MAC300012341 
10/07/2010 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
10/07/2010 
10/11/2010 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
10/12/2010 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012211013 


TC5505005.2s Page 205 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


BRISTOL MYERS SQUIBB (Continued) 


Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 


Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 
HO61 
400 P 


000695159VES 
MAC300012341 
6/27/2013 
NJD002454544 
NJD080631369 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012211013 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BRISTOL MYERS SQUIBB (Continued) 1012211013 
Quantity: 60.00 Pounds 
Manifest Year: Not reported 
Waste Code: F003 D001 
Hand Code: Not reported 
Quantity: 200.00 Pounds 
F36 KALA PHARMACEUTICALS INC RCRA-SQG 1019327580 
ESE 100 BEAVER ST MAC300102308 
1/8-1/4 WALTHAM, MA 02453 
0.152 mi. 
800 ft. Site 6 of 12 in cluster F 
Relative: RCRA-SQG: 
Lower Date form received by agency: 12/07/2015 
Actual: Facility name: KALA PHARMACEUTICALS INC 
53 ft. Facility address: 100 BEAVER ST 


EPA ID: 
Contact: 
Contact address: 


Contact country: 
Contact telephone: 
Contact email: 
EPA Region: 
Classification: 
Description: 


Owner/Operator Summary: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


SUITE 201 

WALTHAM, MA 02453 

MAC300102308 

ELIZABETH ENLOW 

100 BEAVER ST SUITE 201 

WALTHAM, MA 02453-0000 

US 

781-996-5252 

LIZ.ENLOW@LALARX.COM 

01 

Small Small Quantity Generator 

Handler: generates more than 100 and less than 1000 kg of hazardous 
waste during any calendar month and accumulates less than 6000 kg of 
hazardous waste at any time; or generates 100 kg or less of hazardous 
waste during any calendar month, and accumulates more than 1000 kg of 
hazardous waste at any time 


ALEXANDRIA REAL ESTATE EQUITIES 
100 BEAVER ST SUITE 201 
WALTHAM, MA 02453 

US 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Owner 

03/11/2005 

Not reported 


KALA PHARMACEUTICALS 
100 BEAVER ST SUITE 201 
WALTHAM, MA 02453 

US 

Not reported 

Not reported 

Not reported 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
KALA PHARMACEUTICALS INC (Continued) 1019327580 
Owner/operator extension: Not reported 
Legal status: Private 
Owner/Operator Type: Operator 
Owner/Op start date: 02/01/2014 
Owner/Op end date: Not reported 


Handler Activities Summary: 
U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: No 
Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 
Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 
Waste code: D001 
Waste name: IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 


LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 
FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 
WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


Waste code: D002 

Waste name: A WASTE WHICH HAS A PH OF LESS THAN 2 OR GREATER THAN 12.5 IS 
CONSIDERED TO BE A CORROSIVE HAZARDOUS WASTE. SODIUM HYDROXIDE, A 
CAUSTIC SOLUTION WITH A HIGH PH, IS OFTEN USED BY INDUSTRIES TO CLEAN 
OR DEGREASE PARTS. HYDROCHLORIC ACID, A SOLUTION WITH A LOW PH, IS 
USED BY MANY INDUSTRIES TO CLEAN METAL PARTS PRIOR TO PAINTING. WHEN 
THESE CAUSTIC OR ACID SOLUTIONS BECOME CONTAMINATED AND MUST BE 
DISPOSED, THE WASTE WOULD BE A CORROSIVE HAZARDOUS WASTE. 


Waste code: D003 

Waste name: A MATERIAL IS CONSIDERED TO BE A REACTIVE HAZARDOUS WASTE IF IT IS 
NORMALLY UNSTABLE, REACTS VIOLENTLY WITH WATER, GENERATES TOXIC GASES 
WHEN EXPOSED TO WATER OR CORROSIVE MATERIALS, OR IF IT IS CAPABLE OF 
DETONATION OR EXPLOSION WHEN EXPOSED TO HEAT OR A FLAME. ONE EXAMPLE 
OF SUCH WASTE WOULD BY WASTE GUNPOWDER. 


Waste code: D022 

Waste name: CHLOROFORM 

Waste code: D035 

Waste name: METHYL ETHYL KETONE 

Waste code: F002 

Waste name: THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 


METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
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Map ID 
Direction 
Distance 


Elevation 


F37 
ESE 
1/8-1/4 


0.152 mi. 


800 ft. 


Relative: 


Lower 


Actual: 
53 ft. 


Site 


KALA PHARMACEUTICALS INC (Continued) 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Violation Status: 


MAP FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


1019327580 


CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 


F005 

THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: TOLUENE, METHYL ETHYL 
KETONE, CARBON DISULFIDE, ISOBUTANOL, PYRIDINE, BENZENE, 
2-ETHOXYETHANOL, AND 2-NITROPROPANE; ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF 
ONE OR MORE OF THE ABOVE NON-HALOGENATED SOLVENTS OR THOSE SOLVENTS 
LISTED IN F001, F002, OR F004; AND STILL BOTTOMS FROM THE RECOVERY OF 
THESE SPENT SOLVENTS AND SPENT SOLVENT MIXTURES. 


MAO1 
MAO1 


MA99 
MA99 


No violations found 


MOORE GEORGE W INC 
100 BEAVER ST 
WALTHAM, MA 02154 
Site 7 of 12 in cluster F 


RCRA NonGen / NLR: 


RCRA NonGen/ NLR 1000355020 


MAD001020635 


Date form received by agency: 11/04/1980 


Facility name: 
Facility address: 


EPA ID: 
Contact: 
Contact address: 


Contact country: 
Contact telephone: 
Contact email: 
EPA Region: 
Classification: 
Description: 


Owner/Operator Summary: 


Owner/operator name: 


Owner/operator address: 


Owner/operator country: 
Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 


MOORE GEORGE W INC 
100 BEAVER ST 
WALTHAM, MA 02154 
MAD001020635 

BARRY MOORE 

100 BEAVER ST 
WALTHAM, MA 02154 
US 

617-891-1962 

Not reported 

01 

Non-Generator 

Handler: Non-Generators do not presently generate hazardous waste 


GEORGE W MOORE INCORPORATED 
100 BEAVER ST 

WALTHAM, MA 02154 

US 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Owner 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
MOORE GEORGE W INC (Continued) 1000355020 

Owner/Op start date: 10/16/2004 

Owner/Op end date: Not reported 

Owner/operator name: SANDACT INC 

Owner/operator address: 100 BEAVER ST 

WALTHAM, MA 02154 

Owner/operator country: US 

Owner/operator telephone: Not reported 

Owner/operator email: Not reported 

Owner/operator fax: Not reported 

Owner/operator extension: Not reported 

Legal status: Private 

Owner/Operator Type: Operator 

Owner/Op start date: 11/17/1989 

Owner/Op end date: 08/09/2001 


Handler Activities Summary: 
U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: No 
Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 
Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 
Waste code: F006 
Waste name: WASTEWATER TREATMENT SLUDGES FROM ELECTROPLATING OPERATIONS EXCEPT 


FROM THE FOLLOWING PROCESSES: (1) SULFURIC ACID ANODIZING OF ALUMINUM; 
(2) TIN PLATING ON CARBON STEEL; (3) ZINC PLATING (SEGREGATED BASIS) 

ON CARBON STEEL; (4) ALUMINUM OR ZINC-ALUMINUM PLATING ON CARBON 
STEEL; (5) CLEANING/STRIPPING ASSOCIATED WITH TIN, ZINC AND ALUMINUM 
PLATING ON CARBON STEEL; AND (6) CHEMICAL ETCHING AND MILLING OF 


ALUMINUM. 
Waste code: F007 
Waste name: SPENT CYANIDE PLATING BATH SOLUTIONS FROM ELECTROPLATING OPERATIONS 
Waste code: F008 
Waste name: PLATING BATH RESIDUES FROM THE BOTTOM OF PLATING BATHS FROM 


ELECTROPLATING OPERATIONS WHERE CYANIDES ARE USED IN THE PROCESS. 
Waste code: F009 
Waste name: SPENT STRIPPING AND CLEANING BATH SOLUTIONS FROM ELECTROPLATING 
OPERATIONS WHERE CYANIDES ARE USED IN THE PROCESS. 


Violation Status: No violations found 


TC5505005.2s Page 210 


Map ID 
Direction 
Distance 


Elevation 


F38 
ESE 
1/8-1/4 


0.152 mi. 


800 ft. 
Relative: 
Lower 


Actual: 
53 ft. 


Site 


MAP FINDINGS 


PROTEIN FOREST INC 
100 BEAVER ST 
WALTHAM, MA 02453 


Site 8 of 12 in cluster F 


RCRA NonGen / NLR: 
Date form received by agency: 07/01/2008 


Facility name: 
Facility address: 


EPA ID: 
Contact: 
Contact address: 


Contact country: 
Contact telephone: 
Contact email: 
EPA Region: 
Classification: 
Description: 


Owner/Operator Summary: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Handler Activities Summary: 
U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: 


Database(s) 


RCRA NonGen / NLR 
NJ MANIFEST 


PROTEIN FOREST INC 

100 BEAVER ST 

SUITE 210 

WALTHAM, MA 02453 

MAC300008232 

DEB ARTWELL-DOUCETT 

128 SPRING ST BUILDING B LEVEL 500 
LEXINGTON, MA 02421-0000 

Not reported 

617-926-4778 
DDOUCETTE@PROTEINFOREST.COM 
01 

Non-Generator 

Handler: Non-Generators do not presently generate hazardous waste 


RUSSELL GARLICK 
128 SPRING ST BUILDING B LEVEL 500 
LEXINGTON, MA 02421 
Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Operator 

10/01/2003 

Not reported 


ARE MA REGION NO.9 MM, LLC 
128 SPRING ST BUILDING B LEVEL 500 
LEXINGTON, MA 02421 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Owner 

11/15/2006 

Not reported 


No 


Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 


Underground injection activity: 


On-site burner exemption: 


No 
No 


EDR ID Number 


EPA ID Number 


1010319078 
MAC300008232 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 


Elevation Site Database(s) EPA ID Number 


PROTEIN FOREST INC (Continued) 1010319078 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 


Historical Generators: 
Date form received by agency: 05/07/2007 
Site name: PROTEIN FOREST INC 
Classification: Small Quantity Generator 


Waste code: D001 

Waste name: IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 
LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 
FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 
WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


Waste code: D011 

Waste name: SILVER 

Waste code: D038 

Waste name: PYRIDINE 

Waste code: F003 

Waste name: THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: XYLENE, ACETONE, ETHYL 
ACETATE, ETHYL BENZENE, ETHYL ETHER, METHYL ISOBUTYL KETONE, N-BUTYL 
ALCOHOL, CYCLOHEXANONE, AND METHANOL; ALL SPENT SOLVENT 
MIXTURES/BLENDS CONTAINING, BEFORE USE, ONLY THE ABOVE SPENT 
NON-HALOGENATED SOLVENTS; AND ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, ONE OR MORE OF THE ABOVE NON-HALOGENATED 
SOLVENTS, AND, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR 
MORE OF THOSE SOLVENTS LISTED IN F001, F002, F004, AND F005, AND STILL 
BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND SPENT SOLVENT 
MIXTURES. 

Waste code: MA95 

Waste name: MA95 

Waste code: MA99 

Waste name: MA99 


Violation Status: No violations found 


NJ MANIFEST: 
EPA Id: MAC300008232 
Mail Address: 100 BEAVER ST 


Mail City/State/Zip: 
Facility Phone: Not reported 
Emergency Phone: Not reported 
Contact: DEB ARTWELL-DOUCETT 
Comments: Not reported 


WALTHAM, MA 02453-0000 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


PROTEIN FOREST INC (Continued) 


SIC Code: 
County: 
Municipal: 
Previous EPA Id: 
Gen Flag: 

Trans Flag: 
TSDF Flag: 
Name Change: 
Date Change: 


Manifest: 
Manifest Number: 
EPA ID: 
Date Shipped: 
TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 
Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 
Transporter SEQ ID: 
Transporter-1 Date: 
Waste SEQ ID: 
Waste Type Code 2: 
Waste Type Code 3: 
Waste Type Code 4: 
Waste Type Code 5: 
Waste Type Code 6: 
Date Accepted: 
Manifest Discrepancy Type: 
Data Entry Number: 
Was Load Rejected: 
Reason Load Was Rejected: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 


Not reported 
МАО17 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


000069535VES 
MAC300008232 
08/23/2007 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
08/23/2007 
08/28/2007 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
08/29/2007 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


000199812VES 
MAC300008232 
05/30/2008 
NJD980536593 
NJD080631369 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1010319078 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


PROTEIN FOREST INC (Continued) 


Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
05/30/2008 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
06/16/2008 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
D001 

H141 

5P 


Not reported 
D002 
H141 
30P 


Not reported 
F003 
H141 
120P 


Not reported 
D002 
H141 
10P 


Not reported 
D003 


EDR ID Number 


Database(s) EPA ID Number 


1010319078 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


PROTEIN FOREST INC (Continued) 


Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 


H141 
5P 


Not reported 
D003 
H141 
10P 


Not reported 
F003 
H141 
45P 


Not reported 
U193 

H141 

5P 


000269413VES 
MAC300008232 
11/21/2007 
NJD980536593 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
11/21/2007 
11/30/2007 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
11/30/2007 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1010319078 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


PROTEIN FOREST INC (Continued) 


Was Load Rejected: 
Reason Load Was Rejected: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 


WALTHAM, MA 02453-0000 
Not reported 


000069533VES 
MAC300008232 
08/23/2007 
NJD980536593 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
08/23/2007 
08/29/2007 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
08/30/2007 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F003 

H14 

400 P 


000199811VES 
MAC300008232 
05/30/2008 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1010319078 
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Map ID 
Direction 
Distance 


Elevation 


F39 
ESE 
1/8-1/4 


0.152 mi. 


800 ft. 


Relative: 


Lower 


Actual: 
53 ft. 


MAP FINDINGS 


PROTEIN FOREST INC (Continued) 


Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 


Date Trans10 Transported Waste: 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
05/30/2008 
06/10/2008 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
06/11/2008 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Partial Rejection 


EDR ID Number 


Database(s) EPA ID Number 


1010319078 


Waste: 
Manifest Year: Not reported 
Waste Code: F003 
Hand Code: H141 
Quantity: 120 P 
Manifest Year: Not reported 
Waste Code: F003 
Hand Code: H061 
Quantity: 240 P 
X CHEM INC 


100 BEAVER ST 
WALTHAM, MA 02453 


Site 9 of 12 in cluster F 
RCRA-SQG: 


Date form received by agency: 03/30/2015 


Facility name: 
Facility address: 


X CHEM INC 
100 BEAVER ST 


RCRA-SQG 1018275367 
MAC300100252 
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Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site Database(s) 
X CHEM INC (Continued) 
SUITE 101 
WALTHAM, MA 02453 
EPA ID: MAC300100252 
Contact: KYLE ABBOTT 


Contact address: 


Contact country: 
Contact telephone: 
Contact email: 
EPA Region: 
Classification: 
Description: 


Owner/Operator Summary: 
Owner/operator name: 
Owner/operator address: 


Owner/operator country: 
Owner/operator telephone: 
Owner/operator email: 
Owner/operator fax: 
Owner/operator extension: 
Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 
Owner/operator telephone: 
Owner/operator email: 
Owner/operator fax: 
Owner/operator extension: 
Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Handler Activities Summary: 


100 BEAVER ST SUITE 101 

WALTHAM, MA 02453-0000 

US 

781-419-6939 

KABBOTT@X-CHEMRX.COM 

01 

Small Small Quantity Generator 

Handler: generates more than 100 and less than 1000 kg of hazardous 
waste during any calendar month and accumulates less than 6000 kg of 
hazardous waste at any time; or generates 100 kg or less of hazardous 
waste during any calendar month, and accumulates more than 1000 kg of 
hazardous waste at any time 


PPD INC 

100 BEAVER ST SUITE 101 
WALTHAM, MA 02453 
US 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Operator 

09/24/2014 

Not reported 


ARE MA REGION NO 9 LLC 
100 BEAVER ST SUITE 101 
WALTHAM, MA 02453 

US 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Owner 

03/16/2005 

Not reported 


U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: No 
Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 
Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 


EDR ID Number 


EPA ID Number 


1018275367 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
X CHEM INC (Continued) 1018275367 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 
Waste code: D001 
Waste name: IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 


LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 
FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 
WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


Waste code: D002 

Waste name: A WASTE WHICH HAS A PH OF LESS THAN 2 OR GREATER THAN 12.5 IS 
CONSIDERED TO BE A CORROSIVE HAZARDOUS WASTE. SODIUM HYDROXIDE, A 
CAUSTIC SOLUTION WITH A HIGH PH, IS OFTEN USED BY INDUSTRIES TO CLEAN 
OR DEGREASE PARTS. HYDROCHLORIC ACID, A SOLUTION WITH A LOW PH, IS 
USED BY MANY INDUSTRIES TO CLEAN METAL PARTS PRIOR TO PAINTING. WHEN 
THESE CAUSTIC OR ACID SOLUTIONS BECOME CONTAMINATED AND MUST BE 
DISPOSED, THE WASTE WOULD BE A CORROSIVE HAZARDOUS WASTE. 


Waste code: F002 

Waste name: THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 
METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 


Waste code: F003 

Waste name: THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: XYLENE, ACETONE, ETHYL 
ACETATE, ETHYL BENZENE, ETHYL ETHER, METHYL ISOBUTYL KETONE, N-BUTYL 
ALCOHOL, CYCLOHEXANONE, AND METHANOL; ALL SPENT SOLVENT 
MIXTURES/BLENDS CONTAINING, BEFORE USE, ONLY THE ABOVE SPENT 
NON-HALOGENATED SOLVENTS; AND ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, ONE OR MORE OF THE ABOVE NON-HALOGENATED 
SOLVENTS, AND, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR 
MORE OF THOSE SOLVENTS LISTED IN F001, F002, F004, AND F005, AND STILL 
BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND SPENT SOLVENT 


MIXTURES. 
Waste code: MAO1 
Waste name: MAO1 
Waste code: MA95 
Waste name: MA95 
Waste code: MA98 
Waste name: MA98 
Waste code: MA99 
Waste name: MA99 
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Map ID 
Direction 
Distance 


Elevation 


F40 
ESE 
1/8-1/4 


0.152 mi. 


800 ft. 


Relative: 


Lower 


Actual: 
53 ft. 


Site 


X CHEM INC (Continued) 


Violation Status: 


LEXICON INC 

100 BEAVER ST 
WALTHAM, MA 02154 
Site 10 of 12 in cluster F 


RCRA NonGen / NÅR: 


MAP FINDINGS 


No violations found 


Date form received by agency: 06/12/2001 


Facility name: 
Facility address: 


EPA ID: 
Contact: 
Contact address: 


Contact country: 
Contact telephone: 
Contact email: 
EPA Region: 
Classification: 
Description: 


Owner/Operator Summary: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Handler Activities Summary: 


LEXICON INC 

100 BEAVER ST 
WALTHAM, MA 02154 
MAD982192536 
CHARLES BAGLEY 
100 BEAVER ST 
WALTHAM, MA 02154-0000 
US 

617-891-6790 

Not reported 

01 

Non-Generator 


EDR ID Number 


Database(s) EPA ID Number 


1018275367 


RCRA NonGen/ NLR 1000247305 


MAD982192536 


Handler: Non-Generators do not presently generate hazardous waste 


LEXICON INC 
100 BEAVER ST 
WALTHAM, MA 02154 
US 

Not reported 

Not reported 

Not reported 

Not reported 
Private 

Owner 
06/12/2001 

Not reported 


LEXICON INC 
100 BEAVER ST 
WALTHAM, MA 02154 
US 

Not reported 

Not reported 

Not reported 

Not reported 
Private 

Operator 
06/12/2001 

Not reported 


U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: 


No 


Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 


Underground injection activity: 


No 
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Map ID 
Direction 
Distance 


Elevation 


F41 
ESE 
1/8-1/4 


0.152 mi. 


800 ft. 


Relative: 
Lower 


Actual: 
53 ft. 


MAP FINDINGS 
EDR ID Number 

Site Database(s) EPA ID Number 
LEXICON INC (Continued) 1000247305 

On-site burner exemption: No 

Furnace exemption: No 

Used oil fuel burner: No 

Used oil processor: No 

User oil refiner: No 

Used oil fuel marketer to burner: No 

Used oil Specification marketer: No 

Used oil transfer facility: No 

Used oil transporter: No 

Historical Generators: 
Date form received by agency: 09/30/1987 
Site name: LEXICON INC 


Classification: 


Waste code: 
Waste name: 


Violation Status: 


Small Quantity Generator 


F001 

THE FOLLOWING SPENT HALOGENATED SOLVENTS USED IN DEGREASING: 
TETRACHLOROETHYLENE, TRICHLOROETHYLENE, METHYLENE CHLORIDE, 
1,1,1-TRICHLOROETHANE, CARBON TETRACHLORIDE, AND CHLORINATED 
FLUOROCARBONS; ALL SPENT SOLVENT MIXTURES/BLENDS USED IN DEGREASING 
CONTAINING, BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF 

ONE OR MORE OF THE ABOVE HALOGENATED SOLVENTS OR THOSE SOLVENTS LISTED 
IN F002, F004, AND F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE 

SPENT SOLVENTS AND SPENT SOLVENT MIXTURES. 


No violations found 


AVILA THERAPEUTICS INC 


100 BEAVER ST 
WALTHAM, MA 02453 


Site 11 of 12 in cluster F 
RCRA NonGen / NLR: 


RCRA NonGen/ NLR 1012210921 
NJ MANIFEST MAC300011400 


Date form received by agency: 08/24/2011 


Facility name: 
Facility address: 


EPA ID: 
Contact: 
Contact address: 


Contact country: 
Contact telephone: 
Contact email: 
EPA Region: 
Classification: 
Description: 


Owner/Operator Summary: 


Owner/operator name: 


Owner/operator address: 


Owner/operator country: 
Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


AVILA THERAPEUTICS INC 
100 BEAVER ST 

WALTHAM, MA 02453 
MAC30001 1400 

DEBBIE BENJAMIN 

100 BEAVER ST 

WALTHAM, MA 02453-0000 
US 

781-541-3705 
DBENJAMINQAVILATX.COM 
01 

Non-Generator 

Handler: Non-Generators do not presently generate hazardous waste 


ALEXANDRIA REAL ESTATE EQUITIES 
100 BEAVER ST 

WALTHAM, MA 02453 

US 

Not reported 

Not reported 

Not reported 

Not reported 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
AVILA THERAPEUTICS INC (Continued) 1012210921 

Legal status: Private 

Owner/Operator Type: Owner 

Owner/Op start date: 03/16/2005 

Owner/Op end date: Not reported 

Owner/operator name: AVILA THERAPEUTICS INC 

Owner/operator address: 100 BEAVER ST 

WALTHAM, MA 02453 

Owner/operator country: US 

Owner/operator telephone: Not reported 

Owner/operator email: Not reported 

Owner/operator fax: Not reported 

Owner/operator extension: Not reported 

Legal status: Private 

Owner/Operator Type: Operator 

Owner/Op start date: 03/21/2006 

Owner/Op end date: Not reported 


Handler Activities Summary: 
U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: No 
Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 
Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 


Historical Generators: 
Date form received by agency: 09/03/2008 


Site name: AVILA THERAPEUTICS INC 
Classification: Small Quantity Generator 
Waste code: D001 
Waste name: IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 


LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 
FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 
WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


Waste code: D022 

Waste name: CHLOROFORM 

Waste code: F001 

Waste name: THE FOLLOWING SPENT HALOGENATED SOLVENTS USED IN DEGREASING: 


TETRACHLOROETHYLENE, TRICHLOROETHYLENE, METHYLENE CHLORIDE, 
1,1,1-TRICHLOROETHANE, CARBON TETRACHLORIDE, AND CHLORINATED 
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Map ID 
Direction 
Distance 


Elevation 


AVILA THERAPEUTICS INC (Continued) 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Violation Status: 


NJ MANIFEST: 


EPA Id: 
Mail Address: 


Mail City/State/Zip: 


Facility Phone: 


Emergency Phone: 


Contact: 
Comments: 
SIC Code: 
County: 
Municipal: 
Previous EPA Id: 
Gen Flag: 
Trans Flag: 
TSDF Flag: 
Name Change: 
Date Change: 


MAP FINDINGS 


EDR ID Number 
Database(s) EPA ID Number 


1012210921 


FLUOROCARBONS; ALL SPENT SOLVENT MIXTURES/BLENDS USED IN DEGREASING 
CONTAINING, BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF 

ONE OR MORE OF THE ABOVE HALOGENATED SOLVENTS OR THOSE SOLVENTS LISTED 
IN F002, F004, AND F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE 

SPENT SOLVENTS AND SPENT SOLVENT MIXTURES. 


F002 

THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 
METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 


F003 

THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: XYLENE, ACETONE, ETHYL 
ACETATE, ETHYL BENZENE, ETHYL ETHER, METHYL ISOBUTYL KETONE, N-BUTYL 
ALCOHOL, CYCLOHEXANONE, AND METHANOL; ALL SPENT SOLVENT 
MIXTURES/BLENDS CONTAINING, BEFORE USE, ONLY THE ABOVE SPENT 
NON-HALOGENATED SOLVENTS; AND ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, ONE OR MORE OF THE ABOVE NON-HALOGENATED 
SOLVENTS, AND, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR 
MORE OF THOSE SOLVENTS LISTED IN F001, F002, F004, AND F005, AND STILL 
BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND SPENT SOLVENT 
MIXTURES. 


MAO1 
MAO1 


MA95 
MA95 


MA97 
MA97 


No violations found 


MAC30001 1400 
100 BEAVER ST 
WALTHAM, MA 02453-0000 
Not reported 

Not reported 
TANDEE NEWMAN 
Not reported 

Not reported 
МАО17 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 
Site 
AVILA THERAPEUTICS INC (Continued) 
Manifest: 

Manifest Number: 000355980VES 

EPA ID: MAC300011400 

Date Shipped: 07/27/2009 

TSDF EPA ID: NJD980536593 

Transporter EPA ID: NJD080631369 

Transporter 2 EPA ID: NJD054126164 


Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
07/27/2009 
07/31/2009 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
08/04/2009 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F002 

H141 

260 P 


000457187VES 
MAC300011400 
3/1/2011 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012210921 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


AVILA THERAPEUTICS INC (Continued) 


Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


WALTHAM, MA 02453-0000 


Not reported 


Not reported 
F003 

H061 

40.00 Pounds 


Not reported 
F002 

H061 

280.00 Pounds 


Not reported 
F002 

H061 

225.00 Pounds 


000071840VES 
MAC30001 1400 
04/29/2009 
NJD980536593 
NJD080631369 
NJD054126164 
Not reported 
Not reported 


Database(s) 


EDR ID Number 


EPA ID Number 


1012210921 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


AVILA THERAPEUTICS INC (Continued) 


Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
04/29/2009 
05/07/2009 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
05/08/2009 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F002 
H141 
60 P 


Not reported 
F002 
H141 
320 P 


000465483VES 
MAC30001 1400 
04/08/2010 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012210921 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
AVILA THERAPEUTICS INC (Continued) 1012210921 
Transporter 10 EPA ID: Not reported 


Date Trans1 Transported Waste: 04/08/2010 

Date Trans2 Transported Waste: 04/13/2010 

Date Trans3 Transported Waste: Not reported 
Date Trans4 Transported Waste: Not reported 
Date Trans5 Transported Waste: Not reported 
Date Trans6 Transported Waste: Not reported 
Date Trans7 Transported Waste: Not reported 
Date Trans8 Transported Waste: Not reported 
Date Trans9 Transported Waste: Not reported 
Date Trans10 Transported Waste: Not reported 


Date TSDF Received Waste: 04/14/2010 
TSDF EPA Facility Name: Not reported 
QTY Units: Not reported 
Transporter SEQ ID: Not reported 
Transporter-1 Date: Not reported 
Waste SEQ ID: Not reported 
Waste Type Code 2: Not reported 
Waste Type Code 3: Not reported 
Waste Type Code 4: Not reported 
Waste Type Code 5: Not reported 
Waste Type Code 6: Not reported 
Date Accepted: Not reported 
Manifest Discrepancy Type: Not reported 
Data Entry Number: Not reported 
Was Load Rejected: WALTHAM, MA 02453-0000 
Reason Load Was Rejected: Not reported 
Waste: 
Manifest Year: Not reported 
Waste Code: F002 
Hand Code: H061 
Quantity: 320 P 
Manifest Year: Not reported 
Waste Code: F003 
Hand Code: H061 
Quantity: 120 P 
Manifest Number: 000203265VES 
EPA ID: MAC30001 1400 
Date Shipped: 09/24/2009 
TSDF EPA ID: NJD980536593 
Transporter EPA ID: NJD080631369 
Transporter 2 EPA ID: NJD054126164 
Transporter 3 EPA ID: Not reported 
Transporter 4 EPA ID: Not reported 
Transporter 5 EPA ID: Not reported 
Transporter 6 EPA ID: Not reported 
Transporter 7 EPA ID: Not reported 
Transporter 8 EPA ID: Not reported 
Transporter 9 EPA ID: Not reported 
Transporter 10 EPA ID: Not reported 


Date Trans1 Transported Waste: 09/24/2009 
Date Trans2 Transported Waste: 09/30/2009 
Date Trans3 Transported Waste: Not reported 
Date Trans4 Transported Waste: Not reported 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
AVILA THERAPEUTICS INC (Continued) 1012210921 


Date Trans5 Transported Waste: Not reported 
Date Trans6 Transported Waste: Not reported 
Date Trans7 Transported Waste: Not reported 
Date Trans8 Transported Waste: Not reported 
Date Trans9 Transported Waste: Not reported 
Date Trans10 Transported Waste: Not reported 


Date TSDF Received Waste: 10/02/2009 
TSDF EPA Facility Name: Not reported 
QTY Units: Not reported 
Transporter SEQ ID: Not reported 
Transporter-1 Date: Not reported 
Waste SEQ ID: Not reported 
Waste Type Code 2: Not reported 
Waste Type Code 3: Not reported 
Waste Type Code 4: Not reported 
Waste Type Code 5: Not reported 
Waste Type Code 6: Not reported 
Date Accepted: Not reported 
Manifest Discrepancy Type: Not reported 
Data Entry Number: Not reported 
Was Load Rejected: WALTHAM, MA 02453-0000 
Reason Load Was Rejected: Not reported 
Waste: 
Manifest Year: Not reported 
Waste Code: F002 
Hand Code: H141 
Quantity: 750P 
Manifest Number: 000211909VES 
EPA ID: MAC30001 1400 
Date Shipped: 06/11/2009 
TSDF EPA ID: NJD980536593 
Transporter EPA ID: NJD080631369 
Transporter 2 EPA ID: NJD054126164 
Transporter 3 EPA ID: Not reported 
Transporter 4 EPA ID: Not reported 
Transporter 5 EPA ID: Not reported 
Transporter 6 EPA ID: Not reported 
Transporter 7 EPA ID: Not reported 
Transporter 8 EPA ID: Not reported 
Transporter 9 EPA ID: Not reported 
Transporter 10 EPA ID: Not reported 


Date Trans1 Transported Waste: 06/11/2009 

Date Trans2 Transported Waste: 06/16/2009 

Date Trans3 Transported Waste: Not reported 
Date Trans4 Transported Waste: Not reported 
Date Trans5 Transported Waste: Not reported 
Date Trans6 Transported Waste: Not reported 
Date Trans7 Transported Waste: Not reported 
Date Trans8 Transported Waste: Not reported 
Date Trans9 Transported Waste: Not reported 
Date Trans10 Transported Waste: Not reported 


Date TSDF Received Waste: 06/17/2009 

TSDF EPA Facility Name: Not reported 
QTY Units: Not reported 
Transporter SEQ ID: Not reported 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


AVILA THERAPEUTICS INC (Continued) 


Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F002 
H141 
150 P 


000570229VES 
MAC30001 1400 
5/2/2011 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012210921 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


AVILA THERAPEUTICS INC (Continued) 


Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 


WALTHAM, MA 02453-0000 


Not reported 


Not reported 
F002 

H061 

280.00 Pounds 


Not reported 
F003 

H061 

120.00 Pounds 


000405982VES 
MAC30001 1400 
05/11/2010 
NJD980536593 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
05/11/2010 
05/15/2010 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
05/18/2010 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


WALTHAM, MA 02453-0000 


Not reported 


Not reported 


Database(s) 


EDR ID Number 


EPA ID Number 


1012210921 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


AVILA THERAPEUTICS INC (Continued) 


Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


F002 
H141 
300 P 


Not reported 
F002 
H141 
20P 


000412123VES 
MAC30001 1400 
08/31/2010 
NJD980536593 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
08/31/2010 
09/03/2010 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
09/07/2010 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F002 
H141 
375 Р 


EDR ID Number 


Database(s) EPA ID Number 


1012210921 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 

Site 
AVILA THERAPEUTICS INC (Continued) 

Manifest Number: 000570448VES 

EPA ID: MAC300011400 

Date Shipped: 8/11/2011 

TSDF EPA ID: NJD980536593 

Transporter EPA ID: NJD080631369 

Transporter 2 EPA ID: NJD054126164 


Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


WALTHAM, MA 02453-0000 


Not reported 


Not reported 
D001 
H141 
5.00 Pounds 


Not reported 
D003 
H141 
5.00 Pounds 


Not reported 
D003 
H141 
5.00 Pounds 


Not reported 


Database(s) 


EDR ID Number 


EPA ID Number 


1012210921 
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Map ID | 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 


Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 


MAP FINDINGS 

Direction 

Distance 

Elevation Site 

AVILA THERAPEUTICS INC (Continued) 

Waste Code: D003 
Hand Code: H141 
Quantity: 5.00 Pounds 
Manifest Year: Not reported 
Waste Code: D003 
Hand Code: H141 
Quantity: 5.00 Pounds 
Manifest Year: Not reported 
Waste Code: F002 
Hand Code: H141 
Quantity: 750.00 Pounds 
Manifest Year: Not reported 
Waste Code: U044 
Hand Code: H141 
Quantity: 30.00 Pounds 
Manifest Year: Not reported 
Waste Code: F002 
Hand Code: H141 
Quantity: 40.00 Pounds 
Manifest Year: Not reported 
Waste Code: D022 
Hand Code: H141 
Quantity: 40.00 Pounds 
Manifest Year: Not reported 
Waste Code: U122 
Hand Code: H141 
Quantity: 520.00 Pounds 
Manifest Year: Not reported 
Waste Code: U003 
Hand Code: H141 
Quantity: 10.00 Pounds 


000412122VES 
MAC30001 1400 
08/31/2010 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
08/31/2010 
09/02/2010 

Not reported 


Database(s) 


EDR ID Number 


EPA ID Number 


1012210921 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
AVILA THERAPEUTICS INC (Continued) 1012210921 


Date Trans4 Transported Waste: Not reported 
Date Trans5 Transported Waste: Not reported 
Date Trans6 Transported Waste: Not reported 
Date Trans7 Transported Waste: Not reported 
Date Trans8 Transported Waste: Not reported 
Date Trans9 Transported Waste: Not reported 
Date Trans10 Transported Waste: Not reported 


Date TSDF Received Waste: 09/03/2010 
TSDF EPA Facility Name: Not reported 
QTY Units: Not reported 
Transporter SEQ ID: Not reported 
Transporter-1 Date: Not reported 
Waste SEQ ID: Not reported 
Waste Type Code 2: Not reported 
Waste Type Code 3: Not reported 
Waste Type Code 4: Not reported 
Waste Type Code 5: Not reported 
Waste Type Code 6: Not reported 
Date Accepted: Not reported 
Manifest Discrepancy Type: Not reported 
Data Entry Number: Not reported 
Was Load Rejected: WALTHAM, MA 02453-0000 
Reason Load Was Rejected: Not reported 
Waste: 
Manifest Year: Not reported 
Waste Code: F002 
Hand Code: HO61 
Quantity: 360 P 
Manifest Year: Not reported 
Waste Code: F003 
Hand Code: H061 
Quantity: 40 P 
Manifest Number: 000410631VES 
EPA ID: MAC30001 1400 
Date Shipped: 07/08/2010 
TSDF EPA ID: NJD002454544 
Transporter EPA ID: NJD080631369 
Transporter 2 EPA ID: NJD054126164 
Transporter 3 EPA ID: Not reported 
Transporter 4 EPA ID: Not reported 
Transporter 5 EPA ID: Not reported 
Transporter 6 EPA ID: Not reported 
Transporter 7 EPA ID: Not reported 
Transporter 8 EPA ID: Not reported 
Transporter 9 EPA ID: Not reported 
Transporter 10 EPA ID: Not reported 


Date Trans1 Transported Waste: 07/08/2010 

Date Trans2 Transported Waste: 07/12/2010 

Date Trans3 Transported Waste: Not reported 
Date Trans4 Transported Waste: Not reported 
Date Trans5 Transported Waste: Not reported 
Date Trans6 Transported Waste: Not reported 
Date Trans7 Transported Waste: Not reported 
Date Trans8 Transported Waste: Not reported 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


AVILA THERAPEUTICS INC (Continued) 


Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 


Not reported 
Not reported 
07/13/2010 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F002 
H061 
480 P 


000355981VES 
MAC30001 1400 
07/27/2009 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
07/27/2009 
07/30/2009 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
07/31/2009 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012210921 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


AVILA THERAPEUTICS INC (Continued) 


Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F002 
H061 
320 P 


000570449VES 
MAC30001 1400 
8/11/2011 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012210921 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


AVILA THERAPEUTICS INC (Continued) 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Not reported 
F002 

H061 

170.00 Pounds 


Not reported 
F003 

H061 

160.00 Pounds 


000520809VES 
MAC30001 1400 
1/11/2011 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


WALTHAM, MA 02453-0000 


Not reported 


Not reported 
F002 

H061 

200.00 Pounds 


Database(s) 


EDR ID Number 


EPA ID Number 


1012210921 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


AVILA THERAPEUTICS INC (Continued) 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 
EPA ID: 

Date Shipped: 
TSDF EPA ID: 


Not reported 
F003 

H061 

120.00 Pounds 


000211908VES 
MAC30001 1400 
06/11/2009 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
06/11/2009 
06/16/2009 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
06/17/2009 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F002 
H061 
280 P 


000410632VES 
MAC30001 1400 
07/08/2010 

NJD980536593 


EDR ID Number 


Database(s) EPA ID Number 


1012210921 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


AVILA THERAPEUTICS INC (Continued) 


Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 
EPA ID: 

Date Shipped: 

TSDF EPA ID: 
Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 


NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
07/08/2010 
07/12/2010 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
07/16/2010 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F002 
H141 
300 P 


000071839VES 
MAC300011400 
04/29/2009 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012210921 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


AVILA THERAPEUTICS INC (Continued) 


Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 

Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 

Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 


04/29/2009 
05/05/2009 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
05/06/2009 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F002 
H061 
280 P 


000565927 VES 
MAC30001 1400 
7/7/2011 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012210921 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


AVILA THERAPEUTICS INC (Continued) 


Date TSDF Received Waste: 
TSDF EPA Facility Name: 
QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 

Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 
Reason Load Was Rejected: 


Waste: 
Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Manifest Number: 

EPA ID: 

Date Shipped: 

TSDF EPA ID: 

Transporter EPA ID: 
Transporter 2 EPA ID: 
Transporter 3 EPA ID: 
Transporter 4 EPA ID: 
Transporter 5 EPA ID: 
Transporter 6 EPA ID: 
Transporter 7 EPA ID: 
Transporter 8 EPA ID: 
Transporter 9 EPA ID: 
Transporter 10 EPA ID: 

Date Trans1 Transported Waste: 
Date Trans2 Transported Waste: 
Date Trans3 Transported Waste: 
Date Trans4 Transported Waste: 
Date Trans5 Transported Waste: 
Date Trans6 Transported Waste: 
Date Trans7 Transported Waste: 
Date Trans8 Transported Waste: 
Date Trans9 Transported Waste: 
Date Trans10 Transported Waste: 
Date TSDF Received Waste: 
TSDF EPA Facility Name: 

QTY Units: 

Transporter SEQ ID: 
Transporter-1 Date: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
WALTHAM, MA 02453-0000 
Not reported 


Not reported 
F002 

H061 

240.00 Pounds 


Not reported 
F003 

H061 

120.00 Pounds 


000203264VES 
MAC30001 1400 
09/24/2009 
NJD002454544 
NJD080631369 
NJD054126164 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
09/24/2009 
09/29/2009 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
09/30/2009 

Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1012210921 
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Map ID 
Direction 
Distance 


Elevation 


F42 
ESE 
1/8-1/4 


0.152 mi. 


800 ft. 


Relative: 
Lower 


Actual: 
53 ft. 


Site 


MAP FINDINGS 


AVILA THERAPEUTICS INC (Continued) 


Waste SEQ ID: 

Waste Type Code 2: 

Waste Type Code 3: 

Waste Type Code 4: 

Waste Type Code 5: 

Waste Type Code 6: 

Date Accepted: 

Manifest Discrepancy Type: 
Data Entry Number: 

Was Load Rejected: 


Reason Load Was Rejected: 


Waste: 


Manifest Year: 
Waste Code: 
Hand Code: 
Quantity: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


WALTHAM, MA 02453-0000 


Not reported 


Not reported 
F002 
H061 
320 P 


ANGIO MEDICAL CORP 


100 BEAVER ST @ SHRIVER CTR 


WALTHAM, MA 02154 


Site 12 of 12 in cluster F 


RCRA NonGen / NLR: 
Date form received by agency: 11/07/1988 


Facility name: 
Facility address: 


EPA ID: 
Mailing address: 


Contact: 
Contact address: 


Contact country: 
Contact telephone: 
Contact email: 
EPA Region: 
Classification: 
Description: 


Owner/Operator Summary: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 
Owner/operator telephone: 
Owner/operator email: 
Owner/operator fax: 
Owner/operator extension: 
Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


ANGIO MEDICAL CORP 


100 BEAVER ST @ SHRIVER CTR 


WALTHAM, MA 02154 
MAD982545105 

100 BEAVER ST 
WALTHAM, MA 02154 
DENISE PETON 

100 BEAVER ST 
WALTHAM, MA 02154 
US 

617-642-0031 

Not reported 

01 

Non-Generator 


EDR ID Number 


Database(s) EPA ID Number 


1012210921 


RCRA NonGen/ NLR 1000258815 


MAD982545105 


Handler: Non-Generators do not presently generate hazardous waste 


EUNICE KENNEDY SHRIVER CORP 


100 BEAVER ST 
WALTHAM, MA 02154 
US 

Not reported 

Not reported 

Not reported 

Not reported 
Private 

Owner 
10/16/2004 

Not reported 


TC5505005.2s Page 242 


Map ID 
Direction 
Distance 


Elevation 


E43 

East 
1/8-1/4 
0.158 mi. 
836 ft. 


Relative: 
Lower 


Actual: 
53 ft. 


| МАР FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
ANGIO MEDICAL CORP (Continued) 1000258815 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 
Owner/operator telephone: 
Owner/operator email: 
Owner/operator fax: 
Owner/operator extension: 
Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Handler Activities Summary: 


ANGIO MEDICAL CORP 
100 BEAVER ST 
WALTHAM, MA 02154 
US 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Operator 

12/08/1991 

12/09/1991 


U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: No 
Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 
Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 
Waste code: F003 
Waste name: THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: XYLENE, ACETONE, ETHYL 


Violation Status: 


ACETATE, ETHYL BENZENE, ETHYL ETHER, METHYL ISOBUTYL KETONE, N-BUTYL 
ALCOHOL, CYCLOHEXANONE, AND METHANOL; ALL SPENT SOLVENT 
MIXTURES/BLENDS CONTAINING, BEFORE USE, ONLY THE ABOVE SPENT 
NON-HALOGENATED SOLVENTS; AND ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, ONE OR MORE OF THE ABOVE NON-HALOGENATED 
SOLVENTS, AND, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR 
MORE OF THOSE SOLVENTS LISTED IN F001, F002, F004, AND F005, AND STILL 
BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND SPENT SOLVENT 
MIXTURES. 


No violations found 


THORNTON ASSOCIATES INC 
87 BEAVER ST 

WALTHAM, MA 02154 

Site 2 of 2 in cluster E 


RCRA NonGen / NLR: 


Date form received by agency: 


Facility name: 
Facility address: 


EPA ID: 
Contact: 
Contact address: 


RCRA NonGen/ NLR 1000365495 
FINDS | MAD001040138 
ECHO 


08/20/1982 

THORNTON ASSOCIATES INC 
87 BEAVER ST 

WALTHAM, MA 02154 
MAD001040138 

RICHARD-A SACCA 

87 BEAVER ST 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
THORNTON ASSOCIATES INC (Continued) 1000365495 
WALTHAM, MA 02154 

Contact country: US 

Contact telephone: 617-899-1400 

Contact email: Not reported 

EPA Region: 01 

Classification: Non-Generator 

Description: Handler: Non-Generators do not presently generate hazardous waste 


Owner/Operator Summary: 


Owner/operator name: THORNTON ASSOC INC 

Owner/operator address: 87 BEAVER ST 
WALTHAM, MA 02154 

Owner/operator country: US 

Owner/operator telephone: Not reported 

Owner/operator email: Not reported 

Owner/operator fax: Not reported 

Owner/operator extension: Not reported 

Legal status: Private 

Owner/Operator Type: Owner 

Owner/Op start date: 10/16/2004 

Owner/Op end date: Not reported 

Owner/operator name: THORNTON ASSOCIATES INC 

Owner/operator address: 87 BEAVER ST 
WALTHAM, MA 02154 

Owner/operator country: US 

Owner/operator telephone: Not reported 

Owner/operator email: Not reported 

Owner/operator fax: Not reported 

Owner/operator extension: Not reported 

Legal status: Private 

Owner/Operator Type: Operator 

Owner/Op start date: 03/01/1990 

Owner/Op end date: 06/30/1991 


Handler Activities Summary: 
U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: No 
Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 
Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 
Waste code: F001 
Waste name: THE FOLLOWING SPENT HALOGENATED SOLVENTS USED IN DEGREASING: 


TETRACHLOROETHYLENE, TRICHLOROETHYLENE, METHYLENE CHLORIDE, 
1,1,1-TRICHLOROETHANE, CARBON TETRACHLORIDE, AND CHLORINATED 
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Map ID 
Direction 
Distance 
Elevation Site 


MAP FINDINGS 


EDR ID Number 
Database(s) EPA ID Number 


THORNTON ASSOCIATES INC (Continued) 1000365495 


Waste code: 
Waste name: 


Violation Status: 


FINDS: 


Registry ID: 


FLUOROCARBONS; ALL SPENT SOLVENT MIXTURES/BLENDS USED IN DEGREASING 
CONTAINING, BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF 

ONE OR MORE OF THE ABOVE HALOGENATED SOLVENTS OR THOSE SOLVENTS LISTED 
IN F002, F004, AND F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE 

SPENT SOLVENTS AND SPENT SOLVENT MIXTURES. 


F005 

THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: TOLUENE, METHYL ETHYL 
KETONE, CARBON DISULFIDE, ISOBUTANOL, PYRIDINE, BENZENE, 
2-ETHOXYETHANOL, AND 2-NITROPROPANE; ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF 
ONE OR MORE OF THE ABOVE NON-HALOGENATED SOLVENTS OR THOSE SOLVENTS 
LISTED IN F001, F002, OR F004; AND STILL BOTTOMS FROM THE RECOVERY OF 
THESE SPENT SOLVENTS AND SPENT SOLVENT MIXTURES. 


No violations found 


110006499994 


Environmental Interest/Information System 
RCRAInfo is a national information system that supports the Resource 
Conservation and Recovery Act (RCRA) program through the tracking of 
events and activities related to facilities that generate, transport, 
and treat, store, or dispose of hazardous waste. RCRAInfo allows RCRA 
program staff to track the notification, permit, compliance, and 
corrective action activities required under RCRA. 


ink while viewing on your computer to access 


additional FINDS: detail in the EDR Site Report. 


ECHO: 

Envid: 1000365495 

Registry ID: 110006499994 

DFR URL: http://echo.epa.gov/detailed-facility-report?fid=1 10006499994 
44 LOPEZ TRUCKING INC MA UST  U002008194 
sw 131 LINDEN ST N/A 
1/8-1/4 WALTHAM, MA 02452 
0.166 mi. 
874 ft. 
Relative: UST: 
Lower m 

Facility: 

Actual: Facility ID: 11201 
em Owner Id: 7265 

Owner: V LOPEZ REALTY INC 

Owner Address: 131 LINDEN ST 

Owner City, St,Zip: WALTHAM, MA 02452 

Telephone: Not reported 

Description: Non-Retail Motor Vehicle 

Facility address 2: Not reported 

Owner address 2: Not reported 

Latitude: 42.38025 

Longitude: -71.21893 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 

LOPEZ TRUCKING INC (Continued) 

Contact name: Not reported 

Contact address1: Not reported 

Contact address2: Not reported 

Contact city: Not reported 

Contact state: Not reported 

Contact zip: Not reported 

Contact email: Not reported 

Update: 1995-06-15 00:00:00 

Update by: Not reported 

Fac status: CLOSED 

Tank ID: 1 

Tank Status: Tank Removed 

Status Date: 06/06/1992 

Date Installed: 04/18/1982 

Capacity: 4000.00000 

Contents: Diesel 

Tank Usage: Not reported 

Tank Leak Detection: Not reported 

Pipe Leak Detection: Not reported 

Latitude: Not reported 

Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 

Ptype: Not reported 

Number of compartment: Not reported 

Pipe install date: Not reported 

Pipe leak install date: Not reported 

Submersible sump: N 

Submersible sump install date: Not reported 

Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 
Spill bucket installed date: Not reported 


Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 
Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 
Leak corrosion type: Not reported 
Tank ID: 2 

Tank Status: Tank Removed 
Status Date: 06/03/1992 
Date Installed: 04/18/1982 
Capacity: 4000.00000 
Contents: Diesel 

Tank Usage: Not reported 
Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 
Latitude: Not reported 
Longitude: Not reported 
Tank construct: Not reported 
Pipe construct: Not reported 


Database(s) 


EDR ID Number 


EPA ID Number 


U002008194 
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Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation Site 


LOPEZ TRUCKING INC (Continued) 


Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

Tank ID: 3 

Tank Status: Tank Removed 
Status Date: 06/08/1994 

Date Installed: 01/01/1983 
Capacity: 6000.00000 
Contents: Diesel 

Tank Usage: Not reported 


Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 


Latitude: Not reported 
Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 
Leak corrosion type: Not reported 


EDR ID Number 


Database(s) EPA ID Number 


U002008194 
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Map ID 
Direction 
Distance 


Elevation 


G45 
East 
1/8-1/4 


0.173 mi. 


912 ft. 
Relative: 
Lower 


Actual: 
54 ft. 


Site 


Mailing Name: 
Mailing Contact: 
Mailing Address 1: 
Mailing Address 2: 
Mailing City: 
Mailing State: 
Mailing Zip: 
Mailing Zip 4: 
Mailing Country: 
Mailing Phone: 


NY MANIFEST: 
Document ID: 
Manifest Status: 
seq: 
Year: 
Trans1 State ID: 
Trans2 State ID: 
Generator Ship Date: 
Trans1 Recv Date: 
Trans2 Recv Date: 
TSD Site Recv Date: 
Part A Recv Date: 
Part B Recv Date: 
Generator EPA ID: 
Trans1 EPA ID: 
Trans2 EPA ID: 
TSDF ID 1: 
TSDF ID 2: 
Manifest Tracking Number: 
Import Indicator: 
Export Indicator: 
Discr Quantity Indicator: 
Discr Type Indicator: 
Discr Residue Indicator: 


Discr Partial Reject Indicator: 


Discr Full Reject Indicator: 
Manifest Ref Number: 


MAP FINDINGS 
CERA MEM CORP 
12 CLEMATIS AVE 
WALTHAM, MA 02154 
Site 1 of 6 in cluster G 
NY MANIFEST: 
Country: USA 
EPA ID: MAP178990467 
Facility Status: Not reported 
Location Address 1: 12 CLEMATIS AVE 
Code: BP 
Location Address 2: Not reported 
Total Tanks: Not reported 
Location City: WALTHAM 
Location State: MA 
Location Zip: 02154 
Location Zip 4: Not reported 
NY MANIFEST: 
EPAID: MAP178990467 


CERA MEM CORP 
RICHARD HIGGINS 
12 CLEMATIS AVE 
Not reported 
WALTHAM 

MA 

02154 

Not reported 

USA 

6178994495 


NYB7399269 

K 

Not reported 
1997 

MA26335 

Not reported 
09/08/1997 
09/08/1997 

ГІ 

09/25/1997 
10/03/1997 
10/08/1997 
МАР 178990467 
MAD019371079 
Not reported 
NYD080469935 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


NY MANIFEST 1009223359 


N/A 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


CERA MEM CORP (Continued) 


Alt Facility RCRA ID: 
Alt Facility Sign Date: 
MGMT Method Type Code: 


Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1009223359 


МА HW GEN 5112554532 


N/A 


Waste Code: D001 - NON-LISTED IGNITABLE WASTES 
Waste Code: Not reported 
Waste Code: Not reported 
Waste Code: Not reported 
Waste Code: Not reported 
Waste Code: Not reported 
Quantity: 00055 
Units: G - Gallons (liquids only)* (8.3 pounds) 
Number of Containers: 001 
Container Type: DF - Fiberboard or plastic drums (glass) 
Handling Method: B Incineration, heat recovery, burning. 
Specific Gravity: 100 
Click this hyperlink while viewing on your computer to access 
-1 additional NY MANIFEST: record(s) in the EDR Site Report. 
G46 CERAMEM CORPORATION 
East 12 CLEMATIS AVE 
1/8-1/4 WALTHAM, MA 02453 
0.173 mi. 
912 ft. Site 2 of 6 in cluster G 
Relative: HW GEN: 
Lower EPA Id: MAR00051 1709 
Actual: RCRA Generator Status: VSQG 
54 ft. State Generator Status: Not reported 
G47 CERAMEM CORPORATION 
East 12 CLEMATIS AVE 
1/8-1/4 WALTHAM, MA 02453 
0.173 mi. 
912 ft. Site 3 of 6 in cluster G 
Relative: RCRA-CESQG: 
Lower Date form received by agency: 12/14/2003 
Actual: Facility name: CERAMEM CORPORATION 
54 ft. Facility address: 12 CLEMATIS AVE 
WALTHAM, MA 02453 
EPA ID: MAR00051 1709 
Contact: GARRY HAACKE 


Contact address: 


Contact country: 
Contact telephone: 
Telephone ext.: 
Contact email: 
EPA Region: 
Classification: 
Description: 


12 CLEMATIS AVE 
WALTHAM, MA 02453 

US 

781-899-4495 

27 
GHAACKE@CERAMEM.COM 
01 


Conditionally Exempt Small Quantity Generator 


RCRA-CESQG 1007570531 


MAR000511709 


Handler: generates 100 kg or less of hazardous waste per calendar 
month, and accumulates 1000 kg or less of hazardous waste at any time; 
or generates 1 kg or less of acutely hazardous waste per calendar 
month, and accumulates at any time: 1 kg or less of acutely hazardous 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Owner/Operator Summary: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Handler Activities Summary: 


CERAMEM CORPORATION (Continued) 


EDR ID Number 


Database(s) EPA ID Number 


1007570531 


waste; or 100 kg or less of any residue or contaminated soil, waste or 


other debris resulting from the cleanup of a spill, into or on any 


land or water, of acutely hazardous waste; or generates 100 kg or less 
of any residue or contaminated soil, waste or other debris resulting 


from the cleanup of a spill, into or on any land or water, of acutely 


hazardous waste during any calendar month, and accumulates at any 
time: 1 kg or less of acutely hazardous waste; or 100 kg or less of 
any residue or contaminated soil, waste or other debris resulting from 


the cleanup of a spill, into or on any land or water, of acutely 


hazardous waste 


CERAMEM CORPORATION 


12 CLEMATIS AVE 
WALTHAM, MA 02453 
US 

Not reported 

Not reported 

Not reported 

Not reported 
Private 

Operator 
12/14/2003 

Not reported 


JOSEPH CAIRA 
12 CLEMATIS AVE 
WALTHAM, MA 02453 
US 

Not reported 

Not reported 

Not reported 

Not reported 
Private 

Owner 

12/14/2003 

Not reported 


U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: 


No 


Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 


Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 
Waste code: D001 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
CERAMEM CORPORATION (Continued) 1007570531 
Waste name: IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 


LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 
FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 
WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


Waste code: D002 

Waste name: A WASTE WHICH HAS A PH OF LESS THAN 2 OR GREATER THAN 12.5 IS 
CONSIDERED TO BE A CORROSIVE HAZARDOUS WASTE. SODIUM HYDROXIDE, A 
CAUSTIC SOLUTION WITH A HIGH PH, IS OFTEN USED BY INDUSTRIES TO CLEAN 
OR DEGREASE PARTS. HYDROCHLORIC ACID, A SOLUTION WITH A LOW PH, IS 
USED BY MANY INDUSTRIES TO CLEAN METAL PARTS PRIOR TO PAINTING. WHEN 
THESE CAUSTIC OR ACID SOLUTIONS BECOME CONTAMINATED AND MUST BE 
DISPOSED, THE WASTE WOULD BE A CORROSIVE HAZARDOUS WASTE. 


Waste code: D006 

Waste name: CADMIUM 

Waste code: D007 

Waste name: CHROMIUM 

Waste code: D009 

Waste name: MERCURY 

Waste code: D010 

Waste name: SELENIUM 

Waste code: D042 

Waste name: 2,4,6-TRICHLOROPHENOL 
Waste code: F003 

Waste name: THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: XYLENE, ACETONE, ETHYL 


ACETATE, ETHYL BENZENE, ETHYL ETHER, METHYL ISOBUTYL KETONE, N-BUTYL 
ALCOHOL, CYCLOHEXANONE, AND METHANOL; ALL SPENT SOLVENT 
MIXTURES/BLENDS CONTAINING, BEFORE USE, ONLY THE ABOVE SPENT 
NON-HALOGENATED SOLVENTS; AND ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, ONE OR MORE OF THE ABOVE NON-HALOGENATED 
SOLVENTS, AND, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR 
MORE OF THOSE SOLVENTS LISTED IN F001, F002, F004, AND F005, AND STILL 
BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND SPENT SOLVENT 


MIXTURES. 

Violation Status: No violations found 
48 BENTLEY COLLEGE MA LUST 58105125007 
WNW 400 BEAVER ST MA RELEASE N/A 
1/8-1/4 WALTHAM, MA 02154 
0.174 mi. 
917 ft. 
Relative: LUST: 
Lower 

Facility: 

Actual: Release Tracking Number/Current Status: 3-0020750 / RAO 
S7 ft. Status Date: 03/18/2002 

Source Type: UST 

Release Town: WALTHAM 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) $105125007 
Notification Date: 05/31/2001 
Category: TWO HR 
Associated ID: Not reported 
Phase: Not reported 


Response Action Outcome: 
Oil Or Haz Material: 


Source: 


A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 


UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


#2 FUEL OIL 
204 parts per million 
PETROLEUM 
240 parts per million 


Response Action Outcome - RAO 

RAO Statement Received 

3/18/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

5/31/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLOFF 

5/31/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

5/31/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
6/22/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of a Modified Plan 

6/5/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Site Database(s) EPA ID Number 


Elevation 


BENTLEY COLLEGE (Continued) $105125007 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


RNF 

Reportable Release under MGL 21E 

7/27/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0020750 / RAO 

Not reported 

WALTHAM 

05/31/2001 

TWO HR 

03/18/2002 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Response Action Outcome - RAO 

RAO Statement Received 

3/18/2002 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Release Disposition 

Reportable Release under MGL 21E 
5/31/2001 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


RLFA 

FOLOFF 

5/31/2001 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Immediate Response Action 

Oral Approval of Plan or Action 

5/31/2001 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
6/22/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of a Modified Plan 

6/5/2001 

A permanent solution has been achieved. Contamination has not been 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105125007 
reduced to background. 

Action Type: RNF 

Action Status: Reportable Release under MGL 21E 

Action Date: 7/27/2001 

Response Action Outcome: A permanent solution has been achieved. Contamination has not been 

reduced to background. 
Chemicals: 

Chemical: #2 FUEL OIL 

Quantity: 204 parts per million 

Chemical: PETROLEUM 

Quantity: 240 parts per million 

Source: UST 
G49 CITIUS PRINTING & GRAPHICS LLC MA HW GEN 5112559342 
East 20 CLEMATIS AVE N/A 
1/8-1/4 WALTHAM, MA 02453 
0.175 mi. 
922 ft. Site 4 of 6 in cluster G 
Relative: HW GEN: 
Lower EPA Id: MV7815475550 
Actual: RCRA Generator Status: VSQG 
52 ft. State Generator Status: Not reported 
G50 RIVER AUTO MA LUST 5102085029 
East 10 CLEMATIS AVE MA RELEASE N/A 
1/8-1/4 WALTHAM, MA 02453 MA HW GEN 
0.178 mi. 
939 ft. Site 5 of 6 in cluster G 
Relative: LUST: 
Lower EN 

Facility: 

Actual: Release Tracking Number/Current Status: 3-0010289 / RAO 
"e Status Date: 09/19/1994 

Source Type: UST 

Release Town: WALTHAM 

Notification Date: 12/10/1993 

Category: 72 HR 

Associated ID: Not reported 

Phase: Not reported 


Response Action Outcome: 
Oil Or Haz Material: 


Location Type: 
Source: 


A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
Oil 


COMMERCIAL 
UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 


GASOLINE 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


RIVER AUTO (Continued) 


Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


5102085029 


700 parts per million 
GASOLINE 
700 parts per million 


Immediate Response Action 

Oral Approval of Plan or Action 

12/10/1993 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

12/10/1993 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

12/10/1993 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

5/16/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

5/17/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
5/24/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Compliance and Enforcement Action 

Notice of Non-Compliance Issued 

5/27/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

6/9/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


An activity type that is related to an Audit 

NAFNVD 

7/24/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RIVER AUTO (Continued) 5102085029 
Action Type: Response Action Outcome - RAO 
Action Status: Fee Received - FMCRA Use Only 
Action Date: 8/24/1994 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

9/19/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


3-0010289 / RAO 

Not reported 

WALTHAM 

12/10/1993 

72 HR 

09/19/1994 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Immediate Response Action 

Oral Approval of Plan or Action 

12/10/1993 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

12/10/1993 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

12/10/1993 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

5/16/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

5/17/1994 

A permanent solution has been achieved. Contamination has been reduced 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


RIVER AUTO (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 


HW GEN: 


EDR ID Number 
Database(s) EPA ID Number 


5102085029 


to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
5/24/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Compliance and Enforcement Action 

Notice of Non-Compliance Issued 

5/27/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

6/9/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


An activity type that is related to an Audit 

NAFNVD 

7/24/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

8/24/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

9/19/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


GASOLINE 

700 parts per million 
GASOLINE 

700 parts per million 
COMMERCIAL 
UST 


EPA Id: 
RCRA Generator Status: 
State Generator Status: 


MV7818932777 
VSQG 
SQG-MA 
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Map ID 
Direction 
Distance 


Elevation 


G51 
East 
1/8-1/4 


0.179 mi. 


945 ft. 
Relative: 
Higher 


Actual: 
58 ft. 


Site 


MAP FINDINGS 


KANS ENGINEERING & MODEL SHOP 
83 BREAVER ST 
WALTHAM, MA 02154 


Site 6 of 6 in cluster G 


RCRA NonGen / NLR: 
Date form received by agency: 02/04/1987 


Facility name: 
Facility address: 


EPA ID: 
Contact: 
Contact address: 


Contact country: 
Contact telephone: 
Contact email: 
EPA Region: 
Classification: 
Description: 


Owner/Operator Summary: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Handler Activities Summary: 
U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


KANS ENGINEERING & MODEL SHOP 
83 BREAVER ST 
WALTHAM, MA 02154 
MAD981886476 
MICHAEL KANS 

83 BREAVER ST 
WALTHAM, MA 02154 
US 

617-899-6601 

Not reported 

01 

Non-Generator 


EDR ID Number 


Database(s) ЕРА ID Number 


RCRA NonGen/ NLR 1000374680 


FINDS MAD981886476 
ECHO 


Handler: Non-Generators do not presently generate hazardous waste 


NICK KANS 

83 BREAVER ST 
WALTHAM, MA 02154 
US 

Not reported 

Not reported 

Not reported 

Not reported 
Private 

Owner 
10/16/2004 

Not reported 


KANS ENGINEERING & MODEL SHOP 
83 BREAVER ST 
WALTHAM, MA 02154 
US 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Operator 

07/26/1993 
03/01/1997 


Recycler of hazardous waste: No 
Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 
Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
KANS ENGINEERING & MODEL SHOP (Continued) 1000374680 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 
Waste code: D001 
Waste name: IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 


LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 
FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 
WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


Violation Status: No violations found 
FINDS: 
Registry ID: 110006503694 


Environmental Interest/Information System 
RCRAInfo is a national information system that supports the Resource 
Conservation and Recovery Act (RCRA) program through the tracking of 
events and activities related to facilities that generate, transport, 
and treat, store, or dispose of hazardous waste. RCRAInfo allows RCRA 
program staff to track the notification, permit, compliance, and 
corrective action activities required under RCRA. 


MA-EPICS - Massachussetts Environmental Protection Integrated Computer 
System 


Click this hyperlink while viewing on your computer to access 
additional FINDS: detail in the EDR Site Report. 


ECHO: 

Envid: 1000374680 

Registry ID: 110006503694 

DFR URL: http://echo.epa.gov/detailed-facility-report?fid=1 10006503694 
H52 CLEMATIS MACHINE МА HW СЕМ 5113805431 
East 42 CLEMATIS AVE N/A 
1/8-1/4 WALTHAM, MA 02453 
0.190 mi. 
1005 ft. Site 1 of 2 in cluster H 
Relative: HW GEN: 
Lower EPA Id: MV7818940777 
Actual: RCRA Generator Status: VSQG 
53 ft. State Generator Status: Not reported 
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Map ID 
Direction 
Distance 


Elevation 


H53 
East 
1/8-1/4 


0.198 mi. 


1048 ft. 


Relative: 


Lower 


Actual: 
56 ft. 


MAP FINDINGS 


Site 


LIGHT METAL PLATERS 
70 TO 74 CLEMATIS AVE 
WALTHAM, MA 02154 


Site 2 0f 2 in cluster H 


SHWS: 
Release Tracking Number/Current Status: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil Or Haz Material: 


Database(s) 


MA SHWS 
MA RELEASE 


3-0016864 / RAONR 

WALTHAM 

05/27/1998 

120 DY 

Not reported 

Response Action Outcome Not Required 
07/17/1998 

Not reported 


Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


NICKEL 

0.31 milligrams per liter 

C11 THRU C22 AROMATIC HYDROCARBONS 
2700 milligrams per kilogram 

CYANIDE 

0.193 milligrams per liter 

LEAD 

0.073 milligrams per liter 

CADMIUM 

0.52 milligrams per liter 

TCE 

1.2 milligrams per liter 

C9 THRU C18 ALIPHATIC HYDROCARBONS 
3300 milligrams per kilogram 


RNF 

Reportable Release under MGL 21E 
3/24/1999 

Not reported 


Tier Classification 
Tier 2 Extension 
5/17/2005 

Not reported 


Tier Classification 
Tier 2 Extension 
5/25/2004 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
5/27/1998 

Not reported 


RNF 


EDR ID Number 


EPA ID Number 


$103812182 
N/A 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


LIGHT METAL PLATERS (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil / Haz Material Type: 


Reportable Release under MGL 21E 
5/27/1998 
Not reported 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
5/4/2004 

Not reported 


Tier Classification 
Tier 2 Classification 
7/16/1998 

Not reported 


Tier Classification 


Transmittal, Notice, or Notification Received 


7/16/1998 
Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
7/17/1998 

Not reported 


Tier Classification 
Legal Notice Published 
7/24/1998 

Not reported 


3-0016864 / RAONR 
Not reported 
WALTHAM 
05/27/1998 

120 DY 

07/17/1998 

Not reported 


Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


RNF 

Reportable Release under MGL 21E 
3/24/1999 

Not reported 


Tier Classification 
Tier 2 Extension 
5/17/2005 

Not reported 


Tier Classification 
Tier 2 Extension 


EDR ID Number 


Database(s) EPA ID Number 


5103812182 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


LIGHT METAL PLATERS (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


5/25/2004 
Not reported 


Release Disposition 

Reportable Release under MGL 21E 
5/27/1998 

Not reported 


RNF 

Reportable Release under MGL 21E 
5/27/1998 

Not reported 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
5/4/2004 

Not reported 


Tier Classification 
Tier 2 Classification 
7/16/1998 

Not reported 


Tier Classification 


Transmittal, Notice, or Notification Received 


7/16/1998 
Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
7/17/1998 

Not reported 


Tier Classification 
Legal Notice Published 
7/24/1998 

Not reported 


NICKEL 
0.31 milligrams per liter 


C11 THRU C22 AROMATIC HYDROCARBONS 


2700 milligrams per kilogram 
CYANIDE 

0.193 milligrams per liter 
LEAD 

0.073 milligrams per liter 
CADMIUM 

0.52 milligrams per liter 

TCE 

1.2 milligrams per liter 


C9 THRU C18 ALIPHATIC HYDROCARBONS 


3300 milligrams per kilogram 


EDR ID Number 


Database(s) EPA ID Number 


5103812182 


ТС5505005.25 Раде 262 


Map ID 
Direction 
Distance 


Elevation 


54 
SE 
1/8-1/4 


0.217 mi. 


1144 ft. 
Relative: 
Higher 


Actual: 
68 ft. 


| МАР FINDINGS 


EDR ID Number 


Release Tracking Number/Current Status: 
Status Date: 

Source Type: 

Release Town: 

Notification Date: 

Category: 

Associated ID: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 


Location Type: 
Source: 


Site Database(s) ЕРА ID Number 
FITZGERALD SCHOOL MA LUST  $104562593 
BEAL RD MA RELEASE N/A 
WALTHAM, MA 

LUST: 

Facility: 


3-0019560 / RAO 
07/17/2000 

UST 

WALTHAM 

05/18/2000 

72 HR 

Not reported 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 


MUNICIPAL 
SCHOOL 
UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


FUEL OIL #2 
Not reported 


Immediate Response Action 

Oral Approval of Plan or Action 

5/18/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

5/18/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of a Modified Plan 

5/30/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLOFF 

6/21/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 
Reportable Release under MGL 21E 
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Map ID | 
Direction 


Distance 
Elevation — Site 


FITZGERALD SCHOOL (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil / Haz Material Type: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$104562593 
6/30/2000 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Completion Statement Received 

7/17/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

7/17/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
7/6/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0019560 / RAO 

Not reported 

WALTHAM 

05/18/2000 

72 HR 

07/17/2000 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Immediate Response Action 

Oral Approval of Plan or Action 

5/18/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

5/18/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of a Modified Plan 

5/30/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID 
Direction 
Distance 


Elevation 


155 
East 
1/8-1/4 


0.228 mi. 


1206 ft. 


Relative: 


Lower 


Actual: 
52 ft. 


| MAP FINDINGS 
Site 
FITZGERALD SCHOOL (Continued) 
Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 6/21/2000 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Release Disposition 
Reportable Release under MGL 21E 
6/30/2000 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Completion Statement Received 
7/17/2000 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 
RAO Statement Received 
7/17/2000 


A permanent solution has been achieved. 


reduced to background. 


EDR ID Number 
EPA ID Number 


Database(s) 


5104562593 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


7/6/2000 


A permanent solution has been achieved. 


reduced to background. 


Contamination has not been 


Chemicals: 
Chemical: FUEL OIL #2 
Quantity: Not reported 
Location Type: MUNICIPAL 
Location Type: SCHOOL 
Source: UST 
LIGHT METAL PLATERS 
70 CLEMATIS AVE 
WALTHAM, MA 02453 
Site 1 of 5 in cluster | 
HW GEN: 
EPA Id: MAD001013515 
RCRA Generator Status: SQG 
State Generator Status: SQG-MA 
TIER 2: 
Report Year: 2014 
Facility Id: FATR20147RGKZJ002MJ7 
Facility Dept: Not reported 
Latitude: 42.23008 
Longitude: -71.12122 
Mailing Address: PO Box 540150 
Mailing City/State/Zip: 02454 
Mailing Country: USA 


MA HW GEN 5113409628 


MA TIER 2 N/A 
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Map ID 
Direction 
Distance 


Elevation 


Notes: 


All Chemicals Same As Last Yr: 


Date Signed: 


Dike Or Other Safeguard: 


Failed Validation: 
Date Modified: 
Fees Total: 

Num Of Employees: 


Site Coord Abbreviated?: 


Site Map: 

State Label Code: 
Submitted By: 
Validation Report: 
Fire District: 


Latlong Location Description: 


Latlong Method: 


Record Key: 
Id: 

Type: 
Description: 
Last Modified: 


Record Key: 
Id: 

Type: 
Description: 
Last Modified: 


Record Key: 
Id: 

Type: 
Description: 
Last Modified: 


Contact: 


Report Year: 
Contact Record Id: 
Title: 

Contact Name: 
Contact Email: 


Contact Mail Address: 


Contact Mail City: 
Contact Mail State: 
Contact Mail Zip: 


Contact Mail Country: 


Contact1 Type: 
Contact2 Type: 
Contact3 Type: 
Contact4 Type: 
Modification Date: 


Contact: 


Report Year: 


MAP FINDINGS 


LIGHT METAL PLATERS (Continued) 


EDR ID Number 


Database(s) EPA ID Number 


5113409628 


Hubbard Hall /Chem Trec transports our chemicals via Rt. 128 N to the 
Totten Pond Rd. exit to Beaver St. to our facility on Clematis Ave. 


T 
2/24/2015 

Not reported 

Not reported 
04/03/2015 

Not reported 

24 

Not reported 

T 

MA2014 

Steve Delorey/owner 
Not reported 

Not reported 

Not reported 

Not reported 


FDTR20147RGKZJOO3MJP 


332813 
NAICS 


Electroplating, Plating, Polishing, Anodizing and Coloring 


2/27/2011 


FDTR20147RGLD0004A03 


3471 
SIC 


PLATING AND POLISHING 


2/27/2011 


FDTR20147RGLECOOSFWD 


001013515 

Dun & Bradstreet 
Not reported 
2/23/2014 


2014 


CTTR20147RGM5Y00CLA8 


owner 
Delorey 


sdelorey@lightmetalplaters.com 


33 Chase RdWaltham 
us 

MA 

02453 

USA 

Owner / Operator 
Emergency Contact 


Fac. Emergency Coordinator 


Not reported 
2/24/2015 


2014 
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Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation Site 


LIGHT METAL PLATERS (Continued) 


Contact Name: 
Contact Email: 


Contact Mail Address: 


Contact Record Id: CTTR20147RKK9K01HX15 
Title: Not reported 
Contact Name: Hubbard Hall/ ChemTrec 
Contact Email: Not reported 
Contact Mail Address: 563 South Leonard St. 
Contact Mail City: Waterbury 
Contact Mail State: CT 
Contact Mail Zip: 06708 
Contact Mail Country: USA 
Contact1 Type: Carrier 
Contact2 Type: Not reported 
Contact3 Type: Not reported 
Contact4 Type: Not reported 
Modification Date: 2/24/2015 
Contact: 
Report Year: 2014 
Contact Record Id: CTTR20149U365C0075KC 
Title: Waste Water Treatment Operator 


Parent 
MParent@lightmetalplaters.com 
193 Wareham Street 


Contact Mail City: Middleboro 
Contact Mail State: MA 
Contact Mail Zip: 02346 
Contact Mail Country: USA 
Contact1 Type: Emergency Contact 
Contact2 Type: Not reported 
Contact3 Type: Not reported 
Contact4 Type: Not reported 
Modification Date: 2/24/2015 
Contact: 
Report Year: 2014 
Contact Record Id: CTTR20149U36PB00CQ9Q 
Title: Treasurer 
Contact Name: Gauthier 
Contact Email: pjgauthierQlightmetalplaters.com 
Contact Mail Address: Not reported 
Contact Mail City: Not reported 
Contact Mail State: Not reported 
Contact Mail Zip: Not reported 
Contact Mail Country: USA 
Contact1 Type: Tier II Information Contact 
Contact2 Type: Not reported 
Contact3 Type: Not reported 
Contact4 Type: Not reported 
Modification Date: 2/24/2015 
Chemicals: 
Acute: T 
Ave Amount: Not reported 
Ave Amount Code: 03 


EDR ID Number 


Database(s) EPA ID Number 


5113409628 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


LIGHT METAL PLATERS (Continued) 


Chem Inv Record Id: 


Chem Same As Last Yr: 


Chronic: 

CICAS: 

CI EHS Chemical: 
CI Last Modified: 
Days On Site: 


Entered Chemical Name: 


Fire: 

Gas: 

Liquid: 

Max Amount: 

Max Amount Code: 
Max Amt Container: 
Mixture: 

Pressure: 

Pure: 

Reactive: 

Solid: 

State01 Checkbox: 
State01 Number: 
State01 Text: 
State02 Checkbox: 
State02 Number: 
State02 Text: 
State03 Checkbox: 
State03 Number: 
State03 Text: 
State04 Checkbox: 
State04 Number: 
State04 Text: 
State05 Checkbox: 
State05 Text: 
State06 Checkbox: 
State06 Text: 
State07 Checkbox: 
State07 Text: 


State1 Contact Field: 


State Label Code: 
Trade Secret: 


Location: 


Record Key: 

Chem Inv Record Id: 
Type Code: 
Pressure Code: 
Temperature Code: 
Location: 

Amount: 

Amount Unit: 

Last Modified: 


Record Key: 

Chem Inv Record Id: 
Type Code: 
Pressure Code: 
Temperature Code: 


CVTR20147RGNCYOOR26Z 


Not reported 
Not reported 
7647-01-0 

T 

2/24/2015 
365 


HYDROCHLORIC ACID 


Not reported 
Not reported 
T 

Not reported 
3 

Not reported 
T 

Not reported 
Not reported 
T 

Not reported 
T 

540 

Not reported 
Not reported 
2 

Year 

Not reported 
540 

Not reported 
Not reported 
540 

Liquid 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5113409628 


Hubbard Hall transports our chemicals via Rt. 128 N to the Totten 
Pond Rå. exit to Beaver St. to our facility on Clematis Ave. 


Hubbard Hall/ ChemTrec 


MA2014 
Not reported 


CLTR20147RGNJ600SLEX 
CVTR20147RGNCYOOR26Z 
Plastic or non-metallic drum 


Ambient pressure 
Ambient temperature 
chem storage area 
110 

gallons 

2/24/2015 


CLTR20147RGNK400TDL2 
CVTR20147RGNCYOOR26Z 


Tank inside building 
Ambient pressure 
Ambient temperature 
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Map ID | MAP FINDINGS 


LIGHT METAL PLATERS (Continued) 


Location: 
Amount: 
Amount Unit: 
Last Modified: 


Record Key: 

Chem Inv Record Id: 
Type Code: 
Pressure Code: 
Temperature Code: 
Location: 

Amount: 

Amount Unit: 

Last Modified: 


Chemical Mixture: 
Record Key: 
Chem Inv Rec Id: 
Mx Chem: 

Mx CAS: 
Percentage: 

Wt Vol: 

Mx EHS: 

Mx Last Modified: 


Acute: 

Ave Amount: 

Ave Amount Code: 
Chem Inv Record Id: 
Chem Same As Last Yr: 
Chronic: 

CICAS: 

CI EHS Chemical: 
CI Last Modified: 
Days On Site: 
Entered Chemical Name: 
Fire: 

Gas: 

Liquid: 

Max Amount: 

Max Amount Code: 
Max Amt Container: 
Mixture: 

Pressure: 

Pure: 

Reactive: 

Solid: 

State01 Checkbox: 
State01 Number: 
State01 Text: 
State02 Checkbox: 
State02 Number: 
State02 Text: 
State03 Checkbox: 
State03 Number: 
State03 Text: 


asst plating shop tanks 
470 

gallons 

2/24/2015 


CLTR20147RGNKX00U3CH 
CVTR20147RGNCYOOR26Z 
Glass bottles or jugs 
Ambient pressure 

Ambient temperature 
process lab 

1 

gallons 

2/24/2015 


CMTR20147RGP3A00V4E9 
CVTR20147RGNCYOOR26Z 
Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

2/24/2015 


т 
Not reported 
03 
CVTR20147RGP5700WTOL 
Not reported 
Not reported 
7697-37-2 

T 

2/24/2015 
365 

NITRIC ACID 
T 

Not reported 
T 

Not reported 
03 

Not reported 
T 

Not reported 
Not reported 
T 

Not reported 
T 

600 

Not reported 
Not reported 
4 

Year 

Not reported 
1200 

Not reported 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


5113409628 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
LIGHT METAL PLATERS (Continued) $113409628 
State04 Checkbox: Not reported 
State04 Number: 600 
State04 Text: Liquid 
State05 Checkbox: Not reported 
State05 Text: Not reported 
State06 Checkbox: Not reported 
State06 Text: Not reported 
State07 Checkbox: Not reported 
State07 Text: Hubbard Hall transports our chemicals via Rt. 128 N to the Totten 
Pond Rd. exit to Beaver St. to our facility on Clematis Ave. 
State1 Contact Field: Hubbard Hall/ ChemTrec 
State Label Code: MA2014 
Trade Secret: Not reported 
Location: 
Record Key: CLTR20147RGP7H00XSMB 
Chem Inv Record Id: CVTR20147RGP5700WTOL 
Type Code: Steel Drum 
Pressure Code: Ambient pressure 
Temperature Code: Ambient temperature 
Location: chem storage area 
Amount: 90 
Amount Unit: gallons 
Last Modified: 2/24/2015 
Record Key: CLTR20147RGP8800YE2D 
Chem Inv Record Id: CVTR20147RGP5700WTOL 
Type Code: Tank inside building 
Pressure Code: Ambient pressure 
Temperature Code: Ambient temperature 
Location: plating shop tanks 
Amount: 335 
Amount Unit: gallons 
Last Modified: 2/24/2015 
Record Key: CLTR20147RGP9200Z485 
Chem Inv Record Id: CVTR20147RGP5700WTOL 
Type Code: Glass bottles or jugs 
Pressure Code: Ambient pressure 
Temperature Code: Ambient temperature 
Location: process lab 
Amount: 1 
Amount Unit: gallons 
Last Modified: 2/24/2015 
Acute: T 
Ave Amount: Not reported 
Ave Amount Code: 02 
Chem Inv Record Id: CVTR20147RGPAGO10BRH 
Chem Same As Last Yr: Not reported 
Chronic: Not reported 
CICAS: 151-50-8 
CI EHS Chemical: T 
CI Last Modified: 2/24/2015 
Days On Site: 365 
Entered Chemical Name: POTASSIUM CYANIDE 
Fire: Not reported 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


LIGHT METAL PLATERS (Continued) 


Gas: 

Liquid: 

Max Amount: 

Max Amount Code: 
Max Amt Container: 
Mixture: 

Pressure: 

Pure: 

Reactive: 

Solid: 

State01 Checkbox: 
State01 Number: 
State01 Text: 
State02 Checkbox: 
State02 Number: 
State02 Text: 
State03 Checkbox: 
State03 Number: 
State03 Text: 
State04 Checkbox: 
State04 Number: 
State04 Text: 
State05 Checkbox: 
State05 Text: 
State06 Checkbox: 
State06 Text: 
State07 Checkbox: 
State07 Text: 


State1 Contact Field: 


State Label Code: 
Trade Secret: 


Location: 


Record Key: 


Chem Inv Record Id: 


Type Code: 
Pressure Code: 
Temperature Code: 
Location: 

Amount: 

Amount Unit: 

Last Modified: 


Record Key: 


Chem Inv Record Id: 


Type Code: 
Pressure Code: 
Temperature Code: 
Location: 

Amount: 

Amount Unit: 

Last Modified: 


Record Key: 


Chem Inv Record Id: 


Type Code: 
Pressure Code: 


Not reported 
Not reported 
Not reported 
02 

Not reported 
T 

Not reported 
T 

T 

T 

T 

110 

Not reported 
Not reported 
1 

Year 

Not reported 
110 

Not reported 
Not reported 
110 

Solid 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5113409628 


Hubbard Hall transports our chemicals via Rt. 128 N to the Totten 
Pond Rd. exit to Beaver St. to our facility on Clematis Ave. 


Hubbard Hall/ ChemTrec 


MA2014 
Not reported 


CLTR20147RGPDZ011CNH 
CVTR20147RGPAGO10BRH 


Tank inside building 
Ambient pressure 


Greater than ambient temperature 
asst plating shop tanks 


95 
gallons 
2/24/2015 


CLTR20147RGPEV0124P4 
CVTR20147RGPAGO10BRH 


Steel Drum 
Ambient pressure 


Ambient temperature 
waste water area chem storage 


120 
pounds 
2/24/2015 


CLTR20147RGPFM013T2S 
CVTR20147RGPAG010BRH 
Glass bottles or jugs 


Ambient pressure 


TC5505005.2s Page 271 


Map ID | MAP FINDINGS 
Direction 
Distance 


EDR ID Number 


Elevation Site Database(s) EPA ID Number 


LIGHT METAL PLATERS (Continued) $113409628 
Temperature Code: Ambient temperature 
Location: process lab 
Amount: 3 
Amount Unit: pounds 
Last Modified: 2/24/2015 
Acute: T 
Ave Amount: Not reported 
Ave Amount Code: 02 
Chem Inv Record Id: CVTR20147RGPH90147DU 
Chem Same As Last Yr: Not reported 
Chronic: Not reported 
CICAS: 143-33-9 
CI EHS Chemical: T 
CI Last Modified: 2/24/2015 
Days On Site: 365 
Entered Chemical Name: SODIUM CYANIDE 
Fire: Not reported 
Gas: Not reported 
Liquid: Not reported 
Max Amount: Not reported 
Max Amount Code: 02 
Max Amt Container: Not reported 
Mixture: T 
Pressure: Not reported 
Pure: T 
Reactive: T 
Solid: T 
State01 Checkbox: T 
State01 Number: 220 
State01 Text: Not reported 
State02 Checkbox: Not reported 
State02 Number: 2 
State02 Text: Year 
State03 Checkbox: Not reported 
State03 Number: 220 
State03 Text: Not reported 
State04 Checkbox: Not reported 
State04 Number: 220 
State04 Text: Solid 
State05 Checkbox: Not reported 
State05 Text: Not reported 
State06 Checkbox: Not reported 
State06 Text: Not reported 
State07 Checkbox: Not reported 
State07 Text: Hubbard Hall transports our chemicals via Rt. 128 N to the Totten 

Pond Rd. exit to Beaver St. to our facility on Clematis Ave. 
State1 Contact Field: Hubbard Hall/ ChemTrec 
State Label Code: MA2014 
Trade Secret: Not reported 
Location: 
Record Key: CLTR20147RGPK7015WN6 
Chem Inv Record Id: CVTR20147RGPH90147DU 
Type Code: Tank inside building 
Pressure Code: Ambient pressure 
Temperature Code: Greater than ambient temperature 


TC5505005.2s Page 272 


Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation Site 


LIGHT METAL PLATERS (Continued) 


Location: asst plating shop tanks 
Amount: 335 

Amount Unit: gallons 

Last Modified: 2/24/2015 

Record Key: CLTR20147RGPKA016YU2 
Chem Inv Record Id: CVTR20147RGPH90147DU 
Type Code: Steel Drum 

Pressure Code: Ambient pressure 
Temperature Code: Ambient temperature 
Location: chemical storage area 
Amount: 100 

Amount Unit: pounds 

Last Modified: 2/24/2015 

Record Key: CLTR20147RGPKD0171NE 
Chem Inv Record Id: CVTR20147RGPH90147DU 
Type Code: Glass bottles or jugs 
Pressure Code: Ambient pressure 
Temperature Code: Ambient temperature 
Location: process lab 

Amount: 3 

Amount Unit: pounds 

Last Modified: 2/24/2015 

Acute: T 

Ave Amount: Not reported 

Ave Amount Code: 03 

Chem Inv Record Id: CVTR20147RGPQE019DAE 
Chem Same As Last Yr: Not reported 

Chronic: Not reported 

CICAS: 7664-93-9 

Cl EHS Chemical: T 

CI Last Modified: 2/24/2015 

Days On Site: 365 

Entered Chemical Name: SULFURIC ACID 

Fire: Not reported 

Gas: Not reported 

Liquid: T 

Max Amount: Not reported 

Max Amount Code: 03 

Max Amt Container: Not reported 

Mixture: T 

Pressure: Not reported 

Pure: Not reported 

Reactive: T 

Solid: Not reported 

State01 Checkbox: T 

State01 Number: 750 

State01 Text: Not reported 

State02 Checkbox: Not reported 

State02 Number: 4 

State02 Text: Year 

State03 Checkbox: Not reported 

State03 Number: 3000 

State03 Text: Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5113409628 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
LIGHT METAL PLATERS (Continued) $113409628 
State04 Checkbox: Not reported 
State04 Number: 1500 
State04 Text: Liquid 
State05 Checkbox: Not reported 
State05 Text: Not reported 
State06 Checkbox: Not reported 
State06 Text: Not reported 
State07 Checkbox: Not reported 
State07 Text: Hubbard Hall transports our chemicals via Rt. 128 N to the Totten 
Pond Rd. exit to Beaver St. to our facility on Clematis Ave. 
State1 Contact Field: Hubbard Hall/ ChemTrec 
State Label Code: MA2014 
Trade Secret: T 
Location: 
Record Key: CLTR20147RGPSZ01ALSN 
Chem Inv Record Id: CVTR20147RGPQE019DAE 
Type Code: Plastic or non-metallic drum 
Pressure Code: Ambient pressure 
Temperature Code: Ambient temperature 
Location: chemical storage area 
Amount: 50 
Amount Unit: gallons 
Last Modified: 2/24/2015 
Record Key: CLTR20147RGPT101BNPT 
Chem Inv Record Id: CVTR20147RGPQE019DAE 
Type Code: Tank inside building 
Pressure Code: Ambient pressure 
Temperature Code: Ambient temperature 
Location: waste water area 
Amount: 110 
Amount Unit: gallons 
Last Modified: 2/24/2015 
Record Key: CLTR20147RGPT401CR4D 
Chem Inv Record Id: CVTR20147RGPQE019DAE 
Type Code: Tank inside building 
Pressure Code: Ambient pressure 
Temperature Code: Ambient temperature 
Location: asst plating shop tanks 
Amount: 1400 
Amount Unit: gallons 
Last Modified: 2/24/2015 
Record Key: CLTR20147RGPT701DTG7 
Chem Inv Record Id: CVTR20147RGPQE019DAE 
Type Code: Glass bottles or jugs 
Pressure Code: Ambient pressure 
Temperature Code: Ambient temperature 
Location: process lab 
Amount: 5 
Amount Unit: gallons 
Last Modified: 2/24/2015 
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Map ID 
Direction 
Distance 


Elevation 


156 
East 
1/8-1/4 


0.228 mi. 


1206 ft. 
Relative: 
Lower 


Actual: 
52 ft. 


MAP FINDINGS 


Site 


INDUSTRIAL PROPERTY 
70-74 CLEMATIS AVE 
WALTHAM, MA 02154 


Site 2 of 5 in cluster I 


SHWS: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Location Type: 
Source: 

Source: 

Source: 


3-0000501 / RAO 
WALTHAM 
01/15/1987 

NONE 

3-0000501 
Response Action Outcome 
02/04/2010 

Not reported 

C1- C1 

Not reported 
INDUSTRIAL 
COMMERCIAL 
UNKNOWN 
RAILROAD 

AST 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


UNKNOWN 
Not reported 


Release Disposition 
Valid Transition Site 
1/15/1987 

C1 


Phase 5 


Remedy Operation Status Report Received 


1/15/2008 
C1 


Phase 5 
RMRINT 
1/15/2008 
C1 


Phase 5 


Status or Interim Report Received 


1/15/2008 
C1 


Phase 5 


Status or Interim Report Received 


1/9/2007 
C1 


Phase 5 
RMRINI 
1/9/2007 


EDR ID Number 


Database(s) EPA ID Number 


MA SHWS 5102618755 
MA LAST N/A 


MA RELEASE 


TC5505005.2s Page 275 


Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site 
INDUSTRIAL PROPERTY (Continued) 
Response Action Outcome: C1 
Action Type: Phase 5 
Action Status: Remedy Operation Status Report Received 
Action Date: 1/9/2009 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


C1 


Phase 2 

Scope of Work Received 
10/14/1998 

C1 


RLFA 
FLDRAN 
10/19/2006 
C1 


Phase 5 

Level II - Audit Inspection 
10/19/2006 

C1 


An activity type that is related to an Audit 
Notice of Non-compliance related to an Audit 
10/23/2017 

C1 


Response Action Outcome - RAO 


Level Ill - Comprehensive Audit 
10/23/2017 
C1 


An activity type that is related to an Audit 
NAFNVD 

10/30/2006 

C1 


Response Action Outcome - RAO 
Level I - Technical Screen Audit 
10/7/2010 

C1 


Release Abatement Measure 
Level I - Technical Screen Audit 
11/3/2008 

C1 


Release Abatement Measure 
RMRINI 

12/30/2008 

C1 


Release Abatement Measure 
Status or Interim Report Received 
12/30/2008 

C1 


EDR ID Number 


Database(s) EPA ID Number 


$102618755 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


INDUSTRIAL PROPERTY (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Database(s) 


Response Action Outcome - RAO 
RAO Statement Received 
2/4/2010 

C1 


Phase 5 

Completion Statement Received 
2/4/2010 

C1 


Phase 5 

Action Status or AUL Terminated 
2/4/2010 

C1 


Release Abatement Measure 
Completion Statement Received 
2/4/2010 

C1 


Response Action Outcome - RAO 
RMRINT 

4/10/2012 

C1 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/10/2012 

C1 


An activity type that is related to an Audit 

Audit Follow-up Completion Statement Received 
4/24/2018 

C1 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
4/24/2018 

C1 


Response Action Outcome - RAO 
RMRINT 

4/6/2011 

C1 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/6/2011 

C1 


Tier Classification 
Tier 2 Extension 
5/17/2005 

C1 


Phase 4 
Completion Statement Received 


EDR ID Number 
EPA ID Number 


$102618755 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


INDUSTRIAL PROPERTY (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


5/17/2005 
C1 


Tier Classification 
Tier 2 Extension 
5/25/2004 

C1 


Response Action Outcome - RAO 
Level | - Technical Screen Audit 
5/28/2016 

C1 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
5/4/2004 

C1 


Phase 5 
RMRINT 
7/10/2007 
C1 


Phase 5 


Remedy Operation Status Report Received 


7/10/2007 
C1 


Release Abatement Measure 
Status or Interim Report Received 
7/10/2009 

C1 


Phase 5 


Remedy Operation Status Submittal Received 


7/13/2006 
C1 


Tier Classification 


Transmittal, Notice, or Notification Received 


7/16/1998 
C1 


Tier Classification 
Tier 2 Classification 
7/16/1998 

C1 


TREGS 
LSPFA 
7/16/1998 
C1 


Phase 1 

Completion Statement Received 
7/16/1998 

C1 


EDR ID Number 


Database(s) EPA ID Number 


$102618755 
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Database(s) 


Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site 
INDUSTRIAL PROPERTY (Continued) 
Action Type: Phase 5 
Action Status: Remedy Operation Status Report Received 
Action Date: 7/17/2008 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


C1 


Phase 5 
RMRINT 
7/17/2008 
C1 


Phase 5 

Status or Interim Report Received 
7/17/2008 

C1 


Phase 5 
RMRINT 
7/17/2009 
C1 


Phase 5 

Remedy Operation Status Report Received 
7/17/2009 

C1 


Tier Classification 
Legal Notice Published 
7/24/1998 

C1 


Phase 3 

Notice of Delay in Meeting RA Deadline Received 
8/2/2000 

C1 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 
8/2/2000 

C1 


Release Abatement Measure 
Written Plan Received 
8/21/2008 

C1 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
8/23/2010 

C1 


Phase 4 

Written Plan Received 
8/27/2001 

C1 


Phase 2 
Completion Statement Received 


EDR ID Number 
EPA ID Number 


$102618755 
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Map ID | 


МАР FINDINGS 
Direction 
Distance 
Elevation Site 
INDUSTRIAL PROPERTY (Continued) 
Action Date: 8/31/2000 
Response Action Outcome: C1 
Action Type: Phase 3 
Action Status: Completion Statement Received 
Action Date: 8/31/2000 


Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 

Location Type: 

Source: 

Source: 

Source: 


C1 


3-0000501 / RAO 
WALTHAM 
01/15/1987 

NONE 

3-0000501 
Response Action Outcome 
02/04/2010 

Not reported 

C1- C1 

Not reported 
INDUSTRIAL 
COMMERCIAL 
UNKNOWN 
RAILROAD 

AST 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


UNKNOWN 
Not reported 


Release Disposition 
Valid Transition Site 
1/15/1987 

C1 


Phase 5 


Remedy Operation Status Report Received 


1/15/2008 
C1 


Phase 5 
RMRINT 
1/15/2008 
C1 


Phase 5 

Status or Interim Report Received 
1/15/2008 

C1 


Phase 5 

Status or Interim Report Received 
1/9/2007 

C1 


EDR ID Number 


Database(s) EPA ID Number 


$102618755 
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Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site 
INDUSTRIAL PROPERTY (Continued) 
Action Type: Phase 5 
Action Status: RMRINI 
Action Date: 1/9/2007 
Response Action Outcome: C1 
Action Type: Phase 5 
Action Status: Remedy Operation Status Report Received 
Action Date: 1/9/2009 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


C1 


Phase 2 

Scope of Work Received 
10/14/1998 

C1 


RLFA 
FLDRAN 
10/19/2006 
C1 


Phase 5 

Level II - Audit Inspection 
10/19/2006 

C1 


An activity type that is related to an Audit 
Notice of Non-compliance related to an Audit 
10/23/2017 

C1 


Response Action Outcome - RAO 


Level Ill - Comprehensive Audit 
10/23/2017 
C1 


An activity type that is related to an Audit 
NAFNVD 

10/30/2006 

C1 


Response Action Outcome - RAO 
Level | - Technical Screen Audit 
10/7/2010 

C1 


Release Abatement Measure 
Level I - Technical Screen Audit 
11/3/2008 

C1 


Release Abatement Measure 
RMRINI 

12/30/2008 

C1 


Release Abatement Measure 
Status or Interim Report Received 


EDR ID Number 


Database(s) EPA ID Number 


$102618755 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


INDUSTRIAL PROPERTY (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Database(s) 


12/30/2008 
C1 


Response Action Outcome - RAO 
RAO Statement Received 
2/4/2010 

C1 


Phase 5 

Completion Statement Received 
2/4/2010 

C1 


Phase 5 

Action Status or AUL Terminated 
2/4/2010 

C1 


Release Abatement Measure 
Completion Statement Received 
2/4/2010 

C1 


Response Action Outcome - RAO 
RMRINT 

4/10/2012 

C1 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/10/2012 

C1 


An activity type that is related to an Audit 

Audit Follow-up Completion Statement Received 
4/24/2018 

C1 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
4/24/2018 

C1 


Response Action Outcome - RAO 
RMRINT 

4/6/2011 

C1 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/6/2011 

C1 


Tier Classification 
Tier 2 Extension 
5/17/2005 

C1 


EDR ID Number 
EPA ID Number 


$102618755 
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Map ID | 


МАР FINDINGS 
Direction 
Distance 
Elevation Site 
INDUSTRIAL PROPERTY (Continued) 

Action Type: Phase 4 

Action Status: Completion Statement Received 

Action Date: 5/17/2005 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


C1 


Tier Classification 
Tier 2 Extension 
5/25/2004 

C1 


Response Action Outcome - RAO 
Level | - Technical Screen Audit 
5/28/2016 

C1 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
5/4/2004 

C1 


Phase 5 
RMRINT 
7/10/2007 
C1 


Phase 5 


Remedy Operation Status Report Received 


7/10/2007 
C1 


Release Abatement Measure 
Status or Interim Report Received 
7/10/2009 

C1 


Phase 5 


Remedy Operation Status Submittal Received 


7/13/2006 
C1 


Tier Classification 


Transmittal, Notice, or Notification Received 


7/16/1998 
C1 


Tier Classification 
Tier 2 Classification 
7/16/1998 

C1 


TREGS 
LSPFA 
7/16/1998 
C1 


Phase 1 
Completion Statement Received 


EDR ID Number 


Database(s) EPA ID Number 


$102618755 
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Database(s) 


Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site 
INDUSTRIAL PROPERTY (Continued) 
Action Date: 7/16/1998 
Response Action Outcome: C1 
Action Type: Phase 5 
Action Status: Remedy Operation Status Report Received 
Action Date: 7/17/2008 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


C1 


Phase 5 
RMRINT 
7/17/2008 
C1 


Phase 5 

Status or Interim Report Received 
7/17/2008 

C1 


Phase 5 
RMRINT 
7/17/2009 
C1 


Phase 5 

Remedy Operation Status Report Received 
7/17/2009 

C1 


Tier Classification 
Legal Notice Published 
7/24/1998 

C1 


Phase 3 

Notice of Delay in Meeting RA Deadline Received 
8/2/2000 

C1 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 
8/2/2000 

C1 


Release Abatement Measure 
Written Plan Received 
8/21/2008 

C1 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
8/23/2010 

C1 


Phase 4 

Written Plan Received 
8/27/2001 

C1 


EDR ID Number 
EPA ID Number 


$102618755 
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Map ID | 


МАР FINDINGS 
Direction 
Distance 
Elevation Site 
INDUSTRIAL PROPERTY (Continued) 
Action Type: Phase 2 
Action Status: Completion Statement Received 
Action Date: 8/31/2000 
Response Action Outcome: C1 
Action Type: Phase 3 
Action Status: Completion Statement Received 
Action Date: 8/31/2000 


Response Action Outcome: 


LAST: 
Release Tracking Number/Current Status: 
Source Type: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil Or Haz Material: 


Chemicals: 
Chemical: 
Quantity: 
Location Type: 
Location Type: 
Source: 
Source: 
Source: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


C1 


3-0000501 / RAO 
AST 

WALTHAM 
01/15/1987 

NONE 

3-0000501 
02/04/2010 

Not reported 
C1-C1 

Not reported 


UNKNOWN 
Not reported 
INDUSTRIAL 
COMMERCIAL 
UNKNOWN 
RAILROAD 
AST 


Release Disposition 
Valid Transition Site 
1/15/1987 

C1 


Phase 5 


Remedy Operation Status Report Received 


1/15/2008 
C1 


Phase 5 
RMRINT 
1/15/2008 
C1 


Phase 5 


Status or Interim Report Received 


1/15/2008 
C1 


Phase 5 


Status or Interim Report Received 


1/9/2007 
C1 


EDR ID Number 


Database(s) EPA ID Number 


$102618755 
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Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site 
INDUSTRIAL PROPERTY (Continued) 
Action Type: Phase 5 
Action Status: RMRINI 
Action Date: 1/9/2007 
Response Action Outcome: C1 
Action Type: Phase 5 
Action Status: Remedy Operation Status Report Received 
Action Date: 1/9/2009 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


C1 


Phase 2 

Scope of Work Received 
10/14/1998 

C1 


RLFA 
FLDRAN 
10/19/2006 
C1 


Phase 5 

Level II - Audit Inspection 
10/19/2006 

C1 


An activity type that is related to an Audit 
Notice of Non-compliance related to an Audit 
10/23/2017 

C1 


Response Action Outcome - RAO 


Level Ill - Comprehensive Audit 
10/23/2017 
C1 


An activity type that is related to an Audit 
NAFNVD 

10/30/2006 

C1 


Response Action Outcome - RAO 
Level | - Technical Screen Audit 
10/7/2010 

C1 


Release Abatement Measure 
Level I - Technical Screen Audit 
11/3/2008 

C1 


Release Abatement Measure 
RMRINI 

12/30/2008 

C1 


Release Abatement Measure 
Status or Interim Report Received 


EDR ID Number 


Database(s) EPA ID Number 


$102618755 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


INDUSTRIAL PROPERTY (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Database(s) 


12/30/2008 
C1 


Response Action Outcome - RAO 
RAO Statement Received 
2/4/2010 

C1 


Phase 5 

Completion Statement Received 
2/4/2010 

C1 


Phase 5 

Action Status or AUL Terminated 
2/4/2010 

C1 


Release Abatement Measure 
Completion Statement Received 
2/4/2010 

C1 


Response Action Outcome - RAO 
RMRINT 

4/10/2012 

C1 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/10/2012 

C1 


An activity type that is related to an Audit 

Audit Follow-up Completion Statement Received 
4/24/2018 

C1 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
4/24/2018 

C1 


Response Action Outcome - RAO 
RMRINT 

4/6/2011 

C1 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/6/2011 

C1 


Tier Classification 
Tier 2 Extension 
5/17/2005 

C1 


EDR ID Number 
EPA ID Number 


$102618755 
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Map ID | 


МАР FINDINGS 
Direction 
Distance 
Elevation Site 
INDUSTRIAL PROPERTY (Continued) 

Action Type: Phase 4 

Action Status: Completion Statement Received 

Action Date: 5/17/2005 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


C1 


Tier Classification 
Tier 2 Extension 
5/25/2004 

C1 


Response Action Outcome - RAO 
Level | - Technical Screen Audit 
5/28/2016 

C1 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
5/4/2004 

C1 


Phase 5 
RMRINT 
7/10/2007 
C1 


Phase 5 


Remedy Operation Status Report Received 


7/10/2007 
C1 


Release Abatement Measure 
Status or Interim Report Received 
7/10/2009 

C1 


Phase 5 


Remedy Operation Status Submittal Received 


7/13/2006 
C1 


Tier Classification 


Transmittal, Notice, or Notification Received 


7/16/1998 
C1 


Tier Classification 
Tier 2 Classification 
7/16/1998 

C1 


TREGS 
LSPFA 
7/16/1998 
C1 


Phase 1 
Completion Statement Received 


EDR ID Number 


Database(s) EPA ID Number 


$102618755 
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Database(s) 


Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site 
INDUSTRIAL PROPERTY (Continued) 
Action Date: 7/16/1998 
Response Action Outcome: C1 
Action Type: Phase 5 
Action Status: Remedy Operation Status Report Received 
Action Date: 7/17/2008 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


C1 


Phase 5 
RMRINT 
7/17/2008 
C1 


Phase 5 

Status or Interim Report Received 
7/17/2008 

C1 


Phase 5 
RMRINT 
7/17/2009 
C1 


Phase 5 

Remedy Operation Status Report Received 
7/17/2009 

C1 


Tier Classification 
Legal Notice Published 
7/24/1998 

C1 


Phase 3 

Notice of Delay in Meeting RA Deadline Received 
8/2/2000 

C1 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 
8/2/2000 

C1 


Release Abatement Measure 
Written Plan Received 
8/21/2008 

C1 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
8/23/2010 

C1 


Phase 4 

Written Plan Received 
8/27/2001 

C1 


EDR ID Number 
EPA ID Number 


$102618755 
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Map ID | MAP FINDINGS 

Direction 

Distance EDR ID Number 
Site 


Elevation Database(s) EPA ID Number 


INDUSTRIAL PROPERTY (Continued) $102618755 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil / Haz Material Type: 


Phase 2 

Completion Statement Received 
8/31/2000 

C1 


Phase 3 

Completion Statement Received 
8/31/2000 

C1 


3-0000501 / RAO 
3-0000501 
WALTHAM 
01/15/1987 

NONE 

02/04/2010 

Not reported 

C1 - C1 

Not reported 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


Release Disposition 
Valid Transition Site 
1/15/1987 

C1 


Phase 5 

Remedy Operation Status Report Received 
1/15/2008 

C1 


Phase 5 
RMRINT 
1/15/2008 
C1 


Phase 5 

Status or Interim Report Received 
1/15/2008 

C1 


Phase 5 

Status or Interim Report Received 
1/9/2007 

C1 


Phase 5 
RMRINI 
1/9/2007 
C1 


Phase 5 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


INDUSTRIAL PROPERTY (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Remedy Operation Status Report Received 
1/9/2009 
C1 


Phase 2 

Scope of Work Received 
10/14/1998 

C1 


RLFA 
FLDRAN 
10/19/2006 
C1 


Phase 5 

Level II - Audit Inspection 
10/19/2006 

C1 


An activity type that is related to an Audit 
Notice of Non-compliance related to an Audit 
10/23/2017 

C1 


Response Action Outcome - RAO 


Level Ill - Comprehensive Audit 
10/23/2017 
C1 


An activity type that is related to an Audit 
NAFNVD 

10/30/2006 

C1 


Response Action Outcome - RAO 
Level | - Technical Screen Audit 
10/7/2010 

C1 


Release Abatement Measure 
Level | - Technical Screen Audit 
11/3/2008 

C1 


Release Abatement Measure 
RMRINI 

12/30/2008 

C1 


Release Abatement Measure 
Status or Interim Report Received 
12/30/2008 

C1 


Response Action Outcome - RAO 
RAO Statement Received 
2/4/2010 


EDR ID Number 


Database(s) EPA ID Number 


$102618755 
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Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Database(s) 


Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site 
INDUSTRIAL PROPERTY (Continued) 
Response Action Outcome: C1 
Action Type: Phase 5 
Action Status: Completion Statement Received 
Action Date: 2/4/2010 
Response Action Outcome: C1 
Action Type: Phase 5 
Action Status: Action Status or AUL Terminated 
Action Date: 2/4/2010 
Response Action Outcome: C1 


Release Abatement Measure 
Completion Statement Received 
2/4/2010 

C1 


Response Action Outcome - RAO 
RMRINT 

4/10/2012 

C1 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/10/2012 

C1 


An activity type that is related to an Audit 

Audit Follow-up Completion Statement Received 
4/24/2018 

C1 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
4/24/2018 

C1 


Response Action Outcome - RAO 
RMRINT 

4/6/2011 

C1 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/6/2011 

C1 


Tier Classification 
Tier 2 Extension 
5/17/2005 

C1 


Phase 4 

Completion Statement Received 
5/17/2005 

C1 


EDR ID Number 
EPA ID Number 


$102618755 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


INDUSTRIAL PROPERTY (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Tier Classification 
Tier 2 Extension 
5/25/2004 

C1 


Response Action Outcome - RAO 
Level | - Technical Screen Audit 
5/28/2016 

C1 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
5/4/2004 

C1 


Phase 5 
RMRINT 
7/10/2007 
C1 


Phase 5 


Remedy Operation Status Report Received 


7/10/2007 
C1 


Release Abatement Measure 
Status or Interim Report Received 
7/10/2009 

C1 


Phase 5 


Remedy Operation Status Submittal Received 


7/13/2006 
C1 


Tier Classification 


Transmittal, Notice, or Notification Received 


7/16/1998 
C1 


Tier Classification 
Tier 2 Classification 
7/16/1998 

C1 


TREGS 
LSPFA 
7/16/1998 
C1 


Phase 1 

Completion Statement Received 
7/16/1998 

C1 


Phase 5 


Remedy Operation Status Report Received 


EDR ID Number 


Database(s) EPA ID Number 


$102618755 
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Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Database(s) 


Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site 
INDUSTRIAL PROPERTY (Continued) 
Action Date: 7/17/2008 
Response Action Outcome: C1 
Action Type: Phase 5 
Action Status: RMRINT 
Action Date: 7/17/2008 
Response Action Outcome: C1 
Action Type: Phase 5 
Action Status: Status or Interim Report Received 
Action Date: 7/17/2008 
Response Action Outcome: C1 
Action Type: Phase 5 
Action Status: RMRINT 
Action Date: 7/17/2009 
Response Action Outcome: C1 
Action Type: Phase 5 
Action Status: Remedy Operation Status Report Received 
Action Date: 7/17/2009 


C1 


Tier Classification 
Legal Notice Published 
7/24/1998 

C1 


Phase 3 

Notice of Delay in Meeting RA Deadline Received 
8/2/2000 

C1 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 
8/2/2000 

C1 


Release Abatement Measure 
Written Plan Received 
8/21/2008 

C1 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
8/23/2010 

C1 


Phase 4 

Written Plan Received 
8/27/2001 

C1 


Phase 2 

Completion Statement Received 
8/31/2000 

C1 


EDR ID Number 
EPA ID Number 


$102618755 
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Map ID 
Direction 
Distance 


Elevation 


157 
East 
1/8-1/4 


0.228 mi. 


1206 ft. 


Relative: 


Lower 


Actual: 
52 ft. 


MAP FINDINGS 
Site 
INDUSTRIAL PROPERTY (Continued) 
Action Type: Phase 3 
Action Status: Completion Statement Received 
Action Date: 8/31/2000 
Response Action Outcome: C1 
Chemicals: 
Chemical: UNKNOWN 
Quantity: Not reported 
Location Type: INDUSTRIAL 
Location Type: COMMERCIAL 
Source: UNKNOWN 
Source: RAILROAD 
Source: AST 


EDR ID Number 
Database(s) EPA ID Number 


$102618755 


LIGHT METAL PLATERS LLC 
70 CLEMATIS AVE 
WALTHAM, MA 02154 


Site 3 of 5 in cluster | 


RCRA-SQG: 


Date form received by agency: 01/14/2003 


Facility name: 
Facility address: 


EPA ID: 
Contact: 
Contact address: 


Contact country: 
Contact telephone: 
Contact email: 
EPA Region: 

Land type: 
Classification: 
Description: 


Owner/Operator Summary: 
Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


LIGHT METAL PLATERS LLC 
70 CLEMATIS AVE 
WALTHAM, MA 02154 
MAD001013515 
SEAN-R DELANEY 
70 CLEMATIS AVE 
WALTHAM, MA 02154 
US 

617-899-8855 

Not reported 

01 

Private 


Small Small Quantity Generator 


RCRA-SQG 1000244181 

RAATS MADO001013515 
ICIS 
US AIRS 
FINDS 
ECHO 
RI MANIFEST 
PA MANIFEST 


Handler: generates more than 100 and less than 1000 kg of hazardous 
waste during any calendar month and accumulates less than 6000 kg of 
hazardous waste at any time; or generates 100 kg or less of hazardous 
waste during any calendar month, and accumulates more than 1000 kg of 


hazardous waste at any time 


DENEEN MICHAEL PRESIDENT 


70 CLEMATIS AVE 
WALTHAM, MA 02154 
US 

Not reported 

Not reported 

Not reported 

Not reported 
Private 

Owner 

01/01/1900 

Not reported 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
LIGHT METAL PLATERS LLC (Continued) 1000244181 
Owner/operator name: LIGHT METAL PLATERS INC 
Owner/operator address: 70 CLEMATIS AVE 
WALTHAM, MA 02154 

Owner/operator country: US 

Owner/operator telephone: Not reported 

Owner/operator email: Not reported 

Owner/operator fax: Not reported 

Owner/operator extension: Not reported 

Legal status: Private 

Owner/Operator Type: Operator 

Owner/Op start date: 12/08/1991 

Owner/Op end date: Not reported 


Handler Activities Summary: 
U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: No 
Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 
Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 


Historical Generators: 
Date form received by agency: 06/05/2002 


Site name: LIGHT METAL PLATERS LLC 
Classification: Large Quantity Generator 
Waste code: F001 
Waste name: THE FOLLOWING SPENT HALOGENATED SOLVENTS USED IN DEGREASING: 


TETRACHLOROETHYLENE, TRICHLOROETHYLENE, METHYLENE CHLORIDE, 
1,1,1-TRICHLOROETHANE, CARBON TETRACHLORIDE, AND CHLORINATED 
FLUOROCARBONS; ALL SPENT SOLVENT MIXTURES/BLENDS USED IN DEGREASING 
CONTAINING, BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF 

ONE OR MORE OF THE ABOVE HALOGENATED SOLVENTS OR THOSE SOLVENTS LISTED 
IN F002, F004, AND F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE 

SPENT SOLVENTS AND SPENT SOLVENT MIXTURES. 


Waste code: F002 

Waste name: THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 
METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 
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Map ID 
Direction 
Distance 


Elevation 


| MAP FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
LIGHT METAL PLATERS LLC (Continued) 1000244181 
Waste code: F006 
Waste name: WASTEWATER TREATMENT SLUDGES FROM ELECTROPLATING OPERATIONS EXCEPT 
FROM THE FOLLOWING PROCESSES: (1) SULFURIC ACID ANODIZING OF ALUMINUM; 
(2) TIN PLATING ON CARBON STEEL; (3) ZINC PLATING (SEGREGATED BASIS) 
ON CARBON STEEL; (4) ALUMINUM OR ZINC-ALUMINUM PLATING ON CARBON 
STEEL; (5) CLEANING/STRIPPING ASSOCIATED WITH TIN, ZINC AND ALUMINUM 
PLATING ON CARBON STEEL; AND (6) CHEMICAL ETCHING AND MILLING OF 
ALUMINUM. 
Waste code: F007 
Waste name: SPENT CYANIDE PLATING BATH SOLUTIONS FROM ELECTROPLATING OPERATIONS 
Waste code: F008 
Waste name: PLATING BATH RESIDUES FROM THE BOTTOM OF PLATING BATHS FROM 
ELECTROPLATING OPERATIONS WHERE CYANIDES ARE USED IN THE PROCESS. 
Waste code: F009 
Waste name: SPENT STRIPPING AND CLEANING BATH SOLUTIONS FROM ELECTROPLATING 


OPERATIONS WHERE CYANIDES ARE USED IN THE PROCESS. 


Date form received by agency: 02/29/1996 


Site name: 
Classification: 


LIGHT METAL PLATERS INC. 
Large Quantity Generator 


Date form received by agency: 03/28/1994 


Site name: 
Classification: 


LIGHT METAL PLATERS INC 
Large Quantity Generator 


Date form received by agency: 02/24/1992 


Site name: 
Classification: 


LIGHT METAL PLATERS INC. 
Large Quantity Generator 


Date form received by agency: 08/18/1980 


Site name: 
Classification: 


LIGHT METAL PLATERS LLC 
Small Quantity Generator 


Facility Has Received Notices of Violations: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 


Not reported 

State Statute or Regulation 
09/26/2008 

03/27/2009 

State 

FINAL 3008(A) COMPLIANCE ORDER 
12/17/2008 

Action Satisfied (Case Closed) 
03/27/2009 

State 

Not reported 

5000 

Not reported 


Not reported 

Permits - Application 

09/26/2008 

03/27/2009 

State 

FINAL 3008(A) COMPLIANCE ORDER 
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Map ID | MAP FINDINGS 


Direction 


Distance 
Elevation Site 


LIGHT METAL PLATERS LLC (Continued) 


Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Evaluation Action Summary: 


Evaluation date: 
Evaluation: 

Area of violation: 

Date achieved compliance: 
Evaluation lead agency: 


12/17/2008 

Action Satisfied (Case Closed) 
03/27/2009 

State 

Not reported 

5000 

Not reported 


Not reported 
Generators - General 
11/26/1990 
01/22/1991 

State 

WRITTEN INFORMAL 
12/19/1990 

Not reported 

Not reported 

State 

Not reported 

Not reported 

Not reported 


Not reported 
LDR - General 
03/21/1990 
07/13/1990 
State 
WRITTEN INFORMAL 
07/05/1990 
Not reported 
Not reported 
EPA 

Not reported 
Not reported 
Not reported 


Not reported 
Generators - General 
03/21/1990 
11/26/1990 

State 

WRITTEN INFORMAL 
04/11/1990 

Not reported 

Not reported 

State 

Not reported 

Not reported 

Not reported 


03/27/2009 

NOT A SIGNIFICANT NON-COMPLIER 
Not reported 

Not reported 

State 


EDR ID Number 


Database(s) ЕРА ID Number 


1000244181 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


LIGHT METAL PLATERS LLC (Co 


Evaluation date: 
Evaluation: 

Area of violation: 

Date achieved compliance: 
Evaluation lead agency: 


Evaluation date: 
Evaluation: 

Area of violation: 

Date achieved compliance: 
Evaluation lead agency: 


Evaluation date: 
Evaluation: 

Area of violation: 

Date achieved compliance: 
Evaluation lead agency: 


Evaluation date: 
Evaluation: 

Area of violation: 

Date achieved compliance: 
Evaluation lead agency: 


Evaluation date: 
Evaluation: 

Area of violation: 

Date achieved compliance: 
Evaluation lead agency: 


Evaluation date: 
Evaluation: 

Area of violation: 

Date achieved compliance: 
Evaluation lead agency: 


ICIS: 
Enforcement Action ID: 
FRS ID: 
Action Name: 
Facility Name: 
Facility Address: 


Enforcement Action Type: 
Facility County: 
Program System Acronym: 


ntinued) 


09/26/2008 

SIGNIFICANT NON-COMPLIER 
State Statute or Regulation 
03/27/2009 

State 


09/26/2008 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
Permits - Application 

03/27/2009 

State 


08/31/1993 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
Not reported 

Not reported 

State 


11/26/1990 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
Generators - General 

01/22/1991 

State 


03/21/1990 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
Generators - General 

11/26/1990 

State 


03/21/1990 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
LDR - General 

07/13/1990 

State 


MAO000A0000251 190131100029 
110000881519 

LIGHT METAL PLATERS 251190131100029 
LIGHT METAL PLATERS 

70 CLEMATIS AVENUE 

WALTHAM, CITY OF, MA 024530000 

Notice of Violation 

MIDDLESEX 

AIR 


Enforcement Action Forum Desc: Administrative - Informal 


EA Type Code: 

Facility SIC Code: 

Federal Facility ID: 

Latitude in Decimal Degrees: 
Longitude in Decimal Degrees: 
Permit Type Desc: 

Program System Acronym: 
Facility NAICS Code: 

Tribal Land Code: 


Enforcement Action ID: 


NOV 

3471 

Not reported 

42.38344 

-71.20327 

Not reported 
MA000000251 1901311 
332813 

Not reported 


MA000A0000251 190131100012 


Database(s) 


EDR ID Number 
EPA ID Number 


1000244181 
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Map ID 
Direction 
Distance 


Elevation 


Site 


| MAP FINDINGS 
LIGHT METAL PLATERS LLC (Continued) 
FRS ID: 110000881519 
Action Name: LIGHT METAL PLATERS 251190131100012 
Facility Name: LIGHT METAL PLATERS 
Facility Address: 70 CLEMATIS AVENUE 


Enforcement Action Type: 
Facility County: 
Program System Acronym: 


Enforcement Action Forum Desc: 


EA Type Code: 

Facility SIC Code: 

Federal Facility ID: 

Latitude in Decimal Degrees: 
Longitude in Decimal Degrees: 
Permit Type Desc: 

Program System Acronym: 
Facility NAICS Code: 

Tribal Land Code: 


US AIRS (AFS): 


Envid: 

Region Code: 

County Code: 

Programmatic ID: 

Facility Registry ID: 

D and B Number: 

Facility Site Name: 

Primary SIC Code: 

NAICS Code: 

Default Air Classification Code: 


Facility Type of Ownership Code: 


Air CMS Category Code: 
HPV Status: 


US AIRS (AFS): 


Region Code: 
Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 
Default Air Classification Code: 
Air Program: 

Activity Date: 

Activity Status Date: 
Activity Group: 

Activity Type: 

Activity Status: 


Region Code: 

Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 
Default Air Classification Code: 
Air Program: 

Activity Date: 

Activity Status Date: 

Activity Group: 


WALTHAM, CITY OF, MA 024530000 
Notice of Violation 
MIDDLESEX 

AIR 

Administrative - Informal 
NOV 

3471 

Not reported 

42.38344 

-71.20327 

Not reported 
MAO000000251 19019311 
332813 

Not reported 


1000244181 

01 

MAO017 

AIR MAO000000251 1901311 
110000881519 

Not reported 

LIGHT METAL PLATERS 
3471 

332813 

SMI 

POF 

Not reported 

Not reported 


01 

AIR MA000000251 1901311 
110000881519 

OPR 

SMI 


State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 


1988-02-23 00:00:00 
Not reported 
Compliance Monitoring 
Inspection/Evaluation 
Not reported 


01 

AIR MA000000251 1901311 
110000881519 

OPR 

SMI 


State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 


1988-10-05 00:00:00 
Not reported 
Compliance Monitoring 


Database(s) 


EDR ID Number 
EPA ID Number 


1000244181 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


LIGHT METAL PLATERS LLC (Continued) 1000244181 


Activity Type: 
Activity Status: 


Region Code: 
Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 
Activity Date: 
Activity Status Date: 
Activity Group: 
Activity Type: 
Activity Status: 


Region Code: 
Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 
Activity Date: 
Activity Status Date: 
Activity Group: 
Activity Type: 
Activity Status: 


Region Code: 
Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 
Activity Date: 
Activity Status Date: 
Activity Group: 
Activity Type: 
Activity Status: 


Region Code: 
Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 
Activity Date: 
Activity Status Date: 
Activity Group: 
Activity Type: 
Activity Status: 


Region Code: 
Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 


Inspection/Evaluation 
Not reported 


01 

AIR MAO000000251 1901311 
110000881519 

OPR 

SMI 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
1990-01-25 00:00:00 

Not reported 

Compliance Monitoring 
Inspection/Evaluation 

Not reported 


01 

AIR MAO000000251 1901311 
110000881519 

OPR 

SMI 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
1993-02-01 00:00:00 

Not reported 

Compliance Monitoring 
Inspection/Evaluation 

Not reported 


01 

AIR MAO000000251 1901311 
110000881519 

OPR 

SMI 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
1993-08-31 00:00:00 

Not reported 

Compliance Monitoring 
Inspection/Evaluation 

Not reported 


01 

AIR MA000000251 1901311 
110000881519 

OPR 

SMI 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
1994-06-13 00:00:00 

Not reported 

Compliance Monitoring 
Inspection/Evaluation 

Not reported 


01 

AIR MAO000000251 1901311 

110000881519 

OPR 

SMI 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
LIGHT METAL PLATERS LLC (Continued) 1000244181 
Activity Date: 1996-04-02 00:00:00 
Activity Status Date: Not reported 
Activity Group: Compliance Monitoring 
Activity Type: Inspection/Evaluation 
Activity Status: Not reported 
Region Code: 01 
Programmatic ID: AIR MA0000002511901311 
Facility Registry ID: 110000881519 
Air Operating Status Code: OPR 
Default Air Classification Code: SMI 
Air Program: State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
Activity Date: 2000-05-22 00:00:00 
Activity Status Date: Not reported 
Activity Group: Compliance Monitoring 
Activity Type: Inspection/Evaluation 
Activity Status: Not reported 
Region Code: 01 
Programmatic ID: AIR MA0000002511901311 
Facility Registry ID: 110000881519 
Air Operating Status Code: OPR 
Default Air Classification Code: SMI 
Air Program: State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
Activity Date: 2000-08-07 00:00:00 
Activity Status Date: Not reported 
Activity Group: Compliance Monitoring 
Activity Type: Inspection/Evaluation 
Activity Status: Not reported 
Region Code: 01 
Programmatic ID: AIR MA000000251 1901311 
Facility Registry ID: 110000881519 
Air Operating Status Code: OPR 
Default Air Classification Code: SMI 
Air Program: State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
Activity Date: 2001-03-02 00:00:00 
Activity Status Date: Not reported 
Activity Group: Compliance Monitoring 
Activity Type: Inspection/Evaluation 
Activity Status: Not reported 
Region Code: 01 
Programmatic ID: AIR MA000000251 1901311 
Facility Registry ID: 110000881519 
Air Operating Status Code: OPR 
Default Air Classification Code: SMI 
Air Program: State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
Activity Date: 2005-04-15 00:00:00 
Activity Status Date: Not reported 
Activity Group: Compliance Monitoring 
Activity Type: Inspection/Evaluation 
Activity Status: Not reported 
Region Code: 01 
Programmatic ID: AIR MAO000000251 1901311 
Facility Registry ID: 110000881519 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


LIGHT METAL PLATERS LLC (Continued) 


Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 
Activity Date: 
Activity Status Date: 
Activity Group: 
Activity Type: 
Activity Status: 


Region Code: 
Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 
Activity Date: 
Activity Status Date: 
Activity Group: 
Activity Type: 
Activity Status: 


Region Code: 
Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 
Activity Date: 
Activity Status Date: 
Activity Group: 
Activity Type: 
Activity Status: 


Region Code: 
Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 
Activity Date: 
Activity Status Date: 
Activity Group: 
Activity Type: 
Activity Status: 


Region Code: 
Programmatic ID: 

Facility Registry ID: 

Air Operating Status Code: 


Default Air Classification Code: 


Air Program: 
Activity Date: 
Activity Status Date: 
Activity Group: 
Activity Type: 
Activity Status: 


EDR ID Number 


Database(s) EPA ID Number 


1000244181 


OPR 

SMI 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
2008-09-26 00:00:00 

Not reported 

Compliance Monitoring 

Inspection/Evaluation 

Not reported 


01 

AIR MAO000000251 1901311 
110000881519 

OPR 

SMI 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
2009-12-03 00:00:00 

Not reported 

Compliance Monitoring 
Inspection/Evaluation 

Not reported 


01 

AIR MAO000000251 1901311 
110000881519 

OPR 

SMI 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
2012-08-11 00:00:00 

Not reported 

Compliance Monitoring 
Inspection/Evaluation 

Not reported 


01 

AIR MAO000000251 1901311 
110000881519 

OPR 

SMI 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
1994-06-01 00:00:00 
1994-06-01 00:00:00 
Enforcement Action 
Administrative - Informal 
Achieved 


01 

AIR MAO000000251 1901311 
110000881519 

OPR 

SMI 

State Implementation Plan for National Primary and Secondary Ambient Air Quality Standards 
2009-10-26 00:00:00 
2009-10-26 00:00:00 
Enforcement Action 
Administrative - Informal 
Achieved 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 
LIGHT METAL PLATERS LLC (Continued) 1000244181 
FINDS: 
Registry ID: 110000881519 


Environmental Interest/Information System 
AFS (Aerometric Information Retrieval System (AIRS) Facility 
Subsystem) replaces the former Compliance Data System (CDS), the 
National Emission Data System (NEDS), and the Storage and Retrieval of 
Aerometric Data (SAROAD). AIRS is the national repository for 
information concerning airborne pollution in the United States. AFS is 
used to track emissions and compliance data from industrial plants. 
AFS data are utilized by states to prepare State Implementation Plans 
to comply with regulatory programs and by EPA as an input for the 
estimation of total national emissions. AFS is undergoing a major 
redesign to support facility operating permits required under Title V 
of the Clean Air Act. 


AIR EMISSIONS CLASSIFICATION UNKNOWN 
AIR SYNTHETIC MINOR 


US EPA TRIS (Toxics Release Inventory System) contains information 
from facilities on the amounts of over 300 listed toxic chemicals that 
these facilities release directly to air, water, land, or that are 
transported off-site. 


RCRAInfo is a national information system that supports the Resource 
Conservation and Recovery Act (RCRA) program through the tracking of 
events and activities related to facilities that generate, transport, 

and treat, store, or dispose of hazardous waste. RCRAInfo allows RCRA 
program staff to track the notification, permit, compliance, and 

corrective action activities required under RCRA. 


RISK AND TECHNOLOGY REVIEW 
MA-EPICS - Massachussetts Environmental Protection Integrated Computer 


System 


ink while viewing on your computer to access 
additional FINDS: detail in the EDR Site Report. 


ECHO: 

Envid: 1000244181 

Registry ID: 110000881519 

DFR URL: http://echo.epa.gov/detailed-facility-report?fid=1 10000881519 
RI MANIFEST: 

EPA Id: MAD001013515 

GEN Cert Date: 12/24/1996 

Manifest Document Number: MAJ186830 

Waste Description: CORR LIQ 

TSDF Id: RID980906986 

TSDF Name: ETICAM WARWICK FACILITY 

Qty: 850 

WT/Vol Units: G 
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Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site 
LIGHT METAL PLATERS LLC (Continued) 
TSDF Date: Not reported 
Transporter 2 Id: Not reported 
Item Number: 1 
Transporter 2 Name: Not reported 


Transporter Name 2: 
Transporter EPAID: 
Transporter Receipt Date: 
Number Of Containers: 
Container Type: 

Waste Соде1: 

Waste Code2: 

Waste Code3: 

Waste Code4: 

Waste Code5: 

Waste Code6: 

Fee Exempt Code: 
Comment: 

Transporter Name 2: 
Company Permit Number: 
Year: 

Quarter: 

Transporter Contact Name: 
Transporter Contact Email: 
Filing Date: 

Total Fee: 

Billing Name: 

Paid Date: 

Paid Time: 

Facility Receipt Date: 
Fee: 

Manifest Created Date: 
Manifest Updated Date: 


RI MANIFEST: 
Transporter Receipt Date: 
Number Of Containers: 
Container Type: 
Waste Code1: 
Waste Code2: 
Waste Code3: 
Waste Code4: 
Waste Code5: 
Waste Code6: 
Comment: 
Fee Exempt Code: 
TSDF Name: 
TSDF Id: 
Transporter Name 2: 
Company Permit Number: 
Year: 
EPA ID: 
Manifest Docket Number: 
Quarter: 
Waste Description: 
Transporter Contact Name: 
Quantity: 
Transporter Contact Email: 
WT/Vol Units: 


LINCOLN ENVIRONMENTAL INC 
RID982192627 
Not reported 
0 

Not reported 
D002 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


7/22/2008 

2 

CW 

MA99 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
NORTHLAND ENVIRONMENTAL,LLC 
RID040098352 
Not reported 
Not reported 
Not reported 
MAD001013515 
00490022JJK 
Not reported 


NON DOT/NON RCRA REGULATED DEBRIS 


Not reported 
500 

Not reported 
P 


EDR ID Number 


Database(s) ЕРА ID Number 


1000244181 
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Transporter Name 2: 
Company Permit Number: 
Year: 

EPA ID: 

Manifest Docket Number: 
Quarter: 

Waste Description: 
Transporter Contact Name: 
Quantity: 

Transporter Contact Email: 
WT/Vol Units: 

Filing Date: 

Total Fee: 

Item Number: 

Transporter Name: 

Billing Name: 

Transporter EPA ID: 

Date Paid: 

Time Paid: 

GEN Cert Date: 

Facility Receipt Date: 

Fee: 

Transporter 2 Receipt Date: 
Manifest Created Date: 
TSDF Receipt Date: 
Transporter 2 ID: 

Manifest Updated Date: 


Map ID | МАР FINDINGS 

Direction 

Distance 

Elevation Site 

LIGHT METAL PLATERS LLC (Continued) 

Filing Date: Not reported 
Total Fee: Not reported 
Item Number: 003 
Transporter Name: 21ST CENTURY ENV MGT LLC,OF RI 
Billing Name: Not reported 
Transporter EPA ID: RID980906986 
Date Paid: Not reported 
Time Paid: Not reported 
GEN Cert Date: 7/22/2008 
Facility Receipt Date: Not reported 
Fee: Not reported 
Transporter 2 Receipt Date: Not reported 
Manifest Created Date: Not reported 
TSDF Receipt Date: Not reported 
Transporter 2 ID: Not reported 
Manifest Updated Date: Not reported 
Transporter Receipt Date: 7/22/2008 
Number Of Containers: 2 
Container Type: DM 
Waste Code1: D002D004D005 
Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 
Waste Code5: Not reported 
Waste Code6: Not reported 
Comment: Not reported 
Fee Exempt Code: Not reported 
TSDF Name: NORTHLAND ENVIRONMENTAL,LLC 
TSDF Id: RID040098352 


Not reported 
Not reported 
Not reported 
MAD001013515 
00490022JJK 
Not reported 
WASTE CHROMIC ACID SOLUTION 
Not reported 
110 

Not reported 

G 

Not reported 
Not reported 
002 

21ST CENTURY ENV MGT LLC,OF RI 
Not reported 
RID980906986 
Not reported 
Not reported 
7/22/2008 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) ЕРА ID Number 


1000244181 
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Transporter Name 2: 
Company Permit Number: 
Year: 


Map ID | МАР FINDINGS 

Direction 

Distance 

Elevation Site 

LIGHT METAL PLATERS LLC (Continued) 

Transporter Receipt Date: 7/22/2008 
Number Of Containers: 2 
Container Type: CW 
Waste Соде1: MA99 
Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 
Waste Code5: Not reported 
Waste Code6: Not reported 
Comment: Not reported 
Fee Exempt Code: Not reported 
TSDF Name: NORTHLAND ENVIRONMENTAL,LLC 
TSDF Id: RID040098352 
Transporter Name 2: Not reported 
Company Permit Number: Not reported 
Year: Not reported 
EPA ID: MAD001013515 
Manifest Docket Number: 00490022JJK 
Quarter: Not reported 
Waste Description: NON DOT/NON RCRA REGULATED DEBRIS 
Transporter Contact Name: Not reported 
Quantity: 500 
Transporter Contact Email: Not reported 
WT/Vol Units: P 
Filing Date: Not reported 
Total Fee: Not reported 
Item Number: 003 
Transporter Name: 21ST CENTURY ENV MGT LLC,OF RI 
Billing Name: Not reported 
Transporter EPA ID: RID980906986 
Date Paid: Not reported 
Time Paid: Not reported 
GEN Cert Date: 7/22/2008 
Facility Receipt Date: Not reported 
Fee: Not reported 
Transporter 2 Receipt Date: Not reported 
Manifest Created Date: Not reported 
TSDF Receipt Date: Not reported 
Transporter 2 ID: Not reported 
Manifest Updated Date: Not reported 
Transporter Receipt Date: 7/22/2008 
Number Of Containers: 4 
Container Type: TP 
Waste Соде1: D002D004D005 
Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 
Waste Code5: Not reported 
Waste Code6: Not reported 
Comment: Not reported 
Fee Exempt Code: Not reported 
TSDF Name: NORTHLAND ENVIRONMENTAL,LLC 
TSDF Id: RID040098352 


Not reported 
Not reported 
Not reported 


Database(s) 


EDR ID Number 
EPA ID Number 


1000244181 
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Transporter Name 2: 
Company Permit Number: 
Year: 

EPA ID: 

Manifest Docket Number: 
Quarter: 

Waste Description: 
Transporter Contact Name: 
Quantity: 

Transporter Contact Email: 
WT/Vol Units: 

Filing Date: 

Total Fee: 

Item Number: 

Transporter Name: 

Billing Name: 

Transporter EPA ID: 

Date Paid: 

Time Paid: 


Map ID | МАР FINDINGS 

Direction 

Distance 

Elevation Site 

LIGHT METAL PLATERS LLC (Continued) 

EPA ID: MAD001013515 
Manifest Docket Number: 00490022JJK 
Quarter: Not reported 
Waste Description: WASTE CHROMIC ACID SOLUTION 
Transporter Contact Name: Not reported 
Quantity: 880 
Transporter Contact Email: Not reported 
WT/Vol Units: G 
Filing Date: Not reported 
Total Fee: Not reported 
Item Number: 001 
Transporter Name: 21ST CENTURY ENV MGT LLC,OF RI 
Billing Name: Not reported 
Transporter EPA ID: RID980906986 
Date Paid: Not reported 
Time Paid: Not reported 
GEN Cert Date: 7/22/2008 
Facility Receipt Date: Not reported 
Fee: Not reported 
Transporter 2 Receipt Date: Not reported 
Manifest Created Date: Not reported 
TSDF Receipt Date: Not reported 
Transporter 2 ID: Not reported 
Manifest Updated Date: Not reported 
Transporter Receipt Date: 7/22/2008 
Number Of Containers: 4 
Container Type: TP 
Waste Соде1: D002D004D005 
Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 
Waste Code5: Not reported 
Waste Code6: Not reported 
Comment: Not reported 
Fee Exempt Code: Not reported 
TSDF Name: NORTHLAND ENVIRONMENTAL,LLC 
TSDF Id: RID040098352 


Not reported 

Not reported 

Not reported 

MAD001013515 

00490022JJK 

Not reported 

WASTE CHROMIC ACID SOLUTION 
Not reported 

880 

Not reported 

G 

Not reported 

Not reported 

001 

21ST CENTURY ENV MGT LLC,OF RI 
Not reported 

RID980906986 

Not reported 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1000244181 
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Transporter Name 2: 
Company Permit Number: 
Year: 

EPA ID: 

Manifest Docket Number: 
Quarter: 

Waste Description: 
Transporter Contact Name: 
Quantity: 

Transporter Contact Email: 
WT/Vol Units: 

Filing Date: 

Total Fee: 

Item Number: 

Transporter Name: 

Billing Name: 

Transporter EPA ID: 

Date Paid: 

Time Paid: 

GEN Cert Date: 

Facility Receipt Date: 

Fee: 

Transporter 2 Receipt Date: 
Manifest Created Date: 
TSDF Receipt Date: 
Transporter 2 ID: 

Manifest Updated Date: 


Transporter Receipt Date: 
Number Of Containers: 
Container Type: 

Waste Code1: 

Waste Code2: 

Waste Code3: 

Waste Code4: 


Map ID | МАР FINDINGS 

Direction 

Distance 

Elevation Site 

LIGHT METAL PLATERS LLC (Continued) 

GEN Cert Date: 7/22/2008 
Facility Receipt Date: Not reported 
Fee: Not reported 
Transporter 2 Receipt Date: Not reported 
Manifest Created Date: Not reported 
TSDF Receipt Date: Not reported 
Transporter 2 ID: Not reported 
Manifest Updated Date: Not reported 
Transporter Receipt Date: 7/22/2008 
Number Of Containers: 2 
Container Type: DM 
Waste Соде1: D002D004D005 
Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 
Waste Code5: Not reported 
Waste Code6: Not reported 
Comment: Not reported 
Fee Exempt Code: Not reported 
TSDF Name: NORTHLAND ENVIRONMENTAL,LLC 
TSDF Id: RID040098352 


Not reported 
Not reported 
Not reported 
MAD001013515 
00490022JJK 
Not reported 
WASTE CHROMIC ACID SOLUTION 
Not reported 
110 

Not reported 

G 

Not reported 
Not reported 
002 

21ST CENTURY ENV MGT LLC,OF RI 
Not reported 
RID980906986 
Not reported 
Not reported 
7/22/2008 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Not reported 
0 

Not reported 
D002 

Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1000244181 
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Map ID | МАР FINDINGS 

Direction 

Distance 

Elevation Site 

LIGHT METAL PLATERS LLC (Continued) 

Waste Code5: Not reported 
Waste Code6: Not reported 
Comment: Not reported 
Fee Exempt Code: Not reported 
TSDF Name: NORTHLAND ENVIRONMENTAL ING. 
TSDF Id: RID040098352 
Transporter Name 2: Not reported 
Company Permit Number: Not reported 
Year: Not reported 
EPA ID: MAD001013515 
Manifest Docket Number: MAK012851 
Quarter: Not reported 
Waste Description: SILVER DRAGOUT 
Transporter Contact Name: Not reported 
Quantity: 20 
Transporter Contact Email: Not reported 
WT/Vol Units: G 
Filing Date: Not reported 
Total Fee: Not reported 
Item Number: 14294 
Transporter Name: BECHEM TRANSPORT, INC. 
Billing Name: Not reported 
Transporter EPA ID: CTD982191942 
Date Paid: Not reported 
Time Paid: Not reported 
GEN Cert Date: 9/8/1998 
Facility Receipt Date: Not reported 
Fee: Not reported 
Transporter 2 Receipt Date: Not reported 
Manifest Created Date: Not reported 
TSDF Receipt Date: Not reported 
Transporter 2 ID: Not reported 
Manifest Updated Date: Not reported 
Transporter Receipt Date: Not reported 
Number Of Containers: 0 
Container Type: Not reported 
Waste Соде1: D002 
Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 
Waste Code5: Not reported 
Waste Code6: Not reported 
Comment: Not reported 
Fee Exempt Code: Not reported 
TSDF Name: NORTHLAND ENVIRONMENTAL INC. 
TSDF Id: RID040098352 
Transporter Name 2: Not reported 
Company Permit Number: Not reported 
Year: Not reported 
EPA ID: MAD001013515 
Manifest Docket Number: MAK012851 
Quarter: Not reported 
Waste Description: SILVER DRAGOUT 
Transporter Contact Name: Not reported 
Quantity: 20 
Transporter Contact Email: Not reported 


EDR ID Number 


Database(s) ЕРА ID Number 


1000244181 
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Map ID | 


Transporter Мате 2: 
Company Permit Number: 
Year: 

EPA ID: 

Manifest Docket Number: 
Quarter: 

Waste Description: 
Transporter Contact Name: 
Quantity: 

Transporter Contact Email: 
WT/Vol Units: 

Filing Date: 

Total Fee: 

Item Number: 

Transporter Name: 

Billing Name: 

Transporter EPA ID: 

Date Paid: 

Time Paid: 

GEN Cert Date: 

Facility Receipt Date: 

Fee: 

Transporter 2 Receipt Date: 
Manifest Created Date: 
TSDF Receipt Date: 
Transporter 2 ID: 


MAP FINDINGS 

Direction 

Distance 

Elevation Site 

LIGHT METAL PLATERS LLC (Continued) 

WT/Vol Units: G 
Filing Date: Not reported 
Total Fee: Not reported 
Item Number: 14294 
Transporter Name: BECHEM TRANSPORT, INC. 
Billing Name: Not reported 
Transporter EPA ID: CTD982191942 
Date Paid: Not reported 
Time Paid: Not reported 
GEN Cert Date: 9/8/1998 
Facility Receipt Date: Not reported 
Fee: Not reported 
Transporter 2 Receipt Date: Not reported 
Manifest Created Date: Not reported 
TSDF Receipt Date: Not reported 
Transporter 2 ID: Not reported 
Manifest Updated Date: Not reported 
Transporter Receipt Date: Not reported 
Number Of Containers: 0 
Container Type: Not reported 
Waste Соде1: D002 
Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 
Waste Code5: Not reported 
Waste Code6: Not reported 
Comment: Not reported 
Fee Exempt Code: Not reported 
TSDF Name: ETICAM WARWICK FACILITY 
TSDF Id: RID980906986 


Not reported 
Not reported 
Not reported 
MAD001013515 
MAJ186841 
Not reported 
ACIDS 

Not reported 
1550 

Not reported 

G 

Not reported 
Not reported 

1 

LINCOLN ENVIRONMENTAL 
Not reported 
RID982192627 
Not reported 
Not reported 
3/7/1997 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1000244181 
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Transporter Name 2: 
Company Permit Number: 
Year: 

EPA ID: 

Manifest Docket Number: 
Quarter: 

Waste Description: 
Transporter Contact Name: 
Quantity: 

Transporter Contact Email: 
WT/Vol Units: 

Filing Date: 

Total Fee: 

Item Number: 

Transporter Name: 

Billing Name: 

Transporter EPA ID: 

Date Paid: 

Time Paid: 

GEN Cert Date: 

Facility Receipt Date: 

Fee: 

Transporter 2 Receipt Date: 
Manifest Created Date: 
TSDF Receipt Date: 
Transporter 2 ID: 

Manifest Updated Date: 


Transporter Receipt Date: 
Number Of Containers: 
Container Type: 

Waste Codet1: 

Waste Code2: 

Waste Code3: 

Waste Code4: 

Waste Code5: 

Waste Code6: 
Comment: 

Fee Exempt Code: 
TSDF Name: 

TSDF Id: 

Transporter Name 2: 


Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 
LIGHT METAL PLATERS LLC (Continued) 1000244181 
Manifest Updated Date: Not reported 
Transporter Receipt Date: Not reported 
Number Of Containers: 0 
Container Type: Not reported 
Waste Соде1: D002 
Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 
Waste Code5: Not reported 
Waste Code6: Not reported 
Comment: Not reported 
Fee Exempt Code: Not reported 
TSDF Name: ETICAM WARWICK FACILITY 
TSDF Id: RID980906986 


Not reported 
Not reported 
Not reported 
MAD001013515 
MAJ186834 
Not reported 
CORR LIQ 

Not reported 
1100 

Not reported 

G 

Not reported 
Not reported 

1 

LINCOLN ENVIRONMENTAL 
Not reported 
RID982192627 
Not reported 
Not reported 
1/17/1997 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Not reported 

0 

Not reported 
F006 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
ETICAM WARWICK FACILITY 
RID980906986 
Not reported 
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Map ID | 


МАР FINDINGS 

Direction 

Distance 

Elevation Site 

LIGHT METAL PLATERS LLC (Continued) 

Company Permit Number: Not reported 
Year: Not reported 
EPA ID: MAD001013515 
Manifest Docket Number: MAJ186839 
Quarter: Not reported 
Waste Description: METAL HYDROX 
Transporter Contact Name: Not reported 
Quantity: 1180 
Transporter Contact Email: Not reported 
WT/Vol Units: G 
Filing Date: Not reported 
Total Fee: Not reported 
Item Number: 1 
Transporter Name: LINCOLN ENVIRONMENTAL 
Billing Name: Not reported 
Transporter EPA ID: RID982192627 
Date Paid: Not reported 
Time Paid: Not reported 
GEN Cert Date: 2/28/1997 
Facility Receipt Date: Not reported 
Fee: Not reported 
Transporter 2 Receipt Date: Not reported 
Manifest Created Date: Not reported 
TSDF Receipt Date: Not reported 
Transporter 2 ID: Not reported 
Manifest Updated Date: Not reported 


Click this hyperlink while viewing on your computer to access 


44 additional RI MANIFEST: record(s) in the EDR Site Report. 


Manifest Details: 


Year: 2007 

Manifest Number: 000455630GBF 
Manifest Type: Not reported 
Generator EPA Id: MAD001013515 
Generator Date: 09/14/2007 
Mailing Address: Not reported 
Mailing City, St,Zip: Not reported 
Contact Name: Not reported 
Contact Phone: 617-899-8855 
TSD EPA Id: PAD987270725 
TSD Date: Not reported 


TSD Facility Name: 
TSD Facility Address: 
TSD Facility City: 
TSD Facility State: 
Facility Telephone: 
Page Number: 

Line Number: 


ENVIROTROL INC DARLINGTON FACILITY 
118 PARK ROAD 

DARLINGTON 

PA 

Not reported 

1 

1 


Waste Number: D040 

Container Number: 4 

Container Type: Metal drums, barrels, kegs 
Waste Quantity: 628 

Unit: Pounds 

Handling Code: Not reported 

TSP EPA Id: Not reported 


EDR ID Number 


Database(s) ЕРА ID Number 


1000244181 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation Site 


EDR ID Number 
Database(s) EPA ID Number 


LIGHT METAL PLATERS LLC (Continued) 1000244181 


Date TSP Sig: Not reported 
Year: 2007 

Manifest Number: 000455630GBF 
Manifest Type: Not reported 
Generator EPA Id: MAD001013515 
Generator Date: 09/14/2007 
Mailing Address: Not reported 
Mailing City, St,Zip: Not reported 


Contact Name: 
Contact Phone: 
TSD EPA Id: 

TSD Date: 

TSD Facility Name: 


TSD Facility Address: 


Not reported 

617-899-8855 

PAD987270725 

Not reported 

ENVIROTROL INC DARLINGTON FACILITY 
118 PARK ROAD 


TSD Facility City: DARLINGTON 
TSD Facility State: PA 

Facility Telephone: Not reported 
Page Number: 1 

Line Number: 1 

Waste Number: U228 
Container Number: 4 

Container Type: Metal drums, barrels, kegs 
Waste Quantity: 628 

Unit: Pounds 
Handling Code: Not reported 
TSP EPA Id: Not reported 
Date TSP Sig: Not reported 
Year: 2006 

Manifest Number: PAH298285 
Manifest Type: TSD Copy 
Generator EPA Id: MAD001013515 
Generator Date: 07/06/2006 
Mailing Address: Not reported 
Mailing City, St,Zip: Not reported 
Contact Name: Not reported 
Contact Phone: Not reported 
TSD EPA Id: PAD987270725 
TSD Date: Not reported 


TSD Facility Name: 


TSD Facility Address: 


TSD Facility City: 
TSD Facility State: 
Facility Telephone: 
Page Number: 
Line Number: 


ENVIROTROL INC DARLINGTON FACILITY 
118 PARK ROAD 

DARLINGTON 

PA 

617-899-8855 

1 

1 


Waste Number: D040 

Container Number: 4 

Container Type: Metal drums, barrels, kegs 
Waste Quantity: 4 

Unit: Pounds 


Handling Code: 


Not reported 


TSP EPA Id: Not reported 
Date TSP Sig: Not reported 
Year: 2006 
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Map ID 
Direction 
Distance 


Elevation 


158 
East 
1/8-1/4 


0.228 mi. 


1206 ft. 


Relative: 


Lower 


Actual: 
52 ft. 


| МАР FINDINGS 
EDR ID Number 

Site Database(s) EPA ID Number 
LIGHT METAL PLATERS LLC (Continued) 1000244181 

Manifest Number: PAH298285 

Manifest Type: TSD Copy 

Generator EPA Id: MAD001013515 

Generator Date: 07/06/2006 

Mailing Address: Not reported 

Mailing City, St,Zip: Not reported 

Contact Name: Not reported 

Contact Phone: Not reported 

TSD EPA Id: PAD987270725 

TSD Date: Not reported 


TSD Facility Name: 
TSD Facility Address: 
TSD Facility City: 
TSD Facility State: 
Facility Telephone: 
Page Number: 

Line Number: 


ENVIROTROL INC DARLINGTON FACILITY 
118 PARK ROAD 

DARLINGTON 

PA 

617-899-8855 

1 

1 


Waste Number: U228 

Container Number: 4 

Container Type: Metal drums, barrels, kegs 

Waste Quantity: 4 

Unit: Pounds 

Handling Code: Not reported 

TSP EPA Id: Not reported 

Date TSP Sig: Not reported 
LIGHT METAL PLATERS INC PA MANIFEST 5118069469 
70 CLEMATIS AVE N/A 
WALTHAM, MA 02154 
Site 4 of 5 in cluster I 

Manifest Details: 

Year: 2014 

Manifest Number: 012004348JJK 

Manifest Type: TSD Copy 

Generator EPA Id: MAD001013515 

Generator Date: 06/12/2014 

Mailing Address: Not reported 

Mailing City, St,Zip: Not reported 


Contact Name: 
Contact Phone: 
TSD EPA Id: 

TSD Date: 

TSD Facility Name: 
TSD Facility Address: 
TSD Facility City: 
TSD Facility State: 
Facility Telephone: 
Page Number: 
Line Number: 
Waste Number: 
Container Number: 
Container Type: 
Waste Quantity: 
Unit: 

Handling Code: 
TSP EPA Id: 


Not reported 

617-899-8855 

Not reported 

Not reported 

Envirite of Pennsylvania Inc 
730 Vogelsong Rd 

York 

PA 

Not reported 

1 

4 

D002 

3 

Fiberboard or plastic drums, barrels, kegs 
165 

Gallons (liquids only) 

Not reported 
PAD010154045 
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Map ID | MAP FINDINGS 


Direction 
Distance 
Elevation Site 


LIGHT METAL PLATERS INC (Continued) 


Date TSP Sig: Not reported 
Year: 2014 

Manifest Number: 012004406JJK 
Manifest Type: TSD Copy 
Generator EPA Id: MAD001013515 
Generator Date: 06/12/2014 
Mailing Address: Not reported 
Mailing City, St,Zip: Not reported 


Contact Name: 
Contact Phone: 
TSD EPA Id: 

TSD Date: 

TSD Facility Name: 


TSD Facility Address: 


TSD Facility City: 
TSD Facility State: 
Facility Telephone: 
Page Number: 
Line Number: 
Waste Number: 
Container Number: 
Container Type: 
Waste Quantity: 
Unit: 

Handling Code: 
TSP EPA Id: 

Date TSP Sig: 


Year: 

Manifest Number: 
Manifest Type: 
Generator EPA Id: 
Generator Date: 
Mailing Address: 
Mailing City, St,Zip: 
Contact Name: 
Contact Phone: 
TSD EPA Id: 

TSD Date: 

TSD Facility Name: 


TSD Facility Address: 


TSD Facility City: 
TSD Facility State: 
Facility Telephone: 
Page Number: 
Line Number: 
Waste Number: 
Container Number: 
Container Type: 
Waste Quantity: 
Unit: 

Handling Code: 
TSP EPA Id: 

Date TSP Sig: 


Year: 


Not reported 
617-899-8855 

Not reported 

Not reported 
Envirite of Pennsylvania Inc 
730 Vogelsong Rd 
York 

PA 

Not reported 

1 

1 

F006 

2 


Fiberboard or plastic drums, barrels, kegs 


110 

Gallons (liquids only) 
Not reported 
PAD010154045 

Not reported 


2014 

012004349JJK 

TSD Copy 
MAD001013515 
06/12/2014 

Not reported 

Not reported 

Not reported 
617-899-8855 

Not reported 

Not reported 

Envirite of Pennsylvania Inc 
730 Vogelsong Rd 
York 

PA 

Not reported 

1 

1 

D007 

1 

Metal drums, barrels, kegs 
55 

Gallons (liquids only) 
Not reported 
PAD010154045 

Not reported 


2014 


EDR ID Number 


Database(s) EPA ID Number 


5118069469 


ТС5505005.25 Раде316 


Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation Site 


LIGHT METAL PLATERS INC (Continued) 


Manifest Number: 
Manifest Type: 
Generator EPA Id: 
Generator Date: 
Mailing Address: 
Mailing City, St,Zip: 
Contact Name: 
Contact Phone: 
TSD EPA Id: 

TSD Date: 

TSD Facility Name: 


TSD Facility Address: 


TSD Facility City: 
TSD Facility State: 
Facility Telephone: 
Page Number: 
Line Number: 
Waste Number: 
Container Number: 
Container Type: 
Waste Quantity: 
Unit: 

Handling Code: 
TSP EPA Id: 

Date TSP Sig: 


Year: 

Manifest Number: 
Manifest Type: 
Generator EPA Id: 
Generator Date: 
Mailing Address: 
Mailing City, St,Zip: 
Contact Name: 
Contact Phone: 
TSD EPA Id: 

TSD Date: 

TSD Facility Name: 


TSD Facility Address: 


TSD Facility City: 
TSD Facility State: 
Facility Telephone: 
Page Number: 
Line Number: 
Waste Number: 
Container Number: 
Container Type: 
Waste Quantity: 
Unit: 

Handling Code: 
TSP EPA Id: 

Date TSP Sig: 


Year: 

Manifest Number: 
Manifest Type: 
Generator EPA Id: 


012004349JJK 

TSD Copy 
MAD001013515 
06/12/2014 

Not reported 

Not reported 

Not reported 
617-899-8855 

Not reported 

Not reported 

Envirite of Pennsylvania Inc 
730 Vogelsong Rd 
York 

PA 

Not reported 

1 

2 

D002 

2 

Fiberboard or plastic drums, barrels, kegs 
110 

Gallons (liquids only) 
Not reported 
PAD010154045 

Not reported 


2014 

012004349JJK 

TSD Copy 
MAD001013515 
06/12/2014 

Not reported 

Not reported 

Not reported 
617-899-8855 

Not reported 

Not reported 

Envirite of Pennsylvania Inc 
730 Vogelsong Rd 
York 

PA 

Not reported 

1 

2 

D010 

2 

Fiberboard or plastic drums, barrels, kegs 
110 

Gallons (liquids only) 
Not reported 
PAD010154045 

Not reported 


2014 
012004349JJK 
TSD Copy 
MAD001013515 


EDR ID Number 


Database(s) EPA ID Number 


5118069469 


ТС5505005.25 Раде317 


Map ID | MAP FINDINGS 
Direction 


Distance 


Site 


LIGHT METAL PLATERS INC (Continued) 


Generator Date: 
Mailing Address: 
Mailing City, St,Zip: 
Contact Name: 
Contact Phone: 
TSD EPA Id: 

TSD Date: 

TSD Facility Name: 


TSD Facility Address: 


TSD Facility City: 
TSD Facility State: 
Facility Telephone: 
Page Number: 
Line Number: 
Waste Number: 
Container Number: 
Container Type: 
Waste Quantity: 
Unit: 

Handling Code: 
TSP EPA Id: 

Date TSP Sig: 


Year: 

Manifest Number: 
Manifest Type: 
Generator EPA Id: 
Generator Date: 
Mailing Address: 
Mailing City, St,Zip: 
Contact Name: 
Contact Phone: 
TSD EPA Id: 

TSD Date: 

TSD Facility Name: 


TSD Facility Address: 


TSD Facility City: 
TSD Facility State: 
Facility Telephone: 
Page Number: 
Line Number: 
Waste Number: 
Container Number: 
Container Type: 
Waste Quantity: 
Unit: 

Handling Code: 
TSP EPA Id: 

Date TSP Sig: 


Year: 

Manifest Number: 
Manifest Type: 
Generator EPA Id: 
Generator Date: 
Mailing Address: 
Mailing City, St,Zip: 


06/12/2014 

Not reported 

Not reported 

Not reported 
617-899-8855 

Not reported 

Not reported 
Envirite of Pennsylvania Inc 
730 Vogelsong Rd 
York 

PA 

Not reported 

1 

3 

D007 

3 


Fiberboard or plastic drums, barrels, 


165 

Gallons (liquids only) 
Not reported 
PAD010154045 

Not reported 


2014 
012004348JJK 
TSD Copy 
MAD001013515 
06/12/2014 

Not reported 

Not reported 

Not reported 
617-899-8855 

Not reported 

Not reported 
Envirite of Pennsylvania Inc 
730 Vogelsong Rd 
York 

PA 

Not reported 

1 

2 

D002 

1 

Portable tanks 
275 

Gallons (liquids only) 
Not reported 
PAD010154045 
Not reported 


2014 
012004406JJK 
TSD Copy 
MAD001013515 
06/12/2014 

Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5118069469 


ТС5505005.25 Раде318 


Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation Site 


LIGHT METAL PLATERS INC (Continued) 


Contact Name: Not reported 
Contact Phone: 617-899-8855 
TSD EPA Id: Not reported 
TSD Date: Not reported 


TSD Facility Name: 


TSD Facility Address: 


Envirite of Pennsylvania Inc 
730 Vogelsong Rd 


TSD Facility City: York 

TSD Facility State: PA 

Facility Telephone: Not reported 

Page Number: 1 

Line Number: 1 

Waste Number: D002 

Container Number: 2 

Container Type: Fiberboard or plastic drums, barrels, kegs 
Waste Quantity: 110 

Unit: Gallons (liquids only) 
Handling Code: Not reported 

TSP EPA Id: PAD010154045 
Date TSP Sig: Not reported 

Year: 2014 

Manifest Number: 012004348JJK 
Manifest Type: TSD Copy 
Generator EPA Id: MAD001013515 
Generator Date: 06/12/2014 

Mailing Address: Not reported 

Mailing City, St,Zip: Not reported 
Contact Name: Not reported 

Contact Phone: 617-899-8855 

TSD EPA Id: Not reported 

TSD Date: Not reported 

TSD Facility Name: Envirite of Pennsylvania Inc 
TSD Facility Address: 730 Vogelsong Rd 
TSD Facility City: York 

TSD Facility State: PA 

Facility Telephone: Not reported 

Page Number: 1 

Line Number: 3 

Waste Number: D007 

Container Number: 4 

Container Type: Fiberboard or plastic drums, barrels, kegs 
Waste Quantity: 220 

Unit: Gallons (liquids only) 
Handling Code: Not reported 

TSP EPA Id: PAD010154045 
Date TSP Sig: Not reported 

Year: 2014 

Manifest Number: 012004348JJK 
Manifest Type: TSD Copy 
Generator EPA Id: MAD001013515 
Generator Date: 06/12/2014 

Mailing Address: Not reported 

Mailing City, St,Zip: Not reported 
Contact Name: Not reported 

Contact Phone: 617-899-8855 

TSD EPA Id: Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5118069469 


ТС5505005.25 Раде319 


Map ID 


Direction 


Distance 


Elevation 


J59 
SW 
1/8-1/4 


0.232 mi. 


1227 ft. 


Relative: 


Lower 


Actual: 
41 ft. 


Site 


MAP FINDINGS 


LIGHT METAL PLATERS INC (Continued) 


TSD Date: 

TSD Facility Name: 
TSD Facility Address: 
TSD Facility City: 
TSD Facility State: 
Facility Telephone: 
Page Number: 
Line Number: 
Waste Number: 
Container Number: 
Container Type: 
Waste Quantity: 
Unit: 

Handling Code: 
TSP EPA Id: 

Date TSP Sig: 


Click this hyperlink while viewing on your computer to access 
7 additional PA MANIFEST: record(s) in the EDR Site Report. 


Not reported 


Envirite of Pennsylvania Inc 


730 Vogelsong Rd 
York 

PA 

Not reported 

1 

1 

D002 

4 

Portable tanks 
1100 

Gallons (liquids only) 
Not reported 
PAD010154045 
Not reported 


LOPEZ TRUCKING INC 
127 LINDEN ST 
WALTHAM, MA 02452 


Site 1 0f 2 in cluster J 
UST: 


Facility: 
Facility ID: 
Owner Id: 
Owner: 
Owner Address: 
Owner City, St,Zip: 
Telephone: 
Description: 
Facility address 2: 
Owner address 2: 
Latitude: 
Longitude: 
Contact name: 
Contact address1: 
Contact address2: 
Contact city: 
Contact state: 
Contact zip: 
Contact email: 
Update: 
Update by: 
Fac status: 


Tank ID: 
Tank Status: 
Status Date: 
Date Installed: 
Capacity: 
Contents: 


11221 

7265 

V LOPEZ REALTY INC 
131 LINDEN ST 
WALTHAM, MA 02452 
Not reported 
Non-Retail Motor Vehicle 
Not reported 

Not reported 

42.37977 

-71.22058 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 
2009-01-08 00:00:00 
Not reported 

CLOSED 


1 

Tank Removed 
06/17/1991 
04/18/1966 
3000.00000 
Gasoline 


EDR ID Number 


Database(s) EPA ID Number 


$118069469 


MA UST  U001006607 
MA HW GEN N/A 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


LOPEZ TRUCKING INC (Continued) 


Tank Usage: Not reported 
Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 


Latitude: Not reported 
Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 


Spill bucket installed date: Not reported 


Spill bucket sensor: N 
Overfill protect install: | Not reported 
Overfill protect type: Not reported 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

Tank ID: 2 

Tank Status: Tank Removed 
Status Date: 06/17/1991 

Date Installed: 04/18/1966 
Capacity: 1500.00000 
Contents: Gasoline 

Tank Usage: Not reported 


Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 


Latitude: Not reported 
Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 


Spill bucket installed date: Not reported 


Spill bucket sensor: N 
Overfill protect install: | Not reported 
Overfill protect type: Not reported 


Automatic line leak detect: Not reported 


Tank corrosion type: Not reported 
Leak corrosion type: Not reported 


EDR ID Number 


Database(s) EPA ID Number 


U001006607 
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Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation Site 


LOPEZ TRUCKING INC (Continued) 


Tank ID: 3 

Tank Status: Tank Removed 
Status Date: 05/01/1988 
Date Installed: 04/18/1984 
Capacity: 275.00000 
Contents: Waste Oil 

Tank Usage: Not reported 


Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 


Latitude: Not reported 
Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

Tank ID: 4 

Tank Status: Tank Removed 
Status Date: 05/01/1988 

Date Installed: 04/18/1984 
Capacity: 500.00000 
Contents: Waste Oil 

Tank Usage: Not reported 


Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 


Latitude: Not reported 
Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 
Spill bucket installed date: Not reported 
Spill bucket sensor: N 


EDR ID Number 


Database(s) EPA ID Number 


U001006607 
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Map ID 
Direction 
Distance 


Elevation 


J60 
SW 
1/8-1/4 


0.232 mi. 


1227 ft. 


Relative: 
Lower 


Actual: 
41 ft. 


| МАР FINDINGS 

Site 
LOPEZ TRUCKING INC (Continued) 

Overfill protect install: | Not reported 

Overfill protect type: Not reported 

Automatic line leak detect: Not reported 

Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

HW GEN: 

EPA Id: MV7818995299 

RCRA Generator Status: VSQG 

State Generator Status: SQG-MA 


EDR ID Number 
Database(s) EPA ID Number 


U001006607 


GASOLINE STATION FMR 
127-131 LINDEN ST 
WALTHAM, MA 02154 


Site 2 of 2 in cluster J 


SHWS: 
Release Tracking Number/Current Status: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil Or Haz Material: 


3-0000942 / DEPNFA 

WALTHAM 

01/15/1990 

NONE 

Not reported 

No Further Action (DEP Determined) 
07/12/1996 

Not reported 


Not reported 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 


UNKNOWN 
Not reported 


Release Disposition 
Valid Transition Site 
1/15/1990 

Not reported 


TREGS 
DEPNFA 
7/12/1996 
Not reported 


3-0000942 / DEPNFA 
Not reported 
WALTHAM 

01/15/1990 

NONE 

07/12/1996 

Not reported 


MA SHWS 5105199318 
MA RELEASE N/A 
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Map ID 
Direction 
Distance 


Elevation 


61 
West 
1/8-1/4 


0.234 mi. 


1234 ft. 


Relative: 


Lower 


Actual: 
37 ft. 


Site 


GASOLINE STATION FMR (Continued) 
Oil / Haz Material Type: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
5105199318 
Not reported 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 


Release Disposition 
Valid Transition Site 
1/15/1990 

Not reported 


TREGS 
DEPNFA 
7/12/1996 
Not reported 


UNKNOWN 
Not reported 


DANA ATHLETIC CTR OFF FIELD RD 
500 BEAVER ST 
WALTHAM, MA 02452 


SHWS: 
Release Tracking Number/Current Status: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil Or Haz Material: 
Source: 


MA SHWS 5106954083 
MA INST CONTROL N/A 
MA RELEASE 
MA ASBESTOS 


3-0024981 / RAO 

WALTHAM 

06/23/2005 

120 DY 

Not reported 

Response Action Outcome 

06/21/2007 

Not reported 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Oil and Hazardous Material 

UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


BENZO[AJANTHRACENE 

180 milligrams per kilogram 

C11 THRU C22 AROMATIC HYDROCARBONS 
3780 milligrams per kilogram 

PHENANTHRENE 

390 milligrams per kilogram 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

1/28/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
DANA ATHLETIC CTR OFF FIELD RD (Continued) $106954083 


been implemented. 


Activity and Use Limitation 

Level I - Technical Screen Audit 

1/28/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRAN 

10/24/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level II - Audit Inspection 

10/24/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFNVD 

11/16/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

11/7/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

5/30/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

5/5/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Legal Notice Published 

6/12/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
DANA ATHLETIC CTR OFF FIELD RD (Continued) $106954083 
Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 6/21/2007 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

6/23/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

6/23/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
6/28/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

7/5/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

7/5/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

7/6/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Fee Not Required - Fee Credited-FMCRA Use Only 

8/14/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


DANA ATHLETIC CTR OFF FIELD RD (Continued) 


INST CONTROL: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release: 


EDR ID Number 
EPA ID Number 


Database(s) 


3-0024981 

AUL 

LEGNOT 

06/12/2007 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0024981 

AUL 

RECPT 

05/30/2007 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0024981 

AUL 

SNAUDI 

10/24/2011 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0024981 

AUL 

TSAUD 

01/28/2008 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


Release Tracking Number/Current Status: 3-0024981 / RAO 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


Not reported 
WALTHAM 
06/23/2005 
120 DY 
06/21/2007 
Not reported 
A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Response Action Outcome - RAO 
Level | - Technical Screen Audit 
1/28/2008 


A permanent solution has been achieved. Contamination has not been 


reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 
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5106954083 


Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 
DANA ATHLETIC CTR OFF FIELD RD (Continued) $106954083 
Action Type: Activity and Use Limitation 


Action Status: 
Action Date: 


Response Action Outcome: 


Level I - Technical Screen Audit 

1/28/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: RLFA 
Action Status: FLDRAN 
Action Date: 10/24/2011 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Activity and Use Limitation 
Action Status: Level II - Audit Inspection 
Action Date: 10/24/2011 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: An activity type that is related to an Audit 
Action Status: NAFNVD 
Action Date: 11/16/2011 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Release Abatement Measure 
Action Status: Completion Statement Received 
Action Date: 11/7/2005 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Activity and Use Limitation 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 5/30/2007 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: ALSENT 
Action Date: 5/5/2006 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Activity and Use Limitation 
Action Status: Legal Notice Published 
Action Date: 6/12/2007 


Response Action Outcome: 


Action Type: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 
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Map ID 
Direction 
Distance 


Elevation 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Chemicals: 


Chemical: 


| MAP FINDINGS 
EDR ID Number 
Database(s) ЕРА ID Number 
DANA ATHLETIC CTR OFF FIELD RD (Continued) $106954083 


RAO Statement Received 

6/21/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

6/23/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

6/23/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
6/28/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

7/5/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

7/5/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

7/6/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Fee Not Required - Fee Credited-FMCRA Use Only 

8/14/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


BENZO[AJANTHRACENE 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Source: 


ASBESTOS: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 


DANA ATHLETIC CTR OFF FIELD RD (Continued) 


180 milligrams per kilogram 


Database(s) 


EDR ID Number 
EPA ID Number 


5106954083 


C11 THRU C22 AROMATIC HYDROCARBONS 


3780 milligrams per kilogram 
PHENANTHRENE 

390 milligrams per kilogram 
UNKNOWN 


Not reported 

Not reported 

Not reported 
05/24/2005 
06/03/2005 

Not reported 
05/10/2005 

3800.00 

.00 

Insl, Trns 

53284 

AS033807 
AA000179 
AA000156 

2005 

100017179 

ANF-001 

Fifty 

7818912252 

Not reported 
FIELDHOUSE 

-1 

AC000552 

WRITTEN 

Week days: 330PM-12AM Week end: 7AM-330PM 
Renv 

Fcontain 

Indoors 

3 STAGE DECON 
2-6 MIL POLYBAGS 
FIELDHOUSE 

Not reported 

Not reported 

Not reported 

5 

BENTLEY COLLEGE 
175 FORREST STREET 
WALTHAM 

MA 

BENTLEY COLLEGE 
781-891-2252 
ZURICH INSURANCE 
WC53954672 
12/31/2005 

Not reported 
MARCOR REMEDIATION, INC. 
14 JEWEL DRIVE 
WILMINGTON 

Not reported 
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Map ID | МАР FINDINGS 


Direction 


Distance 
Elevation Site 


DANA ATHLETIC CTR OFF FIELD RD (Continued) 


Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 


47 

JAMES HARER 
05/10/2005 

MARCOR REMEDIATION 
9786575445 

Not reported 


Not reported 
Not reported 
Not reported 
12/02/2005 
12/02/2005 
Not reported 
11/16/2005 
.00 

1.00 

Other:0 
61549 
AS061081 
AA000179 
AA000156 
2005 
100025662 
ANF-001 
Fifty 
7818912252 
Not reported 
DANA SPORTS CENTER 
-1 
AC000411 
WRITTEN 


Week days: 8AM-2PM Week end: 


Renv 

Giv 

Indoors 

2 STAGE DECON 
2-6 MIL POLYBAGS 
FIELD HOUSE 

Not reported 

Not reported 

Not reported 

5 

BENTLEY COLLEGE 
175 FORREST ST 
WALTHAM 

MA 

CRAIG KILBURN 
781-891-2252 
ZURICH INS. 
WC53954672 
12/31/2005 

Not reported 
MARCOR REMEDIATION, INC. 
14 JEWEL DRIVE 
WILMINGTON 

Not reported 

47 


EDR ID Number 


Database(s) EPA ID Number 


5106954083 


ТС5505005.25 Раде 331 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


DANA ATHLETIC CTR OFF FIELD RD (Continued) 


Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 


JAMES HARER 
11/16/2005 
MARCOR 
9786575445 
Not reported 


Not reported 

Not reported 

Not reported 
05/24/2005 
06/03/2005 

Not reported 
05/10/2005 
3800.00 

.00 

Insl,Trns 

53283 

AS034545 
AA000179 
AA000156 

2005 

100017178 
ANF-001 

Fifty 

7818912252 

Not reported 
FIELDHOUSE 

-1 

AC000411 
WRITTEN 

Week days: 330PM-12AM Week end: 7AM-330PM 
Renv 

Fcontain 

Indoors 

3 STAGE DECON 
2-6 MIL POLYBAG 
FIELDHOUSE 

Not reported 

Not reported 

Not reported 

5 

BENTLEY COLLEGE 
175 FORREST STREET 
WALTHAM 

MA 

CRAIG KILBURN 
781-891-2252 
ZURICH INSURANCE 
WC53954672 
12/31/2005 

Not reported 
MARCOR REMEDIATION, INC. 
14 JEWEL DRIVE 
WILMINGTON 

Not reported 

47 

JAMES HARER 


Database(s) 


EDR ID Number 
EPA ID Number 


5106954083 


ТС5505005.25 Раде 332 


Map ID | МАР FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
DANA ATHLETIC CTR OFF FIELD RD (Continued) $106954083 


Cert Sign Date: 
Certified Company: 
Certified Phone: 


05/10/2005 
MARCOR REMEDIATION 
9786575445 


Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 07/31/2015 
End Date: 08/10/2015 
Date Entered: Not reported 
Entry Date: 08/11/2015 
Quantity Materical Removed SF: .00 

Quantity Material Removed LF: 12.00 
Project Description: CLOTHS 
AR Tracking ID: 219614 
Super Lic Number: AS000760 
Monitor Lic Number: AM033696 
Lab Lic Number: AA000197 
Year: 2015 
Sticker Number: 100226574 
Form Type: ANF-001 
Fee Status: HUNDRED 
Facility Phone: 6175417667 
Sub Town: Not reported 
Worksite: SUBSTATION 473 
Occupied: 0 
Contractor: AC000701 
Contract Type: VERBAL 
Hours: 0700-1530 
Project Type: Renv 
Abatement Process: Giv 
Location: INDOORS 


Decon Process: 


Disposal Methods: 


GLOVE BAGS WERE PUT AROUND THE ELECTRICAL LINE. THE INSULATION WAS 


ABATED. WET METHODS USED TO REDUCE RISK OF DUST. 


GLOVE BAGS WERE PLACED INTO A 6 MIL BLACK POLY BAG. THE ACM WAS WET TO 
REDUCE RISK OF DUST. BAGS WERE LABELED FOR TRANSPORTATION FOLLOWING 


THE EPA GUIDE LINES. 


Facility Usage: ELECTRICAL SUBSTATION 
Waiver Given: Not reported 

DEP Waiver Number: B-BL-15001 

DLWD Waiver Number: B-BL-15001 

Small Owner Occ: 0 

Owner Name: NSTAR D/B/A EVERSOURCE 
Owner Address: ONE NSTAR WAY 

Owner City: WESTWOOD 

Owner State: MA 

On Site Manager Name: THOMAS O'ROURKE 

On Site Manager Phone: 3399877022 

Ins Comp: WILLIS OF CONNECTICUT 
Policy Number: 152728414 

EXP Date: 2/28/2016 

Facility Size: 2000 

Transporter Name: MORAN ENVIRONMENTAL 
Transporter Address: 75 D YORK AVE 
Transporter City: RANDOLPH 

Transporter State: MA 
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Map ID 
Direction 
Distance 


Elevation 


162 
East 
1/8-1/4 


0.236 mi. 


1248 ft. 


Relative: 
Lower 


Actual: 
52 ft. 


MAP FINDINGS 


Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


CERAMICS GRINDING CO INC 
74 CLEMATIS AVE 
WALTHAM, MA 02154 

Site 5 of 5 in cluster I 


RCRA NonGen / NLR: 


Database(s) 


DANA ATHLETIC CTR OFF FIELD RD (Continued) 


Not reported 
JOSEPH METZLER 
08/11/2015 

MORAN 
7818151100 
MORAN 


RCRA NonGen / NLR 
FINDS 
ECHO 


Date form received by agency: 04/01/1987 


Facility name: 
Facility address: 


EPA ID: 
Contact: 
Contact address: 


Contact country: 
Contact telephone: 
Contact email: 
EPA Region: 
Classification: 
Description: 


Owner/Operator Summary: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 
Owner/operator telephone: 
Owner/operator email: 
Owner/operator fax: 
Owner/operator extension: 
Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 
Owner/operator telephone: 
Owner/operator email: 
Owner/operator fax: 
Owner/operator extension: 
Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


CERAMICS GRINDING CO INC 
74 CLEMATIS AVE 

WALTHAM, MA 02154 
MAD001006741 

EUGENE BOURQUE 

74 CLEMATIS AVE 

WALTHAM, MA 02154 

US 

617-899-5200 

Not reported 

01 

Non-Generator 

Handler: Non-Generators do not presently generate hazardous waste 


CERAMICS GRINDING CO INC 
74 CLEMATIS AVE 
WALTHAM, MA 02154 
US 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Operator 

12/08/1991 
02/05/1997 


LIGHT METAL PLATERS INC 
74 CLEMATIS AVE 
WALTHAM, MA 02154 
US 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Owner 

10/16/2004 

Not reported 


EDR ID Number 


EPA ID Number 


5106954083 


1000149709 
MAD001006741 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
CERAMICS GRINDING CO INC (Continued) 1000149709 


Handler Activities Summary: 
U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: No 
Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 
Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 

Used oil fuel burner: No 

Used oil processor: No 

User oil refiner: No 

Used oil fuel marketer to burner: No 

Used oil Specification marketer: No 

Used oil transfer facility: No 

Used oil transporter: No 
Violation Status: No violations found 

FINDS: 
Registry ID: 110006499805 


Environmental Interest/Information System 
RCRAInfo is a national information system that supports the Resource 
Conservation and Recovery Act (RCRA) program through the tracking of 
events and activities related to facilities that generate, transport, 
and treat, store, or dispose of hazardous waste. RCRAInfo allows RCRA 
program staff to track the notification, permit, compliance, and 
corrective action activities required under RCRA. 


MA-EPICS - Massachussetts Environmental Protection Integrated Computer 


System 


Click this hyperlink while viewing on your computer to access 
additional FINDS: detail in the EDR Site Report. 


ECHO: 

Envid: 1000149709 

Registry ID: 110006499805 

DFR URL: http://echo.epa.gov/detailed-facility-report?fid=1 10006499805 
63 BENTLEY COLLEGE PA MANIFEST 5111770532 
WNW 450 BEAVER ST N/A 
1/8-1/4 WALTHAM, MA 02452 
0.247 mi. 
1302 ft. 
Relative: Manifest Details: 
Higher Year: 2005 
Actual: Manifest Number: PAH159947 
59 ft. Manifest Type: TSD Copy 

Generator EPA Id: MAV000012521 

Generator Date: 04/07/2005 

Mailing Address: 450 BEAVER ST 

Mailing City, St,Zip: WALTHAM, MA 02452 
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Map ID 
Direction 
Distance 
Elevation — Site 


| MAP FINDINGS 


BENTLEY COLLEGE (Continued) 


Database(s) 


Contact Name: 
Contact Phone: 
TSD EPA Id: 

TSD Date: 

TSD Facility Name: 
TSD Facility Address: 
TSD Facility City: 
TSD Facility State: 
Facility Telephone: 
Page Number: 
Line Number: 
Waste Number: 
Container Number: 
Container Type: 
Waste Quantity: 
Unit: 

Handling Code: 
TSP EPA Id: 

Date TSP Sig: 


Year: 

Manifest Number: 
Manifest Type: 
Generator EPA Id: 
Generator Date: 
Mailing Address: 
Mailing City, St,Zip: 
Contact Name: 
Contact Phone: 
TSD EPA Id: 

TSD Date: 

TSD Facility Name: 
TSD Facility Address: 
TSD Facility City: 
TSD Facility State: 
Facility Telephone: 
Page Number: 
Line Number: 
Waste Number: 
Container Number: 
Container Type: 
Waste Quantity: 
Unit: 

Handling Code: 
TSP EPA Id: 

Date TSP Sig: 


Year: 

Manifest Number: 
Manifest Type: 
Generator EPA Id: 
Generator Date: 
Mailing Address: 
Mailing City, St,Zip: 
Contact Name: 
Contact Phone: 
TSD EPA Id: 


CRAIG KILBURN 
781-891-2281 
PAD987367216 
04/07/2005 

AER C COM ADVANCED ENVIRONMENTAL RECYCLING 
2591 MITCHELL AVE 
ALLENTOWN 

PA 

Not reported 

1 

1 

D009 

2 

Metal drums, barrels, kegs 
1200 

Pounds 

Not reported 
PAD987367216 
04/07/2005 


2005 

PAH159913 

TSD Copy 
MAV000012521 
02/03/2005 

450 BEAVER ST 
WALTHAM, MA 02452 
CRAIG KILBURN 
781-891-2281 
PAD987367216 
02/09/2005 

AER C COM ADVANCED ENVIRONMENTAL RECYCLING 
2591 MITCHELL AVE 
ALLENTOWN 

PA 

Not reported 

1 

1 

D009 

2 

Metal drums, barrels, kegs 
800 

Pounds 

Not reported 
PAD987367216 
02/03/2005 


2004 

PAH159766 

TSD Copy 
MAV000012521 
09/21/2004 

450 BEAVER ST 
WALTHAM, MA 02452 
CRAIG KILBURN 
781-891-2281 
PAD987367216 


EDR ID Number 
EPA ID Number 


$111770532 
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Map ID 
Direction 
Distance 


Elevation 


64 

East 
1/4-1/2 
0.286 mi. 
1512 ft. 


Relative: 
Lower 


Actual: 
55 ft. 


BENTLEY COLLEGE (Continued) 


TSD Date: 
TSD Facility Name: 


TSD Facility Address: 


TSD Facility City: 
TSD Facility State: 
Facility Telephone: 
Page Number: 
Line Number: 
Waste Number: 
Container Number: 
Container Type: 
Waste Quantity: 
Unit: 

Handling Code: 
TSP EPA Id: 

Date TSP Sig: 


Year: 

Manifest Number: 
Manifest Type: 
Generator EPA Id: 
Generator Date: 
Mailing Address: 
Mailing City, St,Zip: 
Contact Name: 
Contact Phone: 
TSD EPA Id: 

TSD Date: 

TSD Facility Name: 


TSD Facility Address: 


TSD Facility City: 
TSD Facility State: 
Facility Telephone: 
Page Number: 
Line Number: 
Waste Number: 
Container Number: 
Container Type: 
Waste Quantity: 
Unit: 

Handling Code: 
TSP EPA Id: 

Date TSP Sig: 


MAP FINDINGS 


Database(s) 


10/06/2004 

AER C COM ADVANCED ENVIRONMENTAL RECYCLING 
2591 MITCHELL AVE 
ALLENTOWN 

PA 

Not reported 

1 

1 

D009 

3 

Metal drums, barrels, kegs 
600 

Pounds 

Not reported 
NJD054126164 
09/21/2004 


2004 

PAH159766 

TSD Copy 
MAV000012521 
09/21/2004 

450 BEAVER ST 
WALTHAM, MA 02452 
CRAIG KILBURN 
781-891-2281 
PAD987367216 
10/06/2004 

AER C COM ADVANCED ENVIRONMENTAL RECYCLING 
2591 MITCHELL AVE 
ALLENTOWN 

PA 

Not reported 

1 

2 

NONE 

1 

Fiber or plastic boxes, cartons, cases 
5 

Pounds 

Not reported 
NJD054126164 
09/21/2004 


MANHOLE HALFWAT DOWN DRIVEWAY 
102 CLEMATIS AVE 
WALTHAM, MA 02154 


SHWS: 


MA SHWS 
MA LAST 
MA RELEASE 


Release Tracking Number/Current Status: 3-0013361 / RAO 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 


WALTHAM 

01/24/1996 

TWO HR 

Not reported 

Response Action Outcome 
03/05/1996 


EDR ID Number 
EPA ID Number 


$111770532 


5102087308 
N/A 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Location Type: 
Location Type: 
Source: 

Source: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
MANHOLE HALFWAT DOWN DRIVEWAY (Continued) $102087308 
Phase: Not reported 


A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 

Oil 

MUNICIPAL 

WATERBODY 

INDUSTRIAL 

AST 

UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


TPH 
10 gallons 


Immediate Response Action 

IRA Assessment Only 

1/22/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

1/22/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

1/23/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

1/24/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

1/24/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

1/24/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 


A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
1/25/1996 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


MANHOLE HALFWAT DOWN DRIVEWAY (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


LAST: 
Release Tracking Number/Current Status: 


Source Type: 

Release Town: 

Notification Date: 
Category: 

Associated ID: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


Chemicals: 


Chemical: 
Quantity: 
Location Type: 
Location Type: 
Location Type: 
Source: 
Source: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


EDR ID Number 


Database(s) EPA ID Number 


5102087308 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

1/25/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

3/5/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

3/5/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Completion Statement Received 

3/5/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


3-0013361 / RAO 

AST 

WALTHAM 

01/24/1996 

TWO HR 

Not reported 

03/05/1996 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
Oil 


TPH 

10 gallons 
MUNICIPAL 
WATERBODY 
INDUSTRIAL 
AST 
UNKNOWN 


Immediate Response Action 

IRA Assessment Only 

1/22/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 
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Map ID 
Direction 
Distance 


Elevation 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
MANHOLE HALFWAT DOWN DRIVEWAY (Continued) $102087308 


Reportable Release under MGL 21E 

1/22/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

1/23/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

1/24/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

1/24/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

1/24/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
1/25/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

1/25/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

3/5/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

3/5/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Completion Statement Received 

3/5/1996 

A permanent solution has been achieved. Contamination has been reduced 
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Map ID 
Direction 
Distance 


Elevation 


Release: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
MANHOLE HALFWAT DOWN DRIVEWAY (Continued) $102087308 


to background or a threat of release has been eliminated. 


Release Tracking Number/Current Status: 3-0013361 / RAO 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


Not reported 

WALTHAM 

01/24/1996 

TWO HR 

03/05/1996 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 

IRA Assessment Only 

1/22/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

1/22/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

1/23/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

1/24/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

1/24/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

1/24/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
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Map ID 
Direction 
Distance 


Elevation 


K65 
ENE 
1/4-1/2 


0.292 mi. 


1541 ft. 
Relative: 
Higher 


Actual: 
90 ft. 


| MAP FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
MANHOLE HALFWAT DOWN DRIVEWAY (Continued) $102087308 
Action Date: 1/25/1996 
Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
Action Type: RLFA 
Action Status: FOLFLD 
Action Date: 1/25/1996 
Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 3/5/1996 
Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 3/5/1996 
Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
Action Type: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 3/5/1996 
Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
Chemicals: 
Chemical: TPH 
Quantity: 10 gallons 
Location Type: MUNICIPAL 
Location Type: WATERBODY 
Location Type: INDUSTRIAL 
Source: AST 
Source: UNKNOWN 
DUFFY BROS CONSTRUCTION INC SEMS 1000231138 
411 WAVERLEY OAKS RD. MAD980916316 
WALTHAM, MA 02154 
Site 1 of 3 in cluster K 
SEMS: 
Site ID: 100844 
EPA ID: MAD980916316 
Cong District: 8 
FIPS Code: 25017 
Latitude: Not reported 
Longitude: Not reported 
FF: N 
NPL: Not on the NPL 
Non NPL Status: Other Cleanup Activity: State-Lead Cleanup 
SEMS Detail: 
Region: 1 
Site ID: 100844 
EPA ID: MAD980916316 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
DUFFY BROS CONSTRUCTION INC (Continued) 1000231138 
Site Name: DUFFY BROS CONSTRUCTION INC 
NPL: N 
FF: N 
OU: 0 
Action Code: DS 
Action Name: DISCVRY 
SEQ: 1 
Start Date: 1984-06-01 00:00:00 
Finish Date: 6/1/1984 
Qual: Not reported 
Current Action Lead: EPA Perf 
Region: 1 
Site ID: 100844 
EPA ID: MAD980916316 
Site Name: DUFFY BROS CONSTRUCTION INC 
NPL: N 
FF: N 
OU: 0 
Action Code: PA 
Action Name: PA 
SEQ: 1 
Start Date: Not reported 
Finish Date: 9/30/1987 
Qual: L 
Current Action Lead: EPA Perf 
Region: 1 
Site ID: 100844 
EPA ID: MAD980916316 
Site Name: DUFFY BROS CONSTRUCTION INC 
NPL: N 
FF: N 
OU: 0 
Action Code: OO 
Action Name: SITE REASS 
SEQ: 1 
Start Date: Not reported 
Finish Date: 8/2/2001 
Qual: L 
Current Action Lead: EPA Perf 
Region: 1 
Site ID: 100844 
EPA ID: MAD980916316 
Site Name: DUFFY BROS CONSTRUCTION INC 
NPL: N 
FF: N 
OU: 0 
Action Code: VA 
Action Name: OTHR CLEANUP 
SEQ: 1 
Start Date: 2000-07-18 00:00:00 
Finish Date: Not reported 
Qual: Not reported 
Current Action Lead: St Ovrsght 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
DUFFY BROS CONSTRUCTION INC (Continued) 1000231138 
Region: 1 
Site ID: 100844 
EPA ID: MAD980916316 
Site Name: DUFFY BROS CONSTRUCTION INC 
NPL: N 
FF: N 
OU: 0 
Action Code: SI 
Action Name: SI 
SEQ: 1 
Start Date: Not reported 
Finish Date: 2/25/1991 
Qual: H 
Current Action Lead: St Perf 
K66 BEAVER VISITEC INTERNATIONAL INC MA SHWS 5106510925 
ENE 411 WAVERLEY OAKS RD MA LAST N/A 
1/4-1/2 WALTHAM, MA 02452 MA INST CONTROL 
0.292 mi. MA BROWNFIELDS 
1544 ft. Site 2 of 3 in cluster K MA RELEASE 
Relative: MAENE 
Higher MA HW GEN 
Actual: SHWS: 
90 ft. Release Tracking Number/Current Status: 3-0000454 / RAO 
Release Town: WALTHAM 
Notification Date: 01/15/1987 
Category: NONE 
Associated ID: 3-0000454 
Current Status: Response Action Outcome 
Status Date: 08/11/2008 
Phase: Not reported 
Response Action Outcome: C2- C2 
Oil Or Haz Material: Not reported 
Location Type: COMMERCIAL 
Source: AST 
Source: UNKNOWN 
Source: LAGOON 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: UNKNOWN CHEMICAL OF UNKNOWN TYPE 
Quantity: Not reported 
Actions: 
Action Type: Release Disposition 
Action Status: Valid Transition Site 
Action Date: 1/15/1987 
Response Action Outcome: C2 
Action Type: Phase 3 
Action Status: Notice of Delay in Meeting RA Deadline Received 
Action Date: 1/20/2004 
Response Action Outcome: C2 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 1/20/2016 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 1/20/2016 


Response Action Outcome: 


C2 


Action Type: Release Abatement Measure 

Action Status: Modified Revised or Updated Plan Received 
Action Date: 1/21/2003 

Response Action Outcome: C2 

Action Type: Phase 2 

Action Status: Completion Statement Received 

Action Date: 10/10/2001 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Submittal Determined to be Invalid by DEP 
Action Date: 10/11/2006 


Response Action Outcome: 


C2 


Action Type: An activity type that is related to an Audit 
Action Status: Notice of Non-compliance related to an Audit 
Action Date: 10/11/2006 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 

Action Status: Level Ill - Comprehensive Audit 

Action Date: 10/11/2006 

Response Action Outcome: C2 

Action Type: Phase 3 

Action Status: Notice of Delay in Meeting RA Deadline Received 
Action Date: 10/15/2002 


Response Action Outcome: 


C2 


Action Type: Compliance and Enforcement Action 
Action Status: Notice of Non-Compliance Issued 
Action Date: 10/16/1996 

Response Action Outcome: C2 

Action Type: Phase 2 

Action Status: Tier 1A or Priority Submittal Approved 
Action Date: 10/24/1995 


Response Action Outcome: 


C2 


Action Type: Release Abatement Measure 
Action Status: Completion Statement Received 
Action Date: 10/29/2010 

Response Action Outcome: C2 

Action Type: Phase 4 


Action Status: 


Written Plan Received 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Date: 10/30/2007 

Response Action Outcome: C2 

Action Type: Phase 4 

Action Status: Written Plan Received 
Action Date: 10/4/2007 

Response Action Outcome: C2 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 10/8/2008 

Response Action Outcome: C2 

Action Type: Phase 4 

Action Status: Notice of Delay in Meeting RA Deadline Received 
Action Date: 11/10/2004 

Response Action Outcome: C2 

Action Type: Phase 2 

Action Status: Completion Statement Received 
Action Date: 11/14/1995 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 11/19/2010 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 11/19/2010 

Response Action Outcome: C2 

Action Type: RLFA 

Action Status: FLDRAN 

Action Date: 11/2/2004 

Response Action Outcome: C2 

Action Type: Phase 5 

Action Status: Status or Interim Report Received 
Action Date: 11/20/2009 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINI 

Action Date: 11/20/2009 

Response Action Outcome: C2 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 11/25/2002 

Response Action Outcome: C2 


Action Type: Tier Classification 

Action Status: Permit Extension Received 
Action Date: 11/25/2008 

Response Action Outcome: C2 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/25/2013 

C2 


Response Action Outcome - RAO 
RMRINT 

11/25/2013 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/25/2014 

C2 


Response Action Outcome - RAO 
RMRINT 

11/25/2014 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/29/2011 

C2 


Response Action Outcome - RAO 
RMRINT 

11/29/2011 

C2 


Response Action Outcome - RAO 
RMRINT 

11/29/2012 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/29/2012 

C2 


Tier Classification 
TCEXT 
11/4/2016 

C2 


Phase 2 

Scope of Work Received 
11/9/1994 

C2 


Phase 2 

Tier 1A or Priority Submittal Approved 
12/13/1994 

C2 


Release Abatement Measure 
Status or Interim Report Received 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Date: 2/10/2004 

Response Action Outcome: C2 

Action Type: Release Abatement Measure 

Action Status: Status or Interim Report Received 
Action Date: 2/11/2005 

Response Action Outcome: C2 

Action Type: Compliance and Enforcement Action 
Action Status: Interim Deadline Letter Issued 
Action Date: 2/12/2002 

Response Action Outcome: C2 

Action Type: BOL 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 2/13/2012 

Response Action Outcome: C2 

Action Type: Phase 2 

Action Status: Tier 1A or Priority Submittal Approved 
Action Date: 2/21/1995 

Response Action Outcome: C2 

Action Type: Release Abatement Measure 

Action Status: Status or Interim Report Received 
Action Date: 2/21/2006 

Response Action Outcome: C2 

Action Type: BOL 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 2/22/2011 

Response Action Outcome: C2 

Action Type: Release Abatement Measure 

Action Status: RMRINT 

Action Date: 2/23/2007 

Response Action Outcome: C2 

Action Type: Release Abatement Measure 

Action Status: Status or Interim Report Received 
Action Date: 2/23/2007 

Response Action Outcome: C2 

Action Type: Release Abatement Measure 

Action Status: RMRINT 

Action Date: 2/27/2008 

Response Action Outcome: C2 

Action Type: Release Abatement Measure 

Action Status: Status or Interim Report Received 
Action Date: 2/27/2008 

Response Action Outcome: C2 

Action Type: BOL 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 2/7/2011 

Response Action Outcome: C2 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Type: Phase 3 
Action Status: Completion Statement Received 
Action Date: 3/27/2003 


Response Action Outcome: 


C2 


Action Type: Compliance and Enforcement Action 
Action Status: ACO 

Action Date: 3/29/2007 

Response Action Outcome: C2 

Action Type: Phase 3 

Action Status: Completion Statement Received 
Action Date: 3/31/2004 


Response Action Outcome: 


C2 


Action Type: Partial RAO for this RTN 
Action Status: RAO Statement Received 
Action Date: 3/5/1996 

Response Action Outcome: C2 


Action Type: Tier Classification 

Action Status: Revised Statement or Transmittal Received 
Action Date: 4/11/2002 

Response Action Outcome: C2 

Action Type: RLFA 

Action Status: FLDRAN 

Action Date: 4/26/2007 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Level II - Audit Inspection 

Action Date: 4/26/2012 

Response Action Outcome: C2 

Action Type: RLFA 

Action Status: FLDRAN 

Action Date: 4/26/2012 

Response Action Outcome: C2 

Action Type: BOL 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 5/18/2011 

Response Action Outcome: C2 

Action Type: Phase 4 

Action Status: As-Built Construction Report Received 
Action Date: 5/22/2009 

Response Action Outcome: C2 


Action Type: Release Abatement Measure 
Action Status: RMRFIN 

Action Date: 5/22/2009 

Response Action Outcome: C2 


Action Type: 
Action Status: 


Release Abatement Measure 
Completion Statement Received 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Date: 5/22/2009 

Response Action Outcome: C2 

Action Type: Phase 4 

Action Status: Completion Statement Received 
Action Date: 5/22/2009 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 5/25/2011 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/25/2011 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/26/2012 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 5/26/2012 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 5/26/2015 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/26/2015 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/27/2014 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 5/27/2014 

Response Action Outcome: C2 


Action Type: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 5/28/1999 

Response Action Outcome: C2 


Action Type: Tier Classification 

Action Status: Permit Extension Received 
Action Date: 5/28/1999 

Response Action Outcome: C2 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


Database(s) 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
5/28/2010 

C2 


Response Action Outcome - RAO 
RMRINT 

5/28/2010 

C2 


Tier Classification 
Tier 1A Classification 
5/3/1994 

C2 


An activity type that is related to an Audit 
NAFNVD 

5/30/2012 

C2 


Release Abatement Measure 
Written Plan Received 
6/10/2013 

C2 


Release Abatement Measure 
Level | - Technical Screen Audit 
6/14/2013 

C2 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
6/19/2006 

C2 


Release Abatement Measure 
Written Plan Received 
6/23/2010 

C2 


Release Abatement Measure 
Level I - Technical Screen Audit 
6/24/2010 

C2 


Tier Classification 
Legal Notice Published 
6/30/2006 

C2 


Response Action Outcome - RAO 
RMRINT 

6/8/2013 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 


EDR ID Number 


EPA ID Number 


$106510925 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Date: 6/8/2013 

Response Action Outcome: C2 

Action Type: Phase 2 

Action Status: Completion Statement Received 
Action Date: 7/1/1998 


Response Action Outcome: 


C2 


Action Type: Release Abatement Measure 
Action Status: Written Plan Received 
Action Date: 7/18/2002 

Response Action Outcome: C2 


Action Type: Compliance and Enforcement Action 
Action Status: Interim Deadline Letter Issued 
Action Date: 7/26/1994 

Response Action Outcome: C2 


Action Type: Compliance and Enforcement Action 
Action Status: Interim Deadline Letter Issued 
Action Date: 7/26/2002 

Response Action Outcome: C2 

Action Type: RLFA 

Action Status: FLDRAN 

Action Date: 7/26/2006 

Response Action Outcome: C2 

Action Type: BOL 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 8/1/2014 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 

Action Date: 8/11/2008 

Response Action Outcome: C2 


Action Type: Tier Classification 
Action Status: Permit Effective Date 
Action Date: 8/12/1999 

Response Action Outcome: C2 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 8/13/2004 


Response Action Outcome: 


C2 


Action Type: Tier Classification 
Action Status: TCEXT 

Action Date: 8/15/2014 
Response Action Outcome: C2 


Action Type: Tier Classification 
Action Status: Tier 1B Classification 
Action Date: 8/16/2002 

Response Action Outcome: C2 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID | MAP FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BEAVER VISITEC INTERNATIONAL INC (Continued) $106510925 
Action Type: Tier Classification 
Action Status: Permit Effective Date 
Action Date: 8/16/2002 
Response Action Outcome: C2 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Response Action Outcome - RAO 
RAO Statement Received 
8/16/2006 

C2 


Tier Classification 

Permit Extension Received 
8/17/2006 

C2 


Release Abatement Measure 
Status or Interim Report Received 
8/18/2003 

C2 


Release Abatement Measure 
Status or Interim Report Received 
8/19/2003 

C2 


Release Abatement Measure 
Status or Interim Report Received 
8/19/2005 

C2 


RLFA 
FOLOFF 
8/2/2016 
C2 


Tier Classification 

Permit Extension Received 
8/22/2004 

G2 


An activity type that is related to an Audit 
NAFNVD 

8/24/2009 

C2 


Tier Classification 

Transmittal, Notice, or Notification Received 
8/25/1994 

C2 


TREGS 
BWSC04 
8/25/1994 
C2 


Tier Classification 
Permit Effective Date 
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Map ID | МАР FINDINGS 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


8/25/1994 
C2 


Tier Classification 
Tier 1A Classification 
8/25/1994 

C2 


Phase 4 

Level II - Audit Inspection 
8/3/2009 

C2 


Phase 5 
RMRFIN 
8/31/2017 
C2 


Phase 5 

Status or Interim Report Received 
8/31/2017 

C2 


Activity and Use Limitation 


Transmittal, Notice, or Notification Received 


8/31/2017 
C2 


Phase 5 

Completion Statement Received 
8/31/2017 

C2 


Partial RAO for this RTN 
PSARCD 

8/31/2017 

(72 


RLFA 
FLDRAN 
8/6/2009 
C2 


Release Abatement Measure 
Status or Interim Report Received 
9/11/2007 

C2 


Activity and Use Limitation 

Fee Received - FMCRA Use Only 
9/11/2017 

C2 


Release Abatement Measure 
RMRINT 

9/14/2007 

C2 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


$106510925 
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Map ID | МАР FINDINGS 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 


Release Abatement Measure 
Status or Interim Report Received 
9/14/2007 

C2 


Tier Classification 

Permit Extension Received 
9/20/2012 

C2 


Tier Classification 

Permit Extension Received 
9/22/2010 

C2 


RLFA 
FOLOFF 
9/23/2010 
C2 


Activity and Use Limitation 
Legal Notice Published 
9/28/2017 

C2 


Response Action Outcome - RAO 
Level | - Technical Screen Audit 
9/5/2008 

C2 


BOL 
SHPFAC 
9/5/2014 
C2 


Release Abatement Measure 
Status or Interim Report Received 
9/8/2006 

(72 


BWS20 
APPROV 
Not reported 
C2 


BWS10 
APPROV 
Not reported 
C2 


3-0010717 / RAO 
WALTHAM 

03/21/1994 

TWO HR 

Not reported 

Response Action Outcome 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


$106510925 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Location Type: 
Source: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
BEAVER VISITEC INTERNATIONAL INC (Continued) $106510925 
Status Date: 05/20/1994 
Phase: Not reported 


A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil and Hazardous Material 

COMMERCIAL 

WATERBODY 

TANKER 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


PCB 

Not reported 
WASTE OIL 
10 gallons 
WASTE OIL 
30 gallons 


Immediate Response Action 

Oral Approval of Plan or Action 

3/21/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

3/21/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLFLD 

3/22/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
4/5/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

5/19/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

5/20/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 
Release Tracking Number/Current Status: 3-0000454 / RAO 


Release Town: WALTHAM 
Notification Date: 01/15/1987 
Category: NONE 
Associated ID: 3-0000454 
Current Status: Response Action Outcome 
Status Date: 08/11/2008 
Phase: Not reported 
Response Action Outcome: C2- C2 

Oil Or Haz Material: Not reported 
Location Type: COMMERCIAL 
Source: AST 

Source: UNKNOWN 
Source: LAGOON 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


UNKNOWN CHEMICAL OF UNKNOWN TYPE 
Not reported 


Release Disposition 
Valid Transition Site 
1/15/1987 

C2 


Phase 3 

Notice of Delay in Meeting RA Deadline Received 
1/20/2004 

C2 


Response Action Outcome - RAO 
RMRINT 

1/20/2016 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
1/20/2016 

C2 


Release Abatement Measure 

Modified Revised or Updated Plan Received 
1/21/2003 

C2 


Phase 2 

Completion Statement Received 
10/10/2001 

C2 


Response Action Outcome - RAO 
Submittal Determined to be Invalid by DEP 
10/11/2006 

C2 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


Database(s) 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


An activity type that is related to an Audit 
Notice of Non-compliance related to an Audit 
10/11/2006 

C2 


Response Action Outcome - RAO 
Level Ill - Comprehensive Audit 
10/11/2006 

C2 


Phase 3 

Notice of Delay in Meeting RA Deadline Received 
10/15/2002 

C2 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
10/16/1996 

C2 


Phase 2 

Tier 1A or Priority Submittal Approved 
10/24/1995 

C2 


Release Abatement Measure 
Completion Statement Received 
10/29/2010 

C2 


Phase 4 

Written Plan Received 
10/30/2007 

C2 


Phase 4 

Written Plan Received 
10/4/2007 

(2 


Release Abatement Measure 
Status or Interim Report Received 
10/8/2008 

(72 


Phase 4 

Notice of Delay in Meeting RA Deadline Received 
11/10/2004 

C2 


Phase 2 

Completion Statement Received 
11/14/1995 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 


EDR ID Number 
EPA ID Number 


$106510925 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Date: 


Response Action Outcome: 


11/19/2010 
C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 11/19/2010 

Response Action Outcome: C2 

Action Type: RLFA 

Action Status: FLDRAN 

Action Date: 11/2/2004 

Response Action Outcome: C2 

Action Type: Phase 5 

Action Status: Status or Interim Report Received 
Action Date: 11/20/2009 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINI 

Action Date: 11/20/2009 

Response Action Outcome: C2 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 11/25/2002 


Response Action Outcome: 


C2 


Action Type: Tier Classification 

Action Status: Permit Extension Received 
Action Date: 11/25/2008 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 11/25/2013 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 11/25/2013 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 11/25/2014 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 11/25/2014 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 11/29/2011 


Response Action Outcome: 


C2 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Response Action Outcome - RAO 


RMRINT 
11/29/2011 
C2 


Response Action Outcome - RAO 


RMRINT 
11/29/2012 
C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 


11/29/2012 
C2 


Tier Classification 
TCEXT 
11/4/2016 

C2 


Phase 2 

Scope of Work Received 
11/9/1994 

C2 


Phase 2 


Tier 1A or Priority Submittal Approved 


12/13/1994 
C2 


Release Abatement Measure 
Status or Interim Report Received 


2/10/2004 
C2 


Release Abatement Measure 
Status or Interim Report Received 


2/11/2005 
C2 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 


2/12/2002 
C2 


BOL 


Transmittal, Notice, or Notification Received 


2/13/2012 
C2 


Phase 2 


Tier 1A or Priority Submittal Approved 


2/21/1995 
C2 


Release Abatement Measure 
Status or Interim Report Received 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BEAVER VISITEC INTERNATIONAL INC (Continued) $106510925 
Action Date: 2/21/2006 
Response Action Outcome: C2 
Action Type: BOL 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 2/22/2011 
Response Action Outcome: C2 
Action Type: Release Abatement Measure 
Action Status: RMRINT 
Action Date: 2/23/2007 
Response Action Outcome: C2 
Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 2/23/2007 
Response Action Outcome: C2 
Action Type: Release Abatement Measure 
Action Status: RMRINT 
Action Date: 2/27/2008 
Response Action Outcome: C2 
Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 2/27/2008 
Response Action Outcome: C2 
Action Type: BOL 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 2/7/2011 
Response Action Outcome: C2 
Action Type: Phase 3 
Action Status: Completion Statement Received 
Action Date: 3/27/2003 
Response Action Outcome: C2 
Action Type: Compliance and Enforcement Action 
Action Status: ACO 
Action Date: 3/29/2007 
Response Action Outcome: C2 
Action Type: Phase 3 
Action Status: Completion Statement Received 
Action Date: 3/31/2004 
Response Action Outcome: C2 
Action Type: Partial RAO for this RTN 
Action Status: RAO Statement Received 
Action Date: 3/5/1996 
Response Action Outcome: C2 
Action Type: Tier Classification 
Action Status: Revised Statement or Transmittal Received 
Action Date: 4/11/2002 
Response Action Outcome: C2 


TC5505005.2s Page 361 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


RLFA 
FLDRAN 
4/26/2007 
C2 


Response Action Outcome - RAO 
Level II - Audit Inspection 
4/26/2012 

C2 


RLFA 
FLDRAN 
4/26/2012 
C2 


BOL 

Transmittal, Notice, or Notification Received 
5/18/2011 

C2 


Phase 4 

As-Built Construction Report Received 
5/22/2009 

C2 


Release Abatement Measure 
RMRFIN 

5/22/2009 

C2 


Release Abatement Measure 
Completion Statement Received 
5/22/2009 

C2 


Phase 4 

Completion Statement Received 
5/22/2009 

C2 


Response Action Outcome - RAO 
RMRINT 

5/25/2011 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
5/25/2011 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
5/26/2012 

C2 


Response Action Outcome - RAO 
RMRINT 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 


TC5505005.2s Page 362 


Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Date: 5/26/2012 

Response Action Outcome: C2 

Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 5/26/2015 

Response Action Outcome: C2 

Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/26/2015 

Response Action Outcome: C2 

Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/27/2014 

Response Action Outcome: C2 

Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 5/27/2014 

Response Action Outcome: C2 

Action Type: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 5/28/1999 

Response Action Outcome: C2 

Action Type: Tier Classification 

Action Status: Permit Extension Received 
Action Date: 5/28/1999 

Response Action Outcome: C2 

Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/28/2010 

Response Action Outcome: C2 

Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 5/28/2010 

Response Action Outcome: C2 

Action Type: Tier Classification 

Action Status: Tier 1A Classification 

Action Date: 5/3/1994 

Response Action Outcome: C2 

Action Type: An activity type that is related to an Audit 
Action Status: NAFNVD 

Action Date: 5/30/2012 

Response Action Outcome: C2 

Action Type: Release Abatement Measure 
Action Status: Written Plan Received 

Action Date: 6/10/2013 

Response Action Outcome: C2 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


BEAVER VISITEC INTERNATIONAL INC (Continued) $106510925 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Release Abatement Measure 
Level I - Technical Screen Audit 
6/14/2013 

C2 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
6/19/2006 

C2 


Release Abatement Measure 
Written Plan Received 
6/23/2010 

C2 


Release Abatement Measure 
Level I - Technical Screen Audit 
6/24/2010 

C2 


Tier Classification 
Legal Notice Published 
6/30/2006 

C2 


Response Action Outcome - RAO 
RMRINT 

6/8/2013 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/8/2013 

C2 


Phase 2 

Completion Statement Received 
7/1/1998 

C2 


Release Abatement Measure 
Written Plan Received 
7/18/2002 

G2 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
7/26/1994 

C2 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
7/26/2002 

C2 


RLFA 
FLDRAN 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BEAVER VISITEC INTERNATIONAL INC (Continued) $106510925 
Action Date: 7/26/2006 
Response Action Outcome: C2 
Action Type: BOL 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 8/1/2014 
Response Action Outcome: C2 
Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 8/11/2008 
Response Action Outcome: C2 
Action Type: Tier Classification 
Action Status: Permit Effective Date 
Action Date: 8/12/1999 
Response Action Outcome: C2 
Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 8/13/2004 
Response Action Outcome: C2 
Action Type: Tier Classification 
Action Status: TCEXT 
Action Date: 8/15/2014 
Response Action Outcome: C2 
Action Type: Tier Classification 
Action Status: Tier 1B Classification 
Action Date: 8/16/2002 
Response Action Outcome: C2 
Action Type: Tier Classification 
Action Status: Permit Effective Date 
Action Date: 8/16/2002 
Response Action Outcome: C2 
Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 8/16/2006 
Response Action Outcome: C2 
Action Type: Tier Classification 
Action Status: Permit Extension Received 
Action Date: 8/17/2006 
Response Action Outcome: C2 
Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 8/18/2003 
Response Action Outcome: C2 
Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 8/19/2003 
Response Action Outcome: C2 
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Map ID | МАР FINDINGS 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Release Abatement Measure 
Status or Interim Report Received 
8/19/2005 

C2 


RLFA 
FOLOFF 
8/2/2016 
C2 


Tier Classification 

Permit Extension Received 
8/22/2004 

C2 


An activity type that is related to an Audit 


NAFNVD 
8/24/2009 
C2 


Tier Classification 


Transmittal, Notice, or Notification Received 


8/25/1994 
C2 


TREGS 
BWSC04 
8/25/1994 
C2 


Tier Classification 
Permit Effective Date 
8/25/1994 

C2 


Tier Classification 
Tier 1A Classification 
8/25/1994 

C2 


Phase 4 

Level II - Audit Inspection 
8/3/2009 

C2 


Phase 5 
RMRFIN 
8/31/2017 
C2 


Phase 5 

Status or Interim Report Received 
8/31/2017 

C2 


Activity and Use Limitation 


Transmittal, Notice, or Notification Received 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


$106510925 
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Map ID | МАР FINDINGS 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


8/31/2017 
C2 


Phase 5 

Completion Statement Received 
8/31/2017 

C2 


Partial RAO for this RTN 
PSARCD 

8/31/2017 

C2 


RLFA 
FLDRAN 
8/6/2009 
C2 


Release Abatement Measure 
Status or Interim Report Received 
9/11/2007 

C2 


Activity and Use Limitation 

Fee Received - FMCRA Use Only 
9/11/2017 

C2 


Release Abatement Measure 
RMRINT 

9/14/2007 

G2 


Release Abatement Measure 
Status or Interim Report Received 
9/14/2007 

G2 


Tier Classification 

Permit Extension Received 
9/20/2012 

C2 


Tier Classification 

Permit Extension Received 
9/22/2010 

C2 


RLFA 
FOLOFF 
9/23/2010 
C2 


Activity and Use Limitation 
Legal Notice Published 
9/28/2017 

C2 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


$106510925 
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Map ID | МАР FINDINGS 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


LAST: 


Release Tracking Number/Current Status: 


Source Type: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Status Date: 
Phase: 


Response Action Outcome: 


Oil Or Haz Material: 


Chemicals: 
Chemical: 
Quantity: 
Location Type: 
Source: 
Source: 
Source: 


Actions: 
Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 


Response Action Outcome - RAO 
Level I - Technical Screen Audit 
9/5/2008 

C2 


BOL 
SHPFAC 
9/5/2014 
C2 


Release Abatement Measure 
Status or Interim Report Received 
9/8/2006 

C2 


BWS20 
APPROV 
Not reported 
C2 


BWS10 
APPROV 
Not reported 
C2 


3-0000454 / RAO 
AST 

WALTHAM 
01/15/1987 

NONE 

3-0000454 
08/11/2008 

Not reported 

C2 - C2 

Not reported 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


S106510925 


UNKNOWN CHEMICAL OF UNKNOWN TYPE 


Not reported 
COMMERCIAL 
AST 
UNKNOWN 
LAGOON 


Release Disposition 
Valid Transition Site 
1/15/1987 

C2 


Phase 3 


Notice of Delay in Meeting RA Deadline Received 


1/20/2004 
C2 


Response Action Outcome - RAO 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Status: RMRINT 
Action Date: 1/20/2016 
Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 1/20/2016 


Response Action Outcome: 


C2 


Action Type: Release Abatement Measure 

Action Status: Modified Revised or Updated Plan Received 
Action Date: 1/21/2003 

Response Action Outcome: C2 

Action Type: Phase 2 

Action Status: Completion Statement Received 

Action Date: 10/10/2001 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Submittal Determined to be Invalid by DEP 
Action Date: 10/11/2006 


Response Action Outcome: 


C2 


Action Type: An activity type that is related to an Audit 
Action Status: Notice of Non-compliance related to an Audit 
Action Date: 10/11/2006 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 

Action Status: Level Ill - Comprehensive Audit 

Action Date: 10/11/2006 

Response Action Outcome: C2 

Action Type: Phase 3 

Action Status: Notice of Delay in Meeting RA Deadline Received 
Action Date: 10/15/2002 


Response Action Outcome: 


C2 


Action Type: Compliance and Enforcement Action 
Action Status: Notice of Non-Compliance Issued 
Action Date: 10/16/1996 

Response Action Outcome: C2 

Action Type: Phase 2 

Action Status: Tier 1A or Priority Submittal Approved 
Action Date: 10/24/1995 


Response Action Outcome: 


C2 


Action Type: Release Abatement Measure 
Action Status: Completion Statement Received 
Action Date: 10/29/2010 

Response Action Outcome: C2 

Action Type: Phase 4 

Action Status: Written Plan Received 

Action Date: 10/30/2007 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


C2 


Phase 4 

Written Plan Received 
10/4/2007 

C2 


Release Abatement Measure 
Status or Interim Report Received 
10/8/2008 

C2 


Phase 4 

Notice of Delay in Meeting RA Deadline Received 
11/10/2004 

C2 


Phase 2 

Completion Statement Received 
11/14/1995 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/19/2010 

C2 


Response Action Outcome - RAO 
RMRINT 

11/19/2010 

C2 


RLFA 
FLDRAN 
11/2/2004 
C2 


Phase 5 

Status or Interim Report Received 
11/20/2009 

C2 


Response Action Outcome - RAO 
RMRINI 

11/20/2009 

C2 


Release Abatement Measure 
Status or Interim Report Received 
11/25/2002 

(72 


Tier Classification 

Permit Extension Received 
11/25/2008 

(72 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/25/2013 

C2 


Response Action Outcome - RAO 
RMRINT 

11/25/2013 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/25/2014 

C2 


Response Action Outcome - RAO 
RMRINT 

11/25/2014 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/29/2011 

C2 


Response Action Outcome - RAO 
RMRINT 

11/29/2011 

C2 


Response Action Outcome - RAO 
RMRINT 

11/29/2012 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/29/2012 

C2 


Tier Classification 
TCEXT 
11/4/2016 

C2 


Phase 2 

Scope of Work Received 
11/9/1994 

C2 


Phase 2 

Tier 1A or Priority Submittal Approved 
12/13/1994 

C2 


Release Abatement Measure 
Status or Interim Report Received 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 


TC5505005.2s Page 371 


Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Date: 2/10/2004 

Response Action Outcome: C2 

Action Type: Release Abatement Measure 

Action Status: Status or Interim Report Received 
Action Date: 2/11/2005 

Response Action Outcome: C2 

Action Type: Compliance and Enforcement Action 
Action Status: Interim Deadline Letter Issued 
Action Date: 2/12/2002 

Response Action Outcome: C2 

Action Type: BOL 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 2/13/2012 

Response Action Outcome: C2 

Action Type: Phase 2 

Action Status: Tier 1A or Priority Submittal Approved 
Action Date: 2/21/1995 

Response Action Outcome: C2 

Action Type: Release Abatement Measure 

Action Status: Status or Interim Report Received 
Action Date: 2/21/2006 

Response Action Outcome: C2 

Action Type: BOL 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 2/22/2011 

Response Action Outcome: C2 

Action Type: Release Abatement Measure 

Action Status: RMRINT 

Action Date: 2/23/2007 

Response Action Outcome: C2 

Action Type: Release Abatement Measure 

Action Status: Status or Interim Report Received 
Action Date: 2/23/2007 

Response Action Outcome: C2 

Action Type: Release Abatement Measure 

Action Status: RMRINT 

Action Date: 2/27/2008 

Response Action Outcome: C2 

Action Type: Release Abatement Measure 

Action Status: Status or Interim Report Received 
Action Date: 2/27/2008 

Response Action Outcome: C2 

Action Type: BOL 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 2/7/2011 

Response Action Outcome: C2 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Type: Phase 3 
Action Status: Completion Statement Received 
Action Date: 3/27/2003 


Response Action Outcome: 


C2 


Action Type: Compliance and Enforcement Action 
Action Status: ACO 

Action Date: 3/29/2007 

Response Action Outcome: C2 

Action Type: Phase 3 

Action Status: Completion Statement Received 
Action Date: 3/31/2004 


Response Action Outcome: 


C2 


Action Type: Partial RAO for this RTN 
Action Status: RAO Statement Received 
Action Date: 3/5/1996 

Response Action Outcome: C2 


Action Type: Tier Classification 

Action Status: Revised Statement or Transmittal Received 
Action Date: 4/11/2002 

Response Action Outcome: C2 

Action Type: RLFA 

Action Status: FLDRAN 

Action Date: 4/26/2007 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Level II - Audit Inspection 

Action Date: 4/26/2012 

Response Action Outcome: C2 

Action Type: RLFA 

Action Status: FLDRAN 

Action Date: 4/26/2012 

Response Action Outcome: C2 

Action Type: BOL 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 5/18/2011 

Response Action Outcome: C2 

Action Type: Phase 4 

Action Status: As-Built Construction Report Received 
Action Date: 5/22/2009 

Response Action Outcome: C2 


Action Type: Release Abatement Measure 
Action Status: RMRFIN 

Action Date: 5/22/2009 

Response Action Outcome: C2 


Action Type: 
Action Status: 


Release Abatement Measure 
Completion Statement Received 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Date: 5/22/2009 

Response Action Outcome: C2 

Action Type: Phase 4 

Action Status: Completion Statement Received 
Action Date: 5/22/2009 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 5/25/2011 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/25/2011 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/26/2012 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 5/26/2012 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 5/26/2015 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/26/2015 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/27/2014 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 5/27/2014 

Response Action Outcome: C2 


Action Type: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 5/28/1999 

Response Action Outcome: C2 


Action Type: Tier Classification 

Action Status: Permit Extension Received 
Action Date: 5/28/1999 

Response Action Outcome: C2 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


Database(s) 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
5/28/2010 

C2 


Response Action Outcome - RAO 
RMRINT 

5/28/2010 

C2 


Tier Classification 
Tier 1A Classification 
5/3/1994 

C2 


An activity type that is related to an Audit 
NAFNVD 

5/30/2012 

C2 


Release Abatement Measure 
Written Plan Received 
6/10/2013 

C2 


Release Abatement Measure 
Level | - Technical Screen Audit 
6/14/2013 

C2 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
6/19/2006 

C2 


Release Abatement Measure 
Written Plan Received 
6/23/2010 

C2 


Release Abatement Measure 
Level I - Technical Screen Audit 
6/24/2010 

C2 


Tier Classification 
Legal Notice Published 
6/30/2006 

C2 


Response Action Outcome - RAO 
RMRINT 

6/8/2013 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 


EDR ID Number 


EPA ID Number 


$106510925 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Date: 6/8/2013 

Response Action Outcome: C2 

Action Type: Phase 2 

Action Status: Completion Statement Received 
Action Date: 7/1/1998 


Response Action Outcome: 


C2 


Action Type: Release Abatement Measure 
Action Status: Written Plan Received 
Action Date: 7/18/2002 

Response Action Outcome: C2 


Action Type: Compliance and Enforcement Action 
Action Status: Interim Deadline Letter Issued 
Action Date: 7/26/1994 

Response Action Outcome: C2 


Action Type: Compliance and Enforcement Action 
Action Status: Interim Deadline Letter Issued 
Action Date: 7/26/2002 

Response Action Outcome: C2 

Action Type: RLFA 

Action Status: FLDRAN 

Action Date: 7/26/2006 

Response Action Outcome: C2 

Action Type: BOL 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 8/1/2014 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 

Action Date: 8/11/2008 

Response Action Outcome: C2 


Action Type: Tier Classification 
Action Status: Permit Effective Date 
Action Date: 8/12/1999 

Response Action Outcome: C2 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 8/13/2004 


Response Action Outcome: 


C2 


Action Type: Tier Classification 
Action Status: TCEXT 

Action Date: 8/15/2014 
Response Action Outcome: C2 


Action Type: Tier Classification 
Action Status: Tier 1B Classification 
Action Date: 8/16/2002 

Response Action Outcome: C2 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID | MAP FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BEAVER VISITEC INTERNATIONAL INC (Continued) $106510925 
Action Type: Tier Classification 
Action Status: Permit Effective Date 
Action Date: 8/16/2002 
Response Action Outcome: C2 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Response Action Outcome - RAO 
RAO Statement Received 
8/16/2006 

C2 


Tier Classification 

Permit Extension Received 
8/17/2006 

C2 


Release Abatement Measure 
Status or Interim Report Received 
8/18/2003 

C2 


Release Abatement Measure 
Status or Interim Report Received 
8/19/2003 

C2 


Release Abatement Measure 
Status or Interim Report Received 
8/19/2005 

C2 


RLFA 
FOLOFF 
8/2/2016 
C2 


Tier Classification 

Permit Extension Received 
8/22/2004 

G2 


An activity type that is related to an Audit 
NAFNVD 

8/24/2009 

C2 


Tier Classification 

Transmittal, Notice, or Notification Received 
8/25/1994 

C2 


TREGS 
BWSC04 
8/25/1994 
C2 


Tier Classification 
Permit Effective Date 
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Map ID | МАР FINDINGS 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


8/25/1994 
C2 


Tier Classification 
Tier 1A Classification 
8/25/1994 

C2 


Phase 4 

Level II - Audit Inspection 
8/3/2009 

C2 


Phase 5 
RMRFIN 
8/31/2017 
C2 


Phase 5 

Status or Interim Report Received 
8/31/2017 

C2 


Activity and Use Limitation 


Transmittal, Notice, or Notification Received 


8/31/2017 
C2 


Phase 5 

Completion Statement Received 
8/31/2017 

C2 


Partial RAO for this RTN 
PSARCD 

8/31/2017 

(72 


RLFA 
FLDRAN 
8/6/2009 
C2 


Release Abatement Measure 
Status or Interim Report Received 
9/11/2007 

C2 


Activity and Use Limitation 

Fee Received - FMCRA Use Only 
9/11/2017 

C2 


Release Abatement Measure 
RMRINT 

9/14/2007 

C2 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


$106510925 
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Map ID 
Direction 
Distance 


| МАР FINDINGS 


EDR ID Number 


Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


INST CONTROL: 
Release Tracking Number: 
Action Type: 
Action Stat: 
Action Date: 


Response Action Outcome: 


3-0000454 
AUL 
FEEREC 
09/11/2017 
C2-C2 


Release Abatement Measure 
Status or Interim Report Received 
9/14/2007 

C2 


Tier Classification 

Permit Extension Received 
9/20/2012 

C2 


Tier Classification 

Permit Extension Received 
9/22/2010 

C2 


RLFA 
FOLOFF 
9/23/2010 
C2 


Activity and Use Limitation 
Legal Notice Published 
9/28/2017 

C2 


Response Action Outcome - RAO 
Level | - Technical Screen Audit 
9/5/2008 

C2 


BOL 
SHPFAC 
9/5/2014 
C2 


Release Abatement Measure 
Status or Interim Report Received 
9/8/2006 

(72 


BWS20 
APPROV 
Not reported 
C2 


BWS10 
APPROV 
Not reported 
C2 


Database(s) 


EPA ID Number 


$106510925 
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Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome - RAO 
RMRINT 

1/20/2016 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
1/20/2016 


Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BEAVER VISITEC INTERNATIONAL INC (Continued) $106510925 
Release Tracking Number: 3-0000454 
Action Type: AUL 
Action Stat: LEGNOT 
Action Date: 09/28/2017 
Response Action Outcome: C2 -C2 
Release Tracking Number: 3-0000454 
Action Type: AUL 
Action Stat: RECPT 
Action Date: 08/31/2017 
Response Action Outcome: C2 -C2 
BROWNFIELDS 2: 
RTN: 3-0000454 
RAO Class: C2 
Other RTNs: Not reported 
Current Owner: Dbci, Inc 
MCP Status: RAO 
AUL: Not reported 
COCs: Unknown 
Former Use: Commercial 
Current Use: Not reported 
Total Acreage: 7.28 
Release: 
Release Tracking Number/Current Status: 3-0000454 / RAO 
Primary ID: 3-0000454 
Official City: WALTHAM 
Notification: 01/15/1987 
Category: NONE 
Status Date: 08/11/2008 
Phase: Not reported 
Response Action Outcome: C2 - C2 
Oil / Haz Material Type: Not reported 
Click here to access the MA DEP site for this facility: 
Actions: 
Action Type: Release Disposition 
Action Status: Valid Transition Site 
Action Date: 1/15/1987 
Response Action Outcome: C2 
Action Type: Phase 3 
Action Status: Notice of Delay in Meeting RA Deadline Received 
Action Date: 1/20/2004 
Response Action Outcome: C2 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


Database(s) 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


C2 


Release Abatement Measure 

Modified Revised or Updated Plan Received 
1/21/2003 

C2 


Phase 2 

Completion Statement Received 
10/10/2001 

C2 


Response Action Outcome - RAO 
Submittal Determined to be Invalid by DEP 
10/11/2006 

C2 


An activity type that is related to an Audit 
Notice of Non-compliance related to an Audit 
10/11/2006 

C2 


Response Action Outcome - RAO 
Level Ill - Comprehensive Audit 
10/11/2006 

C2 


Phase 3 

Notice of Delay in Meeting RA Deadline Received 
10/15/2002 

C2 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
10/16/1996 

C2 


Phase 2 

Tier 1A or Priority Submittal Approved 
10/24/1995 

C2 


Release Abatement Measure 
Completion Statement Received 
10/29/2010 

C2 


Phase 4 

Written Plan Received 
10/30/2007 

G2 


Phase 4 

Written Plan Received 
10/4/2007 

G2 


EDR ID Number 
EPA ID Number 


$106510925 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 10/8/2008 

Response Action Outcome: C2 

Action Type: Phase 4 

Action Status: Notice of Delay in Meeting RA Deadline Received 
Action Date: 11/10/2004 

Response Action Outcome: C2 

Action Type: Phase 2 

Action Status: Completion Statement Received 
Action Date: 11/14/1995 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 11/19/2010 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 11/19/2010 

Response Action Outcome: C2 

Action Type: RLFA 

Action Status: FLDRAN 

Action Date: 11/2/2004 

Response Action Outcome: C2 

Action Type: Phase 5 

Action Status: Status or Interim Report Received 
Action Date: 11/20/2009 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINI 

Action Date: 11/20/2009 

Response Action Outcome: C2 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 11/25/2002 

Response Action Outcome: C2 


Action Type: Tier Classification 

Action Status: Permit Extension Received 
Action Date: 11/25/2008 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 11/25/2013 


Response Action Outcome: 


Action Type: 
Action Status: 


C2 


Response Action Outcome - RAO 
RMRINT 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Date: 


Response Action Outcome: 


11/25/2013 
C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 11/25/2014 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 11/25/2014 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 11/29/2011 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 11/29/2011 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 11/29/2012 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 11/29/2012 


Response Action Outcome: 


C2 


Action Type: Tier Classification 

Action Status: TCEXT 

Action Date: 11/4/2016 

Response Action Outcome: C2 

Action Type: Phase 2 

Action Status: Scope of Work Received 
Action Date: 11/9/1994 

Response Action Outcome: C2 

Action Type: Phase 2 

Action Status: Tier 1A or Priority Submittal Approved 
Action Date: 12/13/1994 


Response Action Outcome: 


C2 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 2/10/2004 


Response Action Outcome: 


C2 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 2/11/2005 


Response Action Outcome: 


C2 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Type: Compliance and Enforcement Action 
Action Status: Interim Deadline Letter Issued 
Action Date: 2/12/2002 

Response Action Outcome: C2 

Action Type: BOL 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 2/13/2012 

Response Action Outcome: C2 

Action Type: Phase 2 

Action Status: Tier 1A or Priority Submittal Approved 
Action Date: 2/21/1995 

Response Action Outcome: C2 

Action Type: Release Abatement Measure 

Action Status: Status or Interim Report Received 
Action Date: 2/21/2006 

Response Action Outcome: C2 

Action Type: BOL 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 2/22/2011 

Response Action Outcome: C2 

Action Type: Release Abatement Measure 

Action Status: RMRINT 

Action Date: 2/23/2007 

Response Action Outcome: C2 

Action Type: Release Abatement Measure 

Action Status: Status or Interim Report Received 
Action Date: 2/23/2007 

Response Action Outcome: C2 

Action Type: Release Abatement Measure 

Action Status: RMRINT 

Action Date: 2/27/2008 

Response Action Outcome: C2 

Action Type: Release Abatement Measure 

Action Status: Status or Interim Report Received 
Action Date: 2/27/2008 

Response Action Outcome: C2 

Action Type: BOL 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 2/7/2011 

Response Action Outcome: C2 

Action Type: Phase 3 

Action Status: Completion Statement Received 
Action Date: 3/27/2003 

Response Action Outcome: C2 

Action Type: Compliance and Enforcement Action 
Action Status: ACO 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


3/29/2007 
C2 


Phase 3 

Completion Statement Received 
3/31/2004 

C2 


Partial RAO for this RTN 
RAO Statement Received 
3/5/1996 

C2 


Tier Classification 

Revised Statement or Transmittal Received 
4/11/2002 

C2 


RLFA 
FLDRAN 
4/26/2007 
C2 


Response Action Outcome - RAO 
Level II - Audit Inspection 
4/26/2012 

C2 


RLFA 
FLDRAN 
4/26/2012 
C2 


BOL 

Transmittal, Notice, or Notification Received 
5/18/2011 

G2 


Phase 4 

As-Built Construction Report Received 
5/22/2009 

C2 


Release Abatement Measure 
RMRFIN 

5/22/2009 

C2 


Release Abatement Measure 
Completion Statement Received 
5/22/2009 

C2 


Phase 4 

Completion Statement Received 
5/22/2009 

C2 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 5/25/2011 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/25/2011 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/26/2012 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 5/26/2012 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 5/26/2015 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/26/2015 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/27/2014 


Response Action Outcome: 


C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 5/27/2014 

Response Action Outcome: C2 


Action Type: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 5/28/1999 

Response Action Outcome: C2 


Action Type: Tier Classification 

Action Status: Permit Extension Received 
Action Date: 5/28/1999 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/28/2010 


Response Action Outcome: 


Action Type: 
Action Status: 


C2 


Response Action Outcome - RAO 
RMRINT 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


EDR ID Number 


Database(s) EPA ID Number 


BEAVER VISITEC INTERNATIONAL INC (Continued) $106510925 
Action Date: 5/28/2010 
Response Action Outcome: C2 
Action Type: Tier Classification 
Action Status: Tier 1A Classification 
Action Date: 5/3/1994 
Response Action Outcome: C2 
Action Type: An activity type that is related to an Audit 
Action Status: NAFNVD 
Action Date: 5/30/2012 
Response Action Outcome: C2 
Action Type: Release Abatement Measure 
Action Status: Written Plan Received 
Action Date: 6/10/2013 
Response Action Outcome: C2 
Action Type: Release Abatement Measure 
Action Status: Level I - Technical Screen Audit 
Action Date: 6/14/2013 
Response Action Outcome: C2 
Action Type: Tier Classification 
Action Status: RTN Linked to TCLASS Via IRA Completion Statement 
Action Date: 6/19/2006 
Response Action Outcome: C2 
Action Type: Release Abatement Measure 
Action Status: Written Plan Received 
Action Date: 6/23/2010 
Response Action Outcome: C2 
Action Type: Release Abatement Measure 
Action Status: Level I - Technical Screen Audit 
Action Date: 6/24/2010 
Response Action Outcome: C2 
Action Type: Tier Classification 
Action Status: Legal Notice Published 
Action Date: 6/30/2006 
Response Action Outcome: C2 
Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 
Action Date: 6/8/2013 
Response Action Outcome: C2 
Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 6/8/2013 
Response Action Outcome: C2 
Action Type: Phase 2 
Action Status: Completion Statement Received 
Action Date: 7/1/1998 
Response Action Outcome: C2 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Type: Release Abatement Measure 
Action Status: Written Plan Received 
Action Date: 7/18/2002 

Response Action Outcome: C2 


Action Type: Compliance and Enforcement Action 
Action Status: Interim Deadline Letter Issued 
Action Date: 7/26/1994 

Response Action Outcome: C2 


Action Type: Compliance and Enforcement Action 
Action Status: Interim Deadline Letter Issued 
Action Date: 7/26/2002 

Response Action Outcome: C2 

Action Type: RLFA 

Action Status: FLDRAN 

Action Date: 7/26/2006 

Response Action Outcome: C2 

Action Type: BOL 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 8/1/2014 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 

Action Date: 8/11/2008 

Response Action Outcome: C2 


Action Type: Tier Classification 
Action Status: Permit Effective Date 
Action Date: 8/12/1999 

Response Action Outcome: C2 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 8/13/2004 


Response Action Outcome: 


C2 


Action Type: Tier Classification 
Action Status: TCEXT 

Action Date: 8/15/2014 
Response Action Outcome: C2 


Action Type: Tier Classification 
Action Status: Tier 1B Classification 
Action Date: 8/16/2002 

Response Action Outcome: C2 


Action Type: Tier Classification 
Action Status: Permit Effective Date 
Action Date: 8/16/2002 

Response Action Outcome: C2 


Action Type: 
Action Status: 


Response Action Outcome - RAO 
RAO Statement Received 


EDR ID Number 


Database(s) EPA ID Number 


$106510925 
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Map ID | МАР FINDINGS 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


8/16/2006 
C2 


Tier Classification 

Permit Extension Received 
8/17/2006 

C2 


Release Abatement Measure 
Status or Interim Report Received 
8/18/2003 

C2 


Release Abatement Measure 
Status or Interim Report Received 
8/19/2003 

C2 


Release Abatement Measure 
Status or Interim Report Received 
8/19/2005 

C2 


RLFA 
FOLOFF 
8/2/2016 
C2 


Tier Classification 

Permit Extension Received 
8/22/2004 

(2 


An activity type that is related to an Audit 


NAFNVD 
8/24/2009 
C2 


Tier Classification 


Transmittal, Notice, or Notification Received 


8/25/1994 
C2 


TREGS 
BWSC04 
8/25/1994 
C2 


Tier Classification 
Permit Effective Date 
8/25/1994 

C2 


Tier Classification 
Tier 1A Classification 
8/25/1994 

C2 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


$106510925 
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Map ID | МАР FINDINGS 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Phase 4 

Level II - Audit Inspection 
8/3/2009 

C2 


Phase 5 
RMRFIN 
8/31/2017 
C2 


Phase 5 

Status or Interim Report Received 
8/31/2017 

C2 


Activity and Use Limitation 


Transmittal, Notice, or Notification Received 


8/31/2017 
C2 


Phase 5 

Completion Statement Received 
8/31/2017 

C2 


Partial RAO for this RTN 
PSARCD 

8/31/2017 

C2 


RLFA 
FLDRAN 
8/6/2009 
C2 


Release Abatement Measure 
Status or Interim Report Received 
9/11/2007 

G2 


Activity and Use Limitation 

Fee Received - FMCRA Use Only 
9/11/2017 

C2 


Release Abatement Measure 
RMRINT 

9/14/2007 

G2 


Release Abatement Measure 
Status or Interim Report Received 
9/14/2007 

C2 


Tier Classification 
Permit Extension Received 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


$106510925 
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Map ID 
Direction 
Distance 
Elevation — Site 


| МАР FINDINGS 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


Database(s) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Location Type: 
Source: 
Source: 
Source: 


Release Tracking Number/Current Status: 


Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 


9/20/2012 
C2 


Tier Classification 

Permit Extension Received 
9/22/2010 

C2 


RLFA 
FOLOFF 
9/23/2010 
C2 


Activity and Use Limitation 
Legal Notice Published 
9/28/2017 

C2 


Response Action Outcome - RAO 
Level | - Technical Screen Audit 
9/5/2008 

C2 


BOL 
SHPFAC 
9/5/2014 
C2 


Release Abatement Measure 
Status or Interim Report Received 
9/8/2006 

(72 


BWS20 
APPROV 
Not reported 
C2 


BWS10 
APPROV 
Not reported 
C2 


UNKNOWN CHEMICAL OF UNKNOWN TYPE 


Not reported 
COMMERCIAL 
AST 
UNKNOWN 
LAGOON 


3-0010717 / RAO 
Not reported 
WALTHAM 
03/21/1994 

TWO HR 
05/20/1994 


EDR ID Number 
EPA ID Number 


$106510925 
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Map ID 
Direction 
Distance 


Elevation 


Site 


BEAVER VISITEC INTERNATIONAL INC (Continued) 


MAP FINDINGS 


Phase: 
Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Location Type: 
Source: 


Immediate Response Action 

Oral Approval of Plan or Action 

3/21/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

3/21/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLFLD 

3/22/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
4/5/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

5/19/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

5/20/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


PCB 

Not reported 
WASTE OIL 
10 gallons 
WASTE OIL 
30 gallons 
COMMERCIAL 
WATERBODY 
TANKER 
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5106510925 


Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BEAVER VISITEC INTERNATIONAL INC (Continued) $106510925 
ENFORCEMENT: 
Region: NERO 
DEP Region: NERO 
DEP Program: 3C 
DEP Bureau: BWSC 
Program: Not reported 
Program Id: 3-0000454 
High Or Low Level Enforcement: LLE 
FMF #: Not reported 
Comptroller Billing Name: Not reported 
Town Where Violation Occurred: Not reported 
Date Executed: 10/11/2006 
ENF #: NON-NE-06-3C017 
Document Type: NON 
AG Ref (Y/N): Not reported 
Doc Archived (Y/N): Not reported 
EJ Community (Y/N): Not reported 
Regional Comment: Not reported 
Final Payment Due Date: Not reported 
ACOP $: Not reported 
PAN $: Not reported 
EMS (Y/N): Not reported 
EMS$: Not reported 
SEP (Y/N): Not reported 
SEP $: Not reported 
Demand $: Not reported 
Suspended $: Not reported 
Ownership: Commercially Owned 
Region: NERO 
DEP Region: NERO 
DEP Program: 3C 
DEP Bureau: BWSC 
Program: Not reported 
Program Id: 3-0000454 
High Or Low Level Enforcement: HLE 
FMF #: Not reported 
Comptroller Billing Name: Not reported 
Town Where Violation Occurred: Not reported 
Date Executed: 03/29/2007 
ЕМЕ #: ACO-NE-06-3C004 
Document Type: ACO 
AG Ref (Y/N): Not reported 
Doc Archived (Y/N): Not reported 
EJ Community (Y/N): Not reported 
Regional Comment: Not reported 
Final Payment Due Date: Not reported 
ACOP $: Not reported 
PAN $: Not reported 
EMS (Y/N): Not reported 
EMS$: Not reported 
SEP (Y/N): Not reported 
SEP $: Not reported 
Demand $: Not reported 
Suspended $: Not reported 
Ownership: Commercially Owned 


TC5505005.2s Page 393 


Map ID 
Direction 
Distance 


Elevation 


K67 
ENE 
1/4-1/2 


0.292 mi. 


1541 ft. 


Relative: 
Higher 


Actual: 
90 ft. 


State Generator Status: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
BEAVER VISITEC INTERNATIONAL INC (Continued) $106510925 
HW GEN: 
EPA Id: MAD019685577 
RCRA Generator Status: VSQG 
State Generator Status: LQG-MA 
EPA Id: MAD047058243 
RCRA Generator Status: VSQG 


Not reported 


RAMPAGE SYSTEMS 
411 WAVERLY OAKS RD 
WALTHAM, MA 02452 
Site 3 of 3 in cluster K 


SHWS: 


MA SHWS 5108034586 
MA RELEASE N/A 
MA HW GEN 


Release Tracking Number/Current Status: 3-0031506 / PSNC 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Source: 

Source: 


WALTHAM 
05/03/2013 

72 HR 

Not reported 
PSNC 
05/12/2014 
Not reported 
PN - PN 
Hazardous Material 
COMMERCIAL 
SUSPECTED 
RTN 3-454 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


TCE 
1.29 UG/M3 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

3/13/2014 

PN 


Response Action Outcome - RAO 
PSNRCD 

5/12/2014 

PN 


Response Action Outcome - RAO 
Fee Received - FMCRA Use Only 
5/14/2014 

PN 


Release Disposition 

Reportable Release under MGL 21E 
5/3/2013 

PN 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAMPAGE SYSTEMS (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 

Category: 

Associated ID: 

Current Status: 


Immediate Response Action 
Oral Approval of Plan or Action 
5/3/2013 

PN 


Database(s) 


EDR ID Number 
EPA ID Number 


5108034586 


А Notice sent to а Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


5/31/2013 
PN 


RLFA 
FLDD1U 
6/7/2013 
PN 


Immediate Response Action 
Oral Approval of a Modified Plan 
6/7/2013 

PN 


RLFA 
FOLOFF 
7/29/2013 
PN 


RNFE 

Transmittal, Notice, or Notification Received 
7/8/2013 

PN 


RNF 

Reportable Release under MGL 21E 
7/8/2013 

PN 


Immediate Response Action 
Written Plan Received 
7/9/2013 

PN 


Immediate Response Action 

Imminent Hazard Evaluation Received 
7/9/2013 

PN 


Immediate Response Action 
Completion Statement Received 
9/6/2013 

PN 


3-0031506 / PSNC 
WALTHAM 
05/03/2013 

72 HR 

Not reported 

PSNC 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAMPAGE SYSTEMS (Continued) $108034586 
Status Date: 05/12/2014 
Phase: Not reported 
Response Action Outcome: PN - PN 
Oil Or Haz Material: Hazardous Material 
Location Type: COMMERCIAL 
Source: SUSPECTED 
Source: RTN 3-454 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


TCE 
1.29 UG/M3 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

3/13/2014 

PN 


Response Action Outcome - RAO 
PSNRCD 

5/12/2014 

PN 


Response Action Outcome - RAO 
Fee Received - FMCRA Use Only 
5/14/2014 

PN 


Release Disposition 

Reportable Release under MGL 21E 
5/3/2013 

PN 


Immediate Response Action 
Oral Approval of Plan or Action 
5/3/2013 

PN 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
5/31/2013 

PN 


RLFA 
FLDD1U 
6/7/2013 
PN 


Immediate Response Action 
Oral Approval of a Modified Plan 
6/7/2013 

PN 


RLFA 
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Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 

Location Type: 

Source: 


Map ID | MAP FINDINGS 
Direction 
Distance 
Elevation Site 
RAMPAGE SYSTEMS (Continued) 
Action Status: FOLOFF 
Action Date: 7/29/2013 
Response Action Outcome: PN 
Action Type: RNFE 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 7/8/2013 
Response Action Outcome: PN 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 7/8/2013 
Response Action Outcome: PN 
Action Type: Immediate Response Action 
Action Status: Written Plan Received 
Action Date: 7/9/2013 
Response Action Outcome: PN 
Action Type: Immediate Response Action 
Action Status: Imminent Hazard Evaluation Received 
Action Date: 7/9/2013 
Response Action Outcome: PN 
Action Type: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 9/6/2013 
Response Action Outcome: PN 


3-0025816 / RAONR 
WALTHAM 
04/14/2006 

TWO HR 

Not reported 
Response Action Outcome Not Required 
06/19/2006 

Not reported 

Oil 

COMMERCIAL 
WATERBODY 
UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


WASTE OIL 
Not reported 


Tier Classification 

Permit Extension Received 
11/25/2008 

Not reported 


Database(s) 


EDR ID Number 
EPA ID Number 


5108034586 


ТС5505005.25 Раде397 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAMPAGE SYSTEMS (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Tier Classification 
TCEXT 
11/4/2016 

Not reported 


Tier Classification 


Revised Statement or Transmittal Received 


4/11/2002 
Not reported 


Immediate Response Action 


Oral Approval of Plan or Action 


4/14/2006 
Not reported 


Release Disposition 


Reportable Release under MGL 21E 


4/14/2006 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5108034586 


А Notice sent to а Potentially Responsible Party (PRP) 


FLDISS 
4/18/2006 
Not reported 


RLFA 
FLDD1A 
4/18/2006 
Not reported 


Tier Classification 

Permit Extension Received 
5/28/1999 

Not reported 


Tier Classification 
Tier 1A Classification 
5/3/1994 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


5/9/2006 
Not reported 


RAO Not Required 


Linked to a Tier Classified Site 


6/19/2006 
Not reported 


Immediate Response Action 
Written Plan Received 
6/19/2006 

Not reported 


Immediate Response Action 


Completion Statement Received 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAMPAGE SYSTEMS (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Database(s) 


6/19/2006 
Not reported 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
6/19/2006 

Not reported 


Tier Classification 
Legal Notice Published 
6/30/2006 

Not reported 


Tier Classification 
Permit Effective Date 
8/12/1999 

Not reported 


Tier Classification 
TCEXT 
8/15/2014 

Not reported 


Tier Classification 
Permit Effective Date 
8/16/2002 

Not reported 


Tier Classification 
Tier 1B Classification 
8/16/2002 

Not reported 


Tier Classification 

Permit Extension Received 
8/17/2006 

Not reported 


Tier Classification 

Permit Extension Received 
8/22/2004 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
8/25/1994 

Not reported 


Tier Classification 
Tier 1A Classification 
8/25/1994 

Not reported 


Tier Classification 
Permit Effective Date 
8/25/1994 

Not reported 


EDR ID Number 


EPA ID Number 


5108034586 


ТС5505005.25 Раде 399 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAMPAGE SYSTEMS (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil / Haz Material Type: 


Tier Classification 

Permit Extension Received 
9/20/2012 

Not reported 


Tier Classification 

Permit Extension Received 
9/22/2010 

Not reported 


3-0025816 / RAONR 
Not reported 
WALTHAM 
04/14/2006 

TWO HR 

06/19/2006 

Not reported 


Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


Tier Classification 

Permit Extension Received 
11/25/2008 

Not reported 


Tier Classification 
TCEXT 
11/4/2016 

Not reported 


Tier Classification 


Revised Statement or Transmittal Received 


4/11/2002 
Not reported 


Immediate Response Action 


Oral Approval of Plan or Action 


4/14/2006 
Not reported 


Release Disposition 


Reportable Release under MGL 21E 


4/14/2006 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5108034586 


А Notice sent to а Potentially Responsible Party (PRP) 


FLDISS 
4/18/2006 
Not reported 


RLFA 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAMPAGE SYSTEMS (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


FLDD1A 
4/18/2006 
Not reported 


Tier Classification 

Permit Extension Received 
5/28/1999 

Not reported 


Tier Classification 
Tier 1A Classification 
5/3/1994 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5108034586 


А Notice sent to а Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


5/9/2006 
Not reported 


RAO Not Required 


Linked to a Tier Classified Site 


6/19/2006 
Not reported 


Immediate Response Action 
Written Plan Received 
6/19/2006 

Not reported 


Immediate Response Action 


Completion Statement Received 


6/19/2006 
Not reported 


Tier Classification 


RTN Linked to TCLASS Via IRA Completion Statement 


6/19/2006 
Not reported 


Tier Classification 
Legal Notice Published 
6/30/2006 

Not reported 


Tier Classification 
Permit Effective Date 
8/12/1999 

Not reported 


Tier Classification 
TCEXT 
8/15/2014 

Not reported 


Tier Classification 
Permit Effective Date 
8/16/2002 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAMPAGE SYSTEMS (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Location Type: 
Location Type: 
Source: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Not reported 


Tier Classification 
Tier 1B Classification 
8/16/2002 

Not reported 


Tier Classification 

Permit Extension Received 
8/17/2006 

Not reported 


Tier Classification 

Permit Extension Received 
8/22/2004 

Not reported 


Tier Classification 


Transmittal, Notice, or Notification Received 


8/25/1994 
Not reported 


Tier Classification 
Tier 1A Classification 
8/25/1994 

Not reported 


Tier Classification 
Permit Effective Date 
8/25/1994 

Not reported 


Tier Classification 

Permit Extension Received 
9/20/2012 

Not reported 


Tier Classification 

Permit Extension Received 
9/22/2010 

Not reported 


WASTE OIL 
Not reported 
COMMERCIAL 
WATERBODY 
UNKNOWN 


3-0031506 / PSNC 
Not reported 
WALTHAM 
05/03/2013 

72 HR 

05/12/2014 

Not reported 

PN - PN 


EDR ID Number 


Database(s) EPA ID Number 


5108034586 


ТС5505005.25 Раде402 


Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAMPAGE SYSTEMS (Continued) 5108034586 
Oil / Haz Material Type: Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: ALSENT 
Action Date: 3/13/2014 
Response Action Outcome: PN 
Action Type: Response Action Outcome - RAO 
Action Status: PSNRCD 
Action Date: 5/12/2014 
Response Action Outcome: PN 
Action Type: Response Action Outcome - RAO 
Action Status: Fee Received - FMCRA Use Only 
Action Date: 5/14/2014 
Response Action Outcome: PN 
Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 5/3/2013 
Response Action Outcome: PN 
Action Type: Immediate Response Action 
Action Status: Oral Approval of Plan or Action 
Action Date: 5/3/2013 
Response Action Outcome: PN 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 5/31/2013 
Response Action Outcome: PN 
Action Type: RLFA 
Action Status: FLDD1U 
Action Date: 6/7/2013 
Response Action Outcome: PN 
Action Type: Immediate Response Action 
Action Status: Oral Approval of a Modified Plan 
Action Date: 6/7/2013 
Response Action Outcome: PN 
Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 7/29/2013 
Response Action Outcome: PN 
Action Type: RNFE 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 7/8/2013 
Response Action Outcome: PN 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
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Map ID | MAP FINDINGS 
Direction 
Distance 
Elevation Site Database(s) 
RAMPAGE SYSTEMS (Continued) 
Action Date: 7/8/2013 
Response Action Outcome: PN 
Action Type: Immediate Response Action 
Action Status: Written Plan Received 
Action Date: 7/9/2013 
Response Action Outcome: PN 
Action Type: Immediate Response Action 
Action Status: Imminent Hazard Evaluation Received 
Action Date: 7/9/2013 
Response Action Outcome: PN 
Action Type: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 9/6/2013 
Response Action Outcome: PN 
Chemicals: 
Chemical: TCE 
Quantity: 1.29 UG/M3 
Location Type: COMMERCIAL 
Source: SUSPECTED 
Source: RTN 3-454 
HW GEN: 
EPA Id: MV7813732360 
RCRA Generator Status: Not reported 
State Generator Status: VQG-MA 
EPA Id: MV6178919400 
RCRA Generator Status: VSQG 
State Generator Status: Not reported 
68 POLE #31 MA SHWS 
ESE 264 BEAL ST MA RELEASE 
1/4-1/2 WALTHAM, MA 
0.295 mi. 
1556 ft. 
Relative: SHWS: 
Higher Release Tracking Number/Current Status: 3-0011166 / RAO 
Actual: Release Town: WALTHAM 
88 ft. Notification Date: 06/17/1994 
Category: TWO HR 
Associated ID: Not reported 
Current Status: Response Action Outcome 
Status Date: 08/04/1994 
Phase: Not reported 


Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 


EDR ID Number 


EPA ID Number 


5108034586 


5102085696 
МА 


A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 


Oil and Hazardous Material 
ROADWAY 
TRANSFORM 


Click here to access the MA DEP site for this facility: 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


POLE #31 (Continued) 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


5102085696 


UNKNOWN CHEMICAL ОЕ TYPE - OIL 

Not reported 

1,1-BIPHENYL, CHLORO-DERIVS. 

94 milligrams per liter 

PCB-CONTAMINATED MATERIAL=>500 ppm 
15 gallons 


Release Disposition 

Reportable Release under MGL 21E 

6/17/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

6/17/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

6/20/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

6/21/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

6/21/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

6/22/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

6/22/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
7/11/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
POLE #31 (Continued) $102085696 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 8/4/1994 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 8/4/1994 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release: 
Release Tracking Number/Current Status: 3-0011166 / RAO 
Primary ID: Not reported 
Official City: WALTHAM 
Notification: 06/17/1994 
Category: TWO HR 
Status Date: 08/04/1994 
Phase: Not reported 


Response Action Outcome: 


Oil / Haz Material Type: 


A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 6/17/1994 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Action Type: Immediate Response Action 
Action Status: Oral Approval of Plan or Action 
Action Date: 6/17/1994 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 6/20/1994 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 6/21/1994 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Action Type: Immediate Response Action 
Action Status: Oral Approval of Plan or Action 
Action Date: 6/21/1994 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has been reduced 
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Map ID | 


МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
POLE #31 (Continued) $102085696 
to background or a threat of release has been eliminated. 
Action Type: RLFA 
Action Status: FOLFLD 
Action Date: 6/22/1994 
Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 6/22/1994 
Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 7/11/1994 
Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 8/4/1994 
Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 8/4/1994 
Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
Chemicals: 
Chemical: UNKNOWN CHEMICAL OF TYPE - OIL 
Quantity: Not reported 
Chemical: 1,1-BIPHENYL, CHLORO-DERIVS. 
Quantity: 94 milligrams per liter 
Chemical: PCB-CONTAMINATED MATERIAL=>500 ppm 
Quantity: 15 gallons 
Location Type: ROADWAY 
Source: TRANSFORM 
L69 ABKO ASSOCIATES INC FMR МА LUST 5101023359 
SW 97 LINDEN ST MA RELEASE N/A 
1/4-1/2 WALTHAM, MA 02154 MA SPILLS 
0.314 mi. 
1658 ft. Site 1 of 2 in cluster L 
Relative: LUST: 
Lower " 
Facility: 
Actual: Release Tracking Number/Current Status: 3-0002952 / DEPNFA 
SP TS Status Date: 04/18/1996 
Source Type: UST 
Release Town: WALTHAM 
Notification Date: 01/15/1990 
Category: NONE 
Associated ID: Not reported 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


ABKO ASSOCIATES INC FMR (Continued) 


Phase: 
Response Action Outcome: 
Oil Or Haz Material: 


Location Type: 
Source: 


Not reported 


Oil 


COMMERCIAL 
UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil / Haz Material Type: 


PETROLEUM 
Not reported 


Release Disposition 
Valid Transition Site 
1/15/1990 

Not reported 


TREGS 
DEPNFA 
4/18/1996 
Not reported 


3-0002952 / DEPNFA 
Not reported 
WALTHAM 

01/15/1990 

NONE 

04/18/1996 

Not reported 


Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Location Type: 
Source: 


Release Disposition 
Valid Transition Site 
1/15/1990 

Not reported 


TREGS 
DEPNFA 
4/18/1996 
Not reported 


PETROLEUM 
Not reported 
COMMERCIAL 
UST 


EDR ID Number 


Database(s) EPA ID Number 


$101023359 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
ABKO ASSOCIATES INC FMR (Continued) $101023359 
MA Spills: 
Facility ID: 3-2952 Spill ID: N89-1063 
Staff Lead: BOYLE, T Date Entered: 19890720 
Last Entered: 19931112 First Response: 19890628 
Spill Date: 19890628 Spill Time: Not reported 
Report Date: 19890628 Report Time: 10:15AM 
Case Closed: YES Mat Type: PETROLEUM 
Virgin Waste: VIRGIN Contam Soil: Not reported 
Env Impact: SOIL Other Impact: Not reported 
Material: MISCELLANEOUS OIL Other Material: Not reported 
Qty Reported: UNKNOWN Qty Actual: UNKNOWN 
Qty Reported: GALLONS Qty Actual: GALLONS 
CAS No: Not reported PCB Lev (ppm): NONE 
Source: U.S.T. Other Source: Not reported 
Incident: LEAK Other Incdnt: Not reported 
Cleanup Type: |. . Contractor: NOT USED 
Referral: SA LUST Elig: NO 
Report Prep: Not reported Category: Not reported 
Notifier: LT.MELANSON 
Notif Tel: Not reported 
Days/Close: 0 
L70 ASTON MARTIN OF NEW ENGLAND MA SHWS 5104774177 
SW 85 LINDEN ST MA RELEASE N/A 
1/4-1/2 WALTHAM, MA 02452 MA HW GEN 
0.339 mi. 
1789 ft. Site 2 of 2 in cluster L 
Relative: SHWS: 
Lower Release Tracking Number/Current Status: 3-0019801 / RAO 
Actual: Release Town: WALTHAM 
37 ft. Notification Date: 08/02/2000 
Category: 120 DY 
Associated ID: Not reported 
Current Status: Response Action Outcome 
Status Date: 08/02/2000 
Phase: Not reported 


Response Action Outcome: 


Oil Or Haz Material: 


A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


C11 THRU C22 AROMATIC HYDROCARBONS 
450 milligrams per kilogram 


Response Action Outcome - RAO 

RAO Statement Received 

8/2/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 
Reportable Release under MGL 21E 
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Map ID 
Direction 
Distance 


Elevation 


Site 


ASTON MARTIN OF NEW ENGLAND (Continued) 


MAP FINDINGS 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 
EPA ID Number 


Database(s) 


8/2/2000 
A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

8/2/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0019801 / RAO 

Not reported 

WALTHAM 

08/02/2000 

120 DY 

08/02/2000 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 


HW GEN: 


EPA Id: 
RCRA Generator Status: 
State Generator Status: 


Response Action Outcome - RAO 

RAO Statement Received 

8/2/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

8/2/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

8/2/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


C11 THRU C22 AROMATIC HYDROCARBONS 
450 milligrams per kilogram 


MAR000529834 
Not reported 


SQG-MA 
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5104774177 


Map ID 
Direction 
Distance 


Elevation 


71 
East 
1/4-1/2 


0.402 mi. 


2125 ft. 


Relative: 
Higher 


Actual: 
66 ft. 


Site 


MASSACHUSETTS MEDICAL SOCIETY 


MAP FINDINGS 


108 CLEMATIS AVE 
WALTHAM, MA 02453 


SHWS: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Source: 

Source: 


3-0032643 / PSNC 
WALTHAM 
12/23/2014 
TWO HR 

Not reported 
PSNC 
02/04/2015 
Not reported 
PN - PN 

Oil 
COMMERCIAL 
TRASH COMP 
LINE 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


HYDRAULIC FLUID 
20 gallons 
HYDRAULIC OIL 
15 gallons 


EDR ID Number 


Database(s) EPA ID Number 


MA SHWS  $112550326 
MA RELEASE N/A 
MA HW GEN 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


1/16/2015 
PN 


BOL 
SHPTMP 
1/28/2015 
PN 


BOL 


Transmittal, Notice, or Notification Received 


1/28/2015 
PN 


Release Disposition 


Reportable Release under MGL 21E 


12/23/2014 
PN 


Immediate Response Action 


Oral Approval of Plan or Action 


12/23/2014 
PN 


RNF 


Reportable Release under MGL 21E 


2/4/2015 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MASSACHUSETTS MEDICAL SOCIETY (Continued) 


MAP FINDINGS 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Source: 

Source: 


EDR ID Number 


Database(s) EPA ID Number 


$112550326 
PN 


RNFE 

Transmittal, Notice, or Notification Received 
2/4/2015 

PN 


Response Action Outcome - RAO 
PSNRCD 

2/4/2015 

PN 


3-0032643 / PSNC 
WALTHAM 
12/23/2014 
TWO HR 

Not reported 
PSNC 
02/04/2015 
Not reported 
PN- PN 

Oil 
COMMERCIAL 
TRASH COMP 
LINE 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


HYDRAULIC FLUID 
20 gallons 
HYDRAULIC OIL 
15 gallons 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
1/16/2015 

PN 


BOL 
SHPTMP 
1/28/2015 
PN 


BOL 

Transmittal, Notice, or Notification Received 
1/28/2015 

PN 


Release Disposition 

Reportable Release under MGL 21E 
12/23/2014 

PN 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


MASSACHUSETTS MEDICAL SOCIETY (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil / Haz Material Type: 


Immediate Response Action 


Oral Approval of Plan or Action 


12/23/2014 
PN 


RNF 


Reportable Release under MGL 21E 


2/4/2015 
PN 


RNFE 


Transmittal, Notice, or Notification Received 


2/4/2015 
PN 


Response Action Outcome - RAO 


PSNRCD 
2/4/2015 
PN 


3-0032643 / PSNC 
Not reported 
WALTHAM 
12/23/2014 

TWO HR 
02/04/2015 

Not reported 

PN - PN 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


EDR ID Number 


Database(s) EPA ID Number 


$112550326 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


1/16/2015 
PN 


BOL 
SHPTMP 
1/28/2015 
PN 


BOL 


Transmittal, Notice, or Notification Received 


1/28/2015 
PN 


Release Disposition 


Reportable Release under MGL 21E 


12/23/2014 
PN 


Immediate Response Action 
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Map ID | 


МАР FINDINGS 
Direction 
Distance 
Elevation Site Database(s) 
MASSACHUSETTS MEDICAL SOCIETY (Continued) 
Action Status: Oral Approval of Plan or Action 
Action Date: 12/23/2014 
Response Action Outcome: PN 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 2/4/2015 
Response Action Outcome: PN 
Action Type: RNFE 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 2/4/2015 
Response Action Outcome: PN 
Action Type: Response Action Outcome - RAO 
Action Status: PSNRCD 
Action Date: 2/4/2015 
Response Action Outcome: PN 
Chemicals: 
Chemical: HYDRAULIC FLUID 
Quantity: 20 gallons 
Chemical: HYDRAULIC OIL 
Quantity: 15 gallons 
Location Type: COMMERCIAL 
Source: TRASH COMP 
Source: LINE 
HW GEN: 
EPA Id: MAC300010733 
RCRA Generator Status: SQG 
State Generator Status: VQG-MA 
72 OFF RTE 60 MA LUST 
NE 54 SHAWMUT ST MA RELEASE 
1/4-1/2 WALTHAM, MA 02154 
0.415 mi. 
2190 ft. 
Relative: LUST: 
Higher " 
Facility: 
Actual: Release Tracking Number/Current Status: 3-0011729 / RAO 
2095. Status Date: 04/19/1995 
Source Type: UST 
Release Town: WALTHAM 
Notification Date: 10/13/1994 
Category: 72 HR 
Associated ID: Not reported 
Phase: Not reported 


Response Action Outcome: 
Oil Or Haz Material: 


Location Type: 
Source: 


EDR ID Number 
EPA ID Number 


$112550326 


5102086121 
N/A 


A2 - A permanent solution has been achieved. Contamination has not 


been reduced to background. 
Oil 


RESIDNTIAL 
UST 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


OFF RTE 60 (Continued) 5102086121 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: #2 FUEL OIL 
Quantity: 55 parts per million 
Chemical: #2 FUEL OIL 
Quantity: 50 parts per million 

Actions: 
Action Type: Immediate Response Action 
Action Status: Written Plan Received 
Action Date: 1/11/1995 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


RNF 
Reportable Release under MGL 21E 
1/11/1995 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Written Approval of Plan 
1/18/1995 


A permanent solution has been achieved. 


reduced to background. 


Release Disposition 
Reportable Release under MGL 21E 
10/13/1994 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Oral Approval of Plan or Action 
10/13/1994 


A permanent solution has been achieved. 


reduced to background. 


RLFA 
FOLOFF 
10/13/1994 


A permanent solution has been achieved. 


reduced to background. 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


10/25/1994 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Completion Statement Received 
4/19/1995 


A permanent solution has been achieved. 


Contamination has not been 


Contamination has not been 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


OFF RTE 60 (Continued) 5102086121 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

4/19/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

4/24/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


An activity type that is related to an Audit 

NAFNVD 

7/24/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0011729 / RAO 

Not reported 

WALTHAM 

10/13/1994 

72 HR 

04/19/1995 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 

Written Plan Received 

1/11/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

1/11/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Written Approval of Plan 

1/18/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 
Reportable Release under MGL 21E 
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Map ID 
Direction 
Distance 


Elevation 


Site 


OFF RTE 60 (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
5102086121 
10/13/1994 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

10/13/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLOFF 

10/13/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
10/25/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Completion Statement Received 

4/19/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

4/19/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

4/24/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


An activity type that is related to an Audit 

NAFNVD 

7/24/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


#2 FUEL OIL 

55 parts per million 
#2 FUEL OIL 

50 parts per million 
RESIDNTIAL 

UST 
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Map ID 
Direction 
Distance 


Elevation 


73 
WSW 
1/4-1/2 


0.468 mi. 


2473 ft. 


Relative: 


Lower 


Actual: 
53 ft. 


Site 


MAP FINDINGS 


RESIDENCE 
73 ELLISON PARK 
WALTHAM, MA 02452 


SHWS: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 


EDR ID Number 
Database(s) EPA ID Number 


MA SHWS 5106953926 
MA RELEASE N/A 
MA ASBESTOS 


3-0021082 / RAO 
WALTHAM 

09/14/2001 

TWO HR 

Not reported 

Response Action Outcome 
07/12/2007 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 

RESIDNTIAL 

PIPE 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


FUEL OIL #2 
290 gallons 
FUEL OIL #2 
300 gallons 


Immediate Response Action 

Status or Interim Report Received 

1/22/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 

1/28/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 3 

Notice of Delay in Meeting RA Deadline Received 

1/28/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of a Modified Plan 

10/23/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
10/4/2001 

A permanent solution has been achieved. Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


5106953926 


RESIDENCE (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 


reduced to background. 


RLFA 

FOLOFF 

10/4/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 4 

Written Plan Received 

10/5/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 3 

Revised Statement or Transmittal Received 

10/5/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Status or Interim Report Received 

11/12/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

11/12/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

11/13/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Status or Interim Report Received 

11/15/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Written Plan Received 

11/20/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/10/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


Database(s) 


EDR ID Number 
EPA ID Number 


5106953926 


RESIDENCE (Continued) 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Reportable Release under MGL 21E 
12/14/2001 


A permanent solution has been achieved. 


reduced to background. 


Phase 2 
Scope of Work Received 
12/28/2004 


A permanent solution has been achieved. 


reduced to background. 


RLFA 
FOLOFF 
12/29/2003 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Written Approval of Plan 
12/7/2001 


A permanent solution has been achieved. 


reduced to background. 


Phase 2 
Status or Interim Report Received 
2/14/2005 


A permanent solution has been achieved. 


reduced to background. 


Phase 3 
Completion Statement Received 
2/14/2005 


A permanent solution has been achieved. 


reduced to background. 


Release Abatement Measure 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Modified Revised or Updated Plan Received 


2/15/2006 


A permanent solution has been achieved. 


reduced to background. 


Release Abatement Measure 
Status or Interim Report Received 
2/15/2006 


A permanent solution has been achieved. 


reduced to background. 


Release Abatement Measure 
Completion Statement Received 
2/20/2007 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
2/3/2003 


A permanent solution has been achieved. 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


RESIDENCE (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 


reduced to background. 


Release Abatement Measure 


Database(s) 


EDR ID Number 
EPA ID Number 


5106953926 


Modified Revised or Updated Plan Received 


3/19/2004 


A permanent solution has been achieved. 


reduced to background. 


RLFA 
FOLOFF 
4/8/2004 


A permanent solution has been achieved. 


reduced to background. 


Release Abatement Measure 
Status or Interim Report Received 
5/21/2004 


A permanent solution has been achieved. 


reduced to background. 


Phase 4 
RMRFIN 
6/22/2007 


A permanent solution has been achieved. 


reduced to background. 


Phase 4 
Completion Statement Received 
6/22/2007 


A permanent solution has been achieved. 


reduced to background. 


Phase 4 
Status or Interim Report Received 
6/22/2007 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 
RAO Statement Received 
7/12/2007 


A permanent solution has been achieved. 


reduced to background. 


Release Abatement Measure 
Status or Interim Report Received 
7/13/2005 


A permanent solution has been achieved. 


reduced to background. 


Release Disposition 
Reportable Release under MGL 21E 
7/19/2005 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


RESIDENCE (Continued) 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


5106953926 


Status or Interim Report Received 

7/26/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Completion Statement Received 

7/8/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Written Plan Received 

7/8/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

9/14/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

9/14/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FLDD1U 

9/20/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 

9/20/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 3 

Notice of Delay in Meeting RA Deadline Received 

9/20/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Transmittal, Notice, or Notification Received 

9/23/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Tier 2 Classification 

9/23/2002 

A permanent solution has been achieved. Contamination has not been 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
RESIDENCE (Continued) $106953926 


reduced to background. 


Action Type: Phase 4 
Action Status: Notice of Delay in Meeting RA Deadline Received 
Action Date: 9/28/2005 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Abatement Measure 
Action Status: RMRINI 
Action Date: 9/7/2006 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 9/7/2006 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release: 
Release Tracking Number/Current Status: 3-0021082 / RAO 
Primary ID: Not reported 
Official City: WALTHAM 
Notification: 09/14/2001 
Category: TWO HR 
Status Date: 07/12/2007 
Phase: Not reported 


Response Action Outcome: 


Oil / Haz Material Type: 


A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 1/22/2002 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Phase 2 
Action Status: Notice of Delay in Meeting RA Deadline Received 
Action Date: 1/28/2005 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Phase 3 
Action Status: Notice of Delay in Meeting RA Deadline Received 
Action Date: 1/28/2005 


Response Action Outcome: 


Action Type: 
Action Status: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 
Oral Approval of a Modified Plan 
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Map ID 
Direction 
Distance 


Elevation 


Site 


RESIDENCE (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$106953926 
10/23/2001 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
10/4/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLOFF 

10/4/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 4 

Written Plan Received 

10/5/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 3 

Revised Statement or Transmittal Received 

10/5/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Status or Interim Report Received 

11/12/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

11/12/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

11/13/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Status or Interim Report Received 

11/15/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Written Plan Received 

11/20/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


RESIDENCE (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


EDR ID Number 
Database(s) EPA ID Number 


5106953926 


А Notice sent to а Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/10/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

12/14/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 2 

Scope of Work Received 

12/28/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLOFF 

12/29/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Written Approval of Plan 

12/7/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 2 

Status or Interim Report Received 

2/14/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 3 

Completion Statement Received 

2/14/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

2/15/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Status or Interim Report Received 

2/15/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 


Completion Statement Received 
2/20/2007 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


RESIDENCE (Continued) 5106953926 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 2/3/2003 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Contamination has not been 


Contamination has not been 


Action Type: Release Abatement Measure 
Action Status: Modified Revised or Updated Plan Received 
Action Date: 3/19/2004 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 4/8/2004 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 5/21/2004 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Phase 4 
Action Status: RMRFIN 
Action Date: 6/22/2007 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Phase 4 
Action Status: Completion Statement Received 
Action Date: 6/22/2007 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Phase 4 
Action Status: Status or Interim Report Received 
Action Date: 6/22/2007 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 7/12/2007 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 7/13/2005 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


5106953926 


RESIDENCE (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Release Disposition 
Reportable Release under MGL 21E 
7/19/2005 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
7/26/2002 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Completion Statement Received 
7/8/2003 


A permanent solution has been achieved. 


reduced to background. 


Release Abatement Measure 
Written Plan Received 
7/8/2003 


A permanent solution has been achieved. 


reduced to background. 


Release Disposition 
Reportable Release under MGL 21E 
9/14/2001 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Oral Approval of Plan or Action 
9/14/2001 


A permanent solution has been achieved. 


reduced to background. 


RLFA 
FLDD1U 
9/20/2001 


A permanent solution has been achieved. 


reduced to background. 


Phase 2 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Notice of Delay in Meeting RA Deadline Received 


9/20/2004 


A permanent solution has been achieved. 


reduced to background. 


Phase 3 


Contamination has not been 


Notice of Delay in Meeting RA Deadline Received 


9/20/2004 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 


Contamination has not been 


Transmittal, Notice, or Notification Received 


9/23/2002 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
RESIDENCE (Continued) $106953926 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 


ASBESTOS: 
Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 


Not re 
Not re 
Not re 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Tier 2 Classification 

9/23/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 4 

Notice of Delay in Meeting RA Deadline Received 

9/28/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

RMRINI 

9/7/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Status or Interim Report Received 

9/7/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


FUEL OIL #2 
290 gallons 
FUEL OIL #2 
300 gallons 
RESIDNTIAL 
PIPE 


ported 
ported 
ported 


01/15/2007 
01/15/2007 


Not re 


ported 


12/27/2006 


.00 
80.00 
Spr 
77680 


AS000836 
AM031931 
AA000128 


2006 
10004 


9734 


ANF-001 
Exempt 


61787 
Not re 


26700 
ported 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RESIDENCE (Continued) $106953926 
Worksite: BASEMENT 
Occupied: -1 
Contractor: AC000309 
Contract Type: Off 
Hours: Week days: 8AM-4PM Week end: 
Project Type: Renv 
Abatement Process: Giv 
Location: Indoors 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 


CREATE CONTINUOUS NEGATIVE AIR PRESSURE WITHIN CONTAINMENT SYSTEM 
ADEQUATELY WET IN CONTAINMENT, DOUBLE BAG IN MARKED ASBESTOS BAGS 
RESIDENTIAL 

Not reported 

Not reported 

Not reported 

4 

JOE BERNELL 

73 ELLISON PARK 
WALTHAM 

MA 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

39 

ALLEN YOUNG 
12/27/2006 

ATLANTIC BAY CONTR 
6177824986 


Entered by: Not reported 
74 THOM BUILDING MA SHWS 5105309355 
NE FERNALD CENER 200 TRAPELLO RD MA RELEASE N/A 
1/4-1/2 WALTHAM, MA 02454 
0.480 mi. 
2532 ft. 
Relative: SHWS: 
Higher Release Tracking Number/Current Status: 3-0021380 / RAO 
Actual: Release Town: WALTHAM 
179 ft. Notification Date: 01/07/2002 
Category: TWO HR 
Associated ID: Not reported 
Current Status: Response Action Outcome 
Status Date: 07/16/2002 
Phase: Not reported 


Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 


A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 

Oil 

STATE 

PIPE 
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MAP FINDINGS 


THOM BUILDING (Continued) 


EDR ID Number 
Database(s) ЕРА ID Number 


5105309355 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 


Primary ID: 


FUEL OIL #2 
10 gallons 
FUEL OIL #2 
19 gallons 


Release Disposition 

Reportable Release under MGL 21E 

1/7/2002 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

1/7/2002 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

2/28/2002 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
2/7/2002 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Written Plan Received 

4/12/2002 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

7/16/2002 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Completion Statement Received 

7/16/2002 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


3-0021380 / RAO 
Not reported 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
THOM BUILDING (Continued) $105309355 
Official City: WALTHAM 
Notification: 01/07/2002 
Category: TWO HR 
Status Date: 07/16/2002 
Phase: Not reported 


Response Action Outcome: 


Oil / Haz Material Type: 


A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Chemicals: 
Chemical: 


Release Disposition 

Reportable Release under MGL 21E 

1/7/2002 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

1/7/2002 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

2/28/2002 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
2/7/2002 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Written Plan Received 

4/12/2002 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

7/16/2002 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Completion Statement Received 

7/16/2002 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


FUEL OIL #2 
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Map ID 
Direction 
Distance 


Elevation 


75 
SSE 
1/4-1/2 


0.480 mi. 


2534 ft. 


Relative: 


Higher 


Actual: 
69 ft. 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Location Type: 
Source: 


| МАР FINDINGS 
EDR ID Number 
Database(s) ЕРА ID Number 
THOM BUILDING (Continued) $105309355 
Quantity: 10 gallons 
Chemical: FUEL OIL #2 
Quantity: 19 gallons 
Location Type: STATE 
Source: PIPE 
INTERSECTION MA SHWS 5105914127 
WARREN ST AND CHAFFEE ST MA RELEASE N/A 
WALTHAM, MA 
SHWS: 


3-0022872 / RAO 

WALTHAM 

05/20/2003 

TWO HR 

Not reported 

Response Action Outcome 

05/27/2003 

Not reported 

A1 - Apermanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
Not reported 

ROADWAY 

COMMERCIAL 

TRANSFORM 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


MODF 
28 gallons 
MODF 
36 gallons 


Immediate Response Action 

Oral Approval of Plan or Action 

5/20/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

5/20/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

5/27/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 
RAO Statement Received 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
INTERSECTION (Continued) $105914127 
Action Date: 5/27/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 9/5/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release: 
Release Tracking Number/Current Status: 3-0022872 / RAO 
Primary ID: Not reported 
Official City: WALTHAM 
Notification: 05/20/2003 
Category: TWO HR 
Status Date: 05/27/2003 
Phase: Not reported 


Response Action Outcome: 


Oil / Haz Material Type: 


A1 - Å permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
Not reported 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Immediate Response Action 
Action Status: Oral Approval of Plan or Action 
Action Date: 5/20/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 5/20/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 5/27/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 5/27/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 9/5/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
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Map ID 
Direction 
Distance 


Elevation 


76 
NNE 
1/4-1/2 


0.491 mi. 


2594 ft. 


Relative: 
Higher 


Actual: 
194 ft. 


Site 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
INTERSECTION (Continued) $105914127 
Chemicals: 
Chemical: MODF 
Quantity: 28 gallons 
Chemical: MODF 
Quantity: 36 gallons 
Location Type: ROADWAY 
Location Type: COMMERCIAL 
Source: TRANSFORM 


WALTHAM PUBLIC SCHOOLS 
258 TRAPELO RD 
WALTHAM, MA 02452 


SHWS: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 


Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 

Source: 


MA SHWS 5110303686 
MA LUST N/A 
MA RELEASE 
MA ENF 
MA HW GEN 


3-0029265 / RAO 
WALTHAM 

05/11/2010 

72 HR 

Not reported 

Response Action Outcome 
08/10/2010 

Not reported 

B1- Remedial actions have not been conducted because a level of No 
Significant Risk exists. 

Oil 

MUNICIPAL 

UST 

PIPE 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


#2 FUEL OIL 
0.05 gallons per hour 


Immediate Response Action 

Oral Approval of Plan or Action 

5/11/2010 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Release Disposition 

Reportable Release under MGL 21E 

5/11/2010 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
6/1/2010 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


TC5505005.2s Page 434 


Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 
WALTHAM PUBLIC SCHOOLS (Continued) $110303686 
Action Type: Compliance and Enforcement Action 


Action Status: 
Action Date: 
Response Action Outcome: 


Interim Deadline Letter Issued 

6/22/2010 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 6/22/2010 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 6/4/2010 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Immediate Response Action 
Action Status: Oral Approval of a Modified Plan 
Action Date: 6/4/2010 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 8/10/2010 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: RNFE 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 8/10/2010 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 8/10/2010 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Immediate Response Action 
Action Status: Written Plan Received 
Action Date: 8/10/2010 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Response Action Outcome - RAO 
Action Status: Level | - Technical Screen Audit 
Action Date: 9/13/2010 


Response Action Outcome: 


LUST: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


WALTHAM PUBLIC SCHOOLS (Continued) 


Facility: 
Release Tracking Number/Current Status: 


Status Date: 

Source Type: 

Release Town: 

Notification Date: 
Category: 

Associated ID: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 


Source: 
Source: 


3-0029265 / RAO 
08/10/2010 

UST 

WALTHAM 
05/11/2010 

72HR 

Not reported 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


$110303686 


B1 - Remedial actions have not been conducted because a level of No 


Significant Risk exists. 
Oil 


MUNICIPAL 
UST 
PIPE 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


#2 FUEL OIL 
0.05 gallons per hour 


Immediate Response Action 


Oral Approval of Plan or Action 


5/11/2010 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


Release Disposition 


Reportable Release under MGL 21E 


5/11/2010 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


6/1/2010 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 


6/22/2010 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


Release Disposition 


Reportable Release under MGL 21E 


6/22/2010 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


RLFA 
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Map ID 
Direction 
Distance 


Elevation 


Site 


WALTHAM PUBLIC SCHOOLS (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$110303686 
FOLOFF 
6/4/2010 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Immediate Response Action 

Oral Approval of a Modified Plan 

6/4/2010 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

RAO Statement Received 

8/10/2010 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


RNFE 

Transmittal, Notice, or Notification Received 

8/10/2010 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


RNF 

Reportable Release under MGL 21E 

8/10/2010 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Immediate Response Action 

Written Plan Received 

8/10/2010 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

Level | - Technical Screen Audit 

9/13/2010 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


3-0029265 / RAO 

Not reported 

WALTHAM 

05/11/2010 

72 HR 

08/10/2010 

Not reported 

B1 - Remedial actions have not been conducted because a level of No 
Significant Risk exists. 

Oil 


Click here to access the MA DEP site for this facility: 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
WALTHAM PUBLIC SCHOOLS (Continued) $110303686 
Actions: 
Action Type: Immediate Response Action 


Action Status: 
Action Date: 
Response Action Outcome: 


Oral Approval of Plan or Action 

5/11/2010 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 5/11/2010 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 6/1/2010 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Compliance and Enforcement Action 
Action Status: Interim Deadline Letter Issued 
Action Date: 6/22/2010 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 6/22/2010 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 6/4/2010 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Immediate Response Action 
Action Status: Oral Approval of a Modified Plan 
Action Date: 6/4/2010 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 8/10/2010 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: RNFE 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 8/10/2010 


Response Action Outcome: 


Action Type: 
Action Status: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


RNF 
Reportable Release under MGL 21E 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Location Type: 
Source: 
Source: 


ENFORCEMENT: 


Region: 

DEP Region: 
DEP Program: 
DEP Bureau: 
Program: 
Program Id: 


High Or Low Level Enforcement: 


FMF #: 
Comptroller Billing Name: 


Town Where Violation Occurred: 


Date Executed: 

ЕМЕ #: 

Document Type: 

AG Ref (Y/N): 

Doc Archived (Y/N): 
EJ Community (Y/N): 
Regional Comment: 
Final Payment Due Date: 
ACOP $: 

PAN $: 

EMS (Y/N): 

EMSS: 

SEP (Y/N): 

SEP $: 

Demand $: 
Suspended $: 
Ownership: 


HW GEN: 


EPA Id: 
RCRA Generator Status: 
State Generator Status: 


WALTHAM PUBLIC SCHOOLS (Continued) 


NERO 
NERO 
3E 

BWSC 


EDR ID Number 
EPA ID Number 


Database(s) 


5110303686 


8/10/2010 
Remedial actions have not been conducted because а level of No 
Significant Risk exists. 


Immediate Response Action 

Written Plan Received 

8/10/2010 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

9/13/2010 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


#2 FUEL OIL 

0.05 gallons per hour 
MUNICIPAL 

UST 

PIPE 


Not reported 
3-0029265 


LLE 


Not reported 
Not reported 


Not reported 


06/22/2010 
Not reported 


IDL 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Municipally Owned 


MV7813145694 


VSQG 
Not reported 
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Map ID 
Direction 
Distance 


Elevation 


M77 
SSE 
1/2-1 


0.510 mi. 


2692 ft. 
Relative: 
Higher 


Actual: 
62 ft. 


MAP FINDINGS 


SHELL #72 
65 MAIN ST 
WALTHAM, MA 02453 


Site 1 of 3 in cluster M 


SHWS: 
Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Source: 

Source: 

Source: 


EDR ID Number 


Database(s) EPA ID Number 


MA SHWS  U001006603 
MA LUST N/A 


MA UST 


MA RELEASE 


3-0027973 / TMPS 
WALTHAM 
09/10/2008 

120 DY 

3-0027973 

TMPS 

09/08/2014 

PHASE V 

TF- TF 

Oil and Hazardous Material 
TANK 

UST 

TANKDISP 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


TETRACHLOROETHYLENE 

325 micrograms per liter 

C5 THRU C8 ALIPHATIC HYDROCARBONS 
12900 micrograms per liter 
2-METHYLNAPHTHALENE 

3670 milligrams per kilogram 

C9 THRU C10 AROMATIC HYDROCARBONS 
653 milligrams per kilogram 


Release Abatement Measure 
Written Plan Received 
1/13/2016 

TF 


Release Abatement Measure 
Level | - Technical Screen Audit 
1/15/2016 

TF 


RLFA 
FOLOFF 
10/2/2008 
TF 


MA ENF 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


10/2/2008 
TF 


Release Abatement Measure 
Completion Statement Received 
3/16/2016 

TF 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SHELL #72 (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Database(s) 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
3/22/2017 

TF 


Response Action Outcome - RAO 
RMRINT 

3/22/2017 

TF 


Response Action Outcome - RAO 
RMRINT 

3/8/2016 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
3/8/2016 

TF 


Response Action Outcome - RAO 
RMRINT 

3/9/2015 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
3/9/2015 

TF 


Response Action Outcome - RAO 
RMRINT 

4/2/2018 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/2/2018 

TF 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
5/21/2012 

TF 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

7/10/2009 

TF 


Release Disposition 

Reportable Release under MGL 21E 
9/10/2008 

TF 


RNF 
Reportable Release under MGL 21E 


EDR ID Number 


EPA ID Number 


U001006603 


TC5505005.2s Page 441 


Map ID 
Direction 
Distance 


Elevation 


Site 


| МАР FINDINGS 
Database(s) 
SHELL 472 (Continued) 
Action Date: 9/10/2008 
Response Action Outcome: TF 
Action Type: Phase 3 
Action Status: Notice of Delay in Meeting RA Deadline Received 
Action Date: 9/12/2011 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


TF 


BOL 

Transmittal, Notice, or Notification Received 
9/12/2011 

TF 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 
9/12/2011 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
9/14/2017 

TF 


Tier Classification 
Legal Notice Published 
9/16/2009 

TF 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
9/16/2014 

TF 


Phase 5 
RMRINT 
9/19/2016 
TF 


Phase 5 

Remedy Operation Status Report Received 
9/19/2016 

TF 


Phase 4 

Written Plan Received 
9/7/2012 

TF 


Phase 3 

Completion Statement Received 
9/7/2012 

TF 


Phase 2 

Completion Statement Received 
9/7/2012 

TF 


EDR ID Number 


EPA ID Number 


U001006603 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SHELL #72 (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Source: 


Response Action Outcome - RAO 
TSFRCD 

9/8/2014 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
9/8/2015 

TF 


Tier Classification 
Tier 2 Classification 
9/9/2009 

TF 


Tier Classification 

Transmittal, Notice, or Notification Received 
9/9/2009 

TF 


Phase 2 

Scope of Work Received 
9/9/2009 

TF 


Phase 1 

Completion Statement Received 
9/9/2009 

TF 


3-0028724 / DPS 

WALTHAM 

09/04/2009 

120 DY 

Not reported 

Downgradient Property Status 
09/14/2009 

Not reported 

Hazardous Material 

UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


TETRACHLOROETHANE 
379 micrograms per liter 
VINYL CHLORIDE 

5.1 micrograms per liter 


Downgradient Property Status 
Level I - Technical Screen Audit 
3/24/2010 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


U001006603 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SHELL #72 (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 

Source: 


An activity type that is related to an Audit 
NAFNVD 

4/14/2010 

Not reported 


Downgradient Property Status 
Level Ill - Comprehensive Audit 
4/14/2010 

Not reported 


Downgradient Property Status 
Fee Received - FMCRA Use Only 
9/11/2009 

Not reported 


Downgradient Property Status 

Transmittal, Notice, or Notification Received 
9/14/2009 

Not reported 


RNF 

Reportable Release under MGL 21E 
9/4/2009 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
9/4/2009 

Not reported 


3-0030176 / RAO 
WALTHAM 

07/26/2011 

72 HR 

Not reported 

Response Action Outcome 
07/27/2012 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


U001006603 


A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 


Oil 
COMMERCIAL 
UST 

LINE 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


GASOLINE 
0.06 gallons per hour 


Immediate Response Action 
Level | - Technical Screen Audit 
1/10/2012 


TC5505005.2s Page 444 


Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
SHELL 472 (Continued) U001006603 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Completion Statement Received 

11/22/2011 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

5/2/2012 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

7/26/2011 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

IRA Assessment Only 

7/26/2011 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

7/26/2012 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

7/27/2012 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

7/31/2012 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Compliance and Enforcement Action 

Interim Deadline Letter Issued 

8/11/2011 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
8/11/2011 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
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Map ID 
Direction 
Distance 


Elevation 


| МАР FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
SHELL 472 (Continued) U001006603 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 9/29/2011 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Source: 

Source: 

Source: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNFE 

Transmittal, Notice, or Notification Received 

9/29/2011 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Written Plan Received 

9/29/2011 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Level I - Technical Screen Audit 

9/30/2011 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


3-0027973 / TMPS 
WALTHAM 
09/10/2008 

120 DY 

3-0027973 

TMPS 

09/08/2014 

PHASE V 

TF- TF 

Oil and Hazardous Material 
TANK 

UST 

TANKDISP 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


TETRACHLOROETHYLENE 

325 micrograms per liter 

C5 THRU C8 ALIPHATIC HYDROCARBONS 
12900 micrograms per liter 
2-METHYLNAPHTHALENE 

3670 milligrams per kilogram 

C9 THRU C10 AROMATIC HYDROCARBONS 
653 milligrams per kilogram 


Release Abatement Measure 
Written Plan Received 
1/13/2016 

TF 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SHELL #72 (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Release Abatement Measure 
Level | - Technical Screen Audit 
1/15/2016 

TF 


RLFA 
FOLOFF 
10/2/2008 
TF 


EDR ID Number 


Database(s) EPA ID Number 


U001006603 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


10/2/2008 
TF 


Release Abatement Measure 
Completion Statement Received 
3/16/2016 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
3/22/2017 

TF 


Response Action Outcome - RAO 
RMRINT 

3/22/2017 

TF 


Response Action Outcome - RAO 
RMRINT 

3/8/2016 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
3/8/2016 

TF 


Response Action Outcome - RAO 
RMRINT 

3/9/2015 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
3/9/2015 

TF 


Response Action Outcome - RAO 
RMRINT 

4/2/2018 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SHELL #72 (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Database(s) 


4/2/2018 
TF 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
5/21/2012 

TF 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

7/10/2009 

TF 


Release Disposition 

Reportable Release under MGL 21E 
9/10/2008 

TF 


RNF 

Reportable Release under MGL 21E 
9/10/2008 

TF 


Phase 3 

Notice of Delay in Meeting RA Deadline Received 
9/12/2011 

TF 


BOL 

Transmittal, Notice, or Notification Received 
9/12/2011 

TF 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 
9/12/2011 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
9/14/2017 

TF 


Tier Classification 
Legal Notice Published 
9/16/2009 

TF 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
9/16/2014 

TF 


Phase 5 
RMRINT 
9/19/2016 
TF 


EDR ID Number 


EPA ID Number 


U001006603 


TC5505005.2s Page 448 


Map ID 
Direction 
Distance 


Elevation 


Site 


| МАР FINDINGS 
SHELL #72 (Continued) 
Action Type: Phase 5 
Action Status: Remedy Operation Status Report Received 
Action Date: 9/19/2016 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 


TF 


Phase 4 

Written Plan Received 
9/7/2012 

TF 


Phase 3 

Completion Statement Received 
9/7/2012 

TF 


Phase 2 

Completion Statement Received 
9/7/2012 

TF 


Response Action Outcome - RAO 
TSFRCD 

9/8/2014 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
9/8/2015 

TF 


Tier Classification 
Tier 2 Classification 
9/9/2009 

TF 


Tier Classification 

Transmittal, Notice, or Notification Received 
9/9/2009 

TF 


Phase 2 

Scope of Work Received 
9/9/2009 

TF 


Phase 1 

Completion Statement Received 
9/9/2009 

TF 


3-0030040 / RAONR 

WALTHAM 

06/02/2011 

72 HR 

Not reported 

Response Action Outcome Not Required 


EDR ID Number 


Database(s) EPA ID Number 


U001006603 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SHELL #72 (Continued) 


Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 

Source: 


09/16/2014 

Not reported 
Oil 
COMMERCIAL 
UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


GASOLINE 
0.72 inches 


Immediate Response Action 


Status or Interim Report Received 


10/28/2013 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


11/13/2012 
Not reported 


Immediate Response Action 


Level | - Technical Screen Audit 


11/15/2012 
Not reported 


Immediate Response Action 


Level | - Technical Screen Audit 


11/20/2012 
Not reported 


Immediate Response Action 


Level | - Technical Screen Audit 


2/1/2016 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


3/29/2012 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


4/30/2014 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


U001006603 


A Notice sent to a Potentially Responsible Party (PRP) 


ALSENT 
4/9/2012 
Not reported 


Tier Classification 


RTN Linked to TCLASS Via IRA Completion Statement 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SHELL #72 (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


5/21/2012 
Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
5/21/2012 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
5/21/2012 

Not reported 


Immediate Response Action 
Completion Statement Received 
5/21/2012 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
5/3/2013 

Not reported 


Immediate Response Action 
Level I - Technical Screen Audit 
5/6/2013 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
6/2/2011 

Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
6/2/2012 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


U001006603 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


6/24/2011 
Not reported 


Immediate Response Action 
Oral Approval of a Modified Plan 
6/29/2011 

Not reported 


RLFA 
FOLOFF 
6/29/2011 
Not reported 


Immediate Response Action 
Oral Approval of a Modified Plan 
6/29/2012 

Not reported 
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Map ID 
Direction 
Distance 


Elevation 


Site 


| МАР FINDINGS 
SHELL #72 (Continued) 
Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 7/16/2012 
Response Action Outcome: Not reported 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 
Oral Approval of Plan or Action 
7/16/2012 

Not reported 


RNFE 

Transmittal, Notice, or Notification Received 
8/1/2011 

Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
8/1/2011 

Not reported 


RNF 

Reportable Release under MGL 21E 
8/1/2011 

Not reported 


Immediate Response Action 
Level I - Technical Screen Audit 
9/10/2012 

Not reported 


Tier Classification 
Legal Notice Published 
9/16/2009 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
9/16/2014 

Not reported 


Immediate Response Action 
Completion Statement Received 
9/16/2014 

Not reported 


Tier Classification 


EDR ID Number 


Database(s) EPA ID Number 


U001006603 


RTN Linked to TCLASS Via IRA Completion Statement 


9/16/2014 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/30/2011 

Not reported 


Immediate Response Action 
Written Plan Received 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
SHELL 472 (Continued) U001006603 

Action Date: 9/7/2012 

Response Action Outcome: Not reported 

Action Type: Tier Classification 

Action Status: Tier 2 Classification 

Action Date: 9/9/2009 

Response Action Outcome: Not reported 

Action Type: Tier Classification 

Action Status: Transmittal, Notice, or Notification Received 

Action Date: 9/9/2009 

Response Action Outcome: Not reported 

LUST: 
Facility: 

Release Tracking Number/Current Status: 3-0027973 / TMPS 

Status Date: 09/08/2014 

Source Type: UST 

Release Town: WALTHAM 

Notification Date: 09/10/2008 

Category: 120 DY 

Associated ID: 3-0027973 

Phase: PHASE V 

Response Action Outcome: TF- TF 

Oil Or Haz Material: Oil and Hazardous Material 

Source: TANK 

Source: UST 

Source: TANKDISP 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: TETRACHLOROETHYLENE 
Quantity: 325 micrograms per liter 
Chemical: C5 THRU C8 ALIPHATIC HYDROCARBONS 
Quantity: 12900 micrograms per liter 
Chemical: 2-METHYLNAPHTHALENE 
Quantity: 3670 milligrams per kilogram 
Chemical: C9 THRU C10 AROMATIC HYDROCARBONS 
Quantity: 653 milligrams per kilogram 
Actions: 
Action Type: Release Abatement Measure 
Action Status: Written Plan Received 
Action Date: 1/13/2016 
Response Action Outcome: TF 
Action Type: Release Abatement Measure 
Action Status: Level I - Technical Screen Audit 
Action Date: 1/15/2016 
Response Action Outcome: TF 
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Map ID 
Direction 
Distance 


Elevation 


Site 


| МАР FINDINGS 
Database(s) 
SHELL 472 (Continued) 
Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 10/2/2008 
Response Action Outcome: TF 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


A Notice sent to a Potentially Responsible Party (PRP) 


A MassDEP piece of correspondence was issued (approvals, 


10/2/2008 
TF 


Release Abatement Measure 
Completion Statement Received 
3/16/2016 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
3/22/2017 

TF 


Response Action Outcome - RAO 
RMRINT 

3/22/2017 

TF 


Response Action Outcome - RAO 
RMRINT 

3/8/2016 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
3/8/2016 

TF 


Response Action Outcome - RAO 
RMRINT 

3/9/2015 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
3/9/2015 

TF 


Response Action Outcome - RAO 
RMRINT 

4/2/2018 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/2/2018 

TF 


Tier Classification 
RTN Linked to TCLASS Via IRA Completion Statement 


EDR ID Number 
EPA ID Number 


U001006603 


NORs, etc. 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SHELL #72 (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Database(s) 


5/21/2012 
TF 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

7/10/2009 

TF 


Release Disposition 

Reportable Release under MGL 21E 
9/10/2008 

TF 


RNF 

Reportable Release under MGL 21E 
9/10/2008 

TF 


Phase 3 

Notice of Delay in Meeting RA Deadline Received 
9/12/2011 

TF 


BOL 

Transmittal, Notice, or Notification Received 
9/12/2011 

TF 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 
9/12/2011 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
9/14/2017 

TF 


Tier Classification 
Legal Notice Published 
9/16/2009 

TF 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
9/16/2014 

TF 


Phase 5 
RMRINT 
9/19/2016 
TF 


Phase 5 

Remedy Operation Status Report Received 
9/19/2016 

TF 


EDR ID Number 


EPA ID Number 


U001006603 
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Map ID 
Direction 
Distance 


Elevation 


Site 


| МАР FINDINGS 
SHELL #72 (Continued) 
Action Type: Phase 4 
Action Status: Written Plan Received 
Action Date: 9/7/2012 
Response Action Outcome: TF 
Action Type: Phase 3 
Action Status: Completion Statement Received 
Action Date: 9/7/2012 
Response Action Outcome: TF 
Action Type: Phase 2 
Action Status: Completion Statement Received 
Action Date: 9/7/2012 
Response Action Outcome: TF 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Facility: 


Release Tracking Number/Current Status: 


Status Date: 

Source Type: 

Release Town: 

Notification Date: 
Category: 

Associated ID: 

Phase: 

Response Action Outcome: 


Response Action Outcome - RAO 
TSFRCD 

9/8/2014 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
9/8/2015 

TF 


Tier Classification 
Tier 2 Classification 
9/9/2009 

TF 


Tier Classification 

Transmittal, Notice, or Notification Received 
9/9/2009 

TF 


Phase 2 

Scope of Work Received 
9/9/2009 

TF 


Phase 1 

Completion Statement Received 
9/9/2009 

TF 


3-0030176 / RAO 
07/27/2012 

UST 

WALTHAM 
07/26/2011 

72 HR 

Not reported 

Not reported 


Database(s) 


EDR ID Number 
EPA ID Number 


U001006603 


A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
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Map ID 
Direction 
Distance 


Elevation 


Site 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
SHELL #72 (Continued) U001006603 
Oil Or Haz Material: Oil 
Location Type: COMMERCIAL 
Source: UST 
Source: LINE 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


GASOLINE 
0.06 gallons per hour 


Immediate Response Action 

Level I - Technical Screen Audit 

1/10/2012 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Completion Statement Received 

11/22/2011 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

5/2/2012 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

7/26/2011 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

IRA Assessment Only 

7/26/2011 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

7/26/2012 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

7/27/2012 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
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Map ID 
Direction 
Distance 


Elevation 


Site 


SHELL 472 (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


UST: 


Facility: 


Facility ID: 
Owner Id: 
Owner: 

Owner Address: 


Owner City, St,Zip: 


Telephone: 
Description: 


Facility address 2: 


Owner address 2: 
Latitude: 
Longitude: 


| MAP FINDINGS 


Database(s) 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

7/31/2012 

to background or a threat of release has been eliminated. 
Compliance and Enforcement Action 

Interim Deadline Letter Issued 

8/11/2011 


to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 


EDR ID Number 


EPA ID Number 


U001006603 


A permanent solution has been achieved. Contamination has been reduced 


A permanent solution has been achieved. Contamination has been reduced 


A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


8/11/2011 
to background or a threat of release has been eliminated. 


RNF 
Reportable Release under MGL 21E 
9/29/2011 


to background or a threat of release has been eliminated. 


RNFE 
Transmittal, Notice, or Notification Received 
9/29/2011 


to background or a threat of release has been eliminated. 


Immediate Response Action 
Written Plan Received 
9/29/2011 


to background or a threat of release has been eliminated. 


Immediate Response Action 
Level | - Technical Screen Audit 
9/30/2011 


to background or a threat of release has been eliminated. 


11215 

10117 

COLBEA ENTERPRISES LLC 
2050 PLAINFIELD PIKE 
CRANSTON, RI 02921 
7818913700 

Retail Motor Vehicle Fuel 
Not reported 

Not reported 

42.37507 

-71.21071 


A permanent solution has been achieved. Contamination has been reduced 


A permanent solution has been achieved. Contamination has been reduced 


A permanent solution has been achieved. Contamination has been reduced 


A permanent solution has been achieved. Contamination has been reduced 


A permanent solution has been achieved. Contamination has been reduced 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
SHELL 472 (Continued) U001006603 


Contact name: 
Contact address1: 


Eric Simpson 
2050 Plainfield Pike 


Contact address2: Not reported 

Contact city: Cranston 

Contact state: RI 

Contact zip: 02921 

Contact email: esimpson@eastsideenterprise.com 
Update: 2018-02-20 00:00:00 

Update by: Thomas Breckel 

Fac status: OPEN 

Facility ID: 11215 

Owner Id: 10117 

Owner: COLBEA ENTERPRISES LLC 
Owner Address: 2050 PLAINFIELD PIKE 
Owner City,St,Zip: CRANSTON, RI 02921 
Telephone: 7818913700 

Description: Retail Motor Vehicle Fuel 
Facility address 2: Not reported 

Owner address 2: Not reported 

Latitude: 42.37507 

Longitude: -71.21071 


Contact name: 
Contact address1: 


Eric Simpson 
2050 Plainfield Pike 


Contact address2: Not reported 

Contact city: Cranston 

Contact state: RI 

Contact zip: 02921 

Contact email: esimpson@eastsideenterprise.com 
Update: 2018-02-20 00:00:00 
Update by: Thomas Breckel 

Fac status: OPEN 

Tank ID: 1 

Tank Status: In Use 

Status Date: Not reported 

Date Installed: 12/31/1982 
Capacity: 10000.00000 
Contents: Gasoline 

Tank Usage: Motor Vehi 


Tank Leak Detection: 
Pipe Leak Detection: 
Latitude: 

Longitude: 

Tank construct: 

Pipe construct: 


In-Tank Monitoring System 


Annual Tightness Test of Single-Walled Pressurized Piping Systems 


42.37507 
-71.21071 


Single-walled non-corrodible (including "composite") material (cathodic protection not required) 
Single-walled non-corrodible material (No corrosion protection required) 


Ptype: Pressurized piping system with electronic automatic line leak detection 
Number of compartment: Not reported 

Pipe install date: 12/31/1982 

Pipe leak install date: Not reported 

Submersible sump: Y 


Submersible sump install date: Not reported 


Turbine sump: N 
Turbine sump sensor: М 
Intermediate sump: N 


Intermediate sump sensor: N 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
SHELL 472 (Continued) U001006603 


Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: High level alarm 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

Tank ID: 2 

Tank Status: In Use 

Status Date: Not reported 

Date Installed: 12/31/1982 
Capacity: 10000.00000 
Contents: Gasoline 

Tank Usage: Motor Vehi 


Tank Leak Detection: —In-Tank Monitoring System 
Pipe Leak Detection: | Annual Tightness Test of Single-Walled Pressurized Piping Systems 


Latitude: 42.37507 

Longitude: -71.21071 

Tank construct: Single-walled non-corrodible (including "composite") material (cathodic protection not required) 
Pipe construct: Single-walled non-corrodible material (No corrosion protection required) 
Ptype: Pressurized piping system with electronic automatic line leak detection 
Number of compartment: Not reported 

Pipe install date: 12/31/1982 

Pipe leak install date: Not reported 

Submersible sump: N 

Submersible sump install date: Not reported 

Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 
Spill bucket installed date: Not reported 


Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: High level alarm 
Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 
Leak corrosion type: Not reported 
Tank ID: 3 

Tank Status: In Use 

Status Date: Not reported 
Date Installed: 12/31/1982 
Capacity: 10000.00000 
Contents: Gasoline 

Tank Usage: Motor Vehi 


Tank Leak Detection: —In-Tank Monitoring System 
Pipe Leak Detection: | Annual Tightness Test of Single-Walled Pressurized Piping Systems 


Latitude: 42.37507 

Longitude: -71.21071 

Tank construct: Single-walled non-corrodible (including "composite") material (cathodic protection not required) 
Pipe construct: Single-walled non-corrodible material (No corrosion protection required) 

Ptype: Pressurized piping system with electronic automatic line leak detection 

Number of compartment: Not reported 

Pipe install date: 12/31/1982 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
SHELL 472 (Continued) U001006603 
Pipe leak install date: Not reported 
Submersible sump: Y 
Submersible sump install date: Not reported 
Turbine sump: N 
Turbine sump sensor: М 
Intermediate sump: N 


Intermediate sump sensor: N 
Spill bucket installed date: Not reported 


Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: High level alarm 
Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 
Leak corrosion type: Not reported 
Tank ID: 4 

Tank Status: Tank Removed 
Status Date: 09/20/1996 
Date Installed: 01/01/1986 
Capacity: 550.00000 
Contents: Waste Oil 

Tank Usage: Not reported 


Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 


Latitude: Not reported 
Longitude: Not reported 

Tank construct: Single-walled non-corrodible (including "composite") material (cathodic protection not required) 
Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

Tank ID: 5 

Tank Status: Tank Removed 
Status Date: 09/20/1996 

Date Installed: 01/01/1986 
Capacity: 550.00000 
Contents: Bulk Heati 

Tank Usage: Not reported 


Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


Database(s) 


EDR ID Number 
EPA ID Number 


U001006603 


SHELL 472 (Continued) 


Single-walled non-corrodible (including "composite") material (cathodic protection not required) 


3-0027973 
WALTHAM 
09/10/2008 
120 DY 

09/08/2014 


Latitude: Not reported 

Longitude: Not reported 

Tank construct: 

Pipe construct: Not reported 

Ptype: Not reported 

Number of compartment: Not reported 

Pipe install date: Not reported 

Pipe leak install date: Not reported 

Submersible sump: N 

Submersible sump install date: Not reported 

Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 

Intermediate sump sensor: N 

Spill bucket installed date: Not reported 

Spill bucket sensor: N 

Overfill protect install: | Not reported 

Overfill protect type: Not reported 

Automatic line leak detect: Not reported 

Tank corrosion type: Not reported 

Leak corrosion type: Not reported 
Release: 

Release Tracking Number/Current Status: 3-0027973 / TMPS 

Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 


Response Action Outcome: 
Oil / Haz Material Type: 


PHASE V 
TF- TF 
Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Abatement Measure 
Written Plan Received 
1/13/2016 

TF 


Release Abatement Measure 
Level | - Technical Screen Audit 
1/15/2016 

TF 


RLFA 
FOLOFF 
10/2/2008 
TF 


A Notice sent to a Potentially Responsible Party (PRP) 


A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


10/2/2008 
TF 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SHELL #72 (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Database(s) 


Release Abatement Measure 
Completion Statement Received 
3/16/2016 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
3/22/2017 

TF 


Response Action Outcome - RAO 
RMRINT 

3/22/2017 

TF 


Response Action Outcome - RAO 
RMRINT 

3/8/2016 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
3/8/2016 

TF 


Response Action Outcome - RAO 
RMRINT 

3/9/2015 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
3/9/2015 

TF 


Response Action Outcome - RAO 
RMRINT 

4/2/2018 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/2/2018 

TF 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
5/21/2012 

TF 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

7/10/2009 

TF 


Release Disposition 
Reportable Release under MGL 21E 


EDR ID Number 


EPA ID Number 


U001006603 
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Map ID 
Direction 
Distance 


Elevation 


Site 


| МАР FINDINGS 
Database(s) 
SHELL 472 (Continued) 
Action Date: 9/10/2008 
Response Action Outcome: TF 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 9/10/2008 
Response Action Outcome: TF 
Action Type: Phase 3 
Action Status: Notice of Delay in Meeting RA Deadline Received 
Action Date: 9/12/2011 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


TF 


BOL 

Transmittal, Notice, or Notification Received 
9/12/2011 

TF 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 
9/12/2011 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
9/14/2017 

TF 


Tier Classification 
Legal Notice Published 
9/16/2009 

TF 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
9/16/2014 

TF 


Phase 5 
RMRINT 
9/19/2016 
TF 


Phase 5 

Remedy Operation Status Report Received 
9/19/2016 

TF 


Phase 4 

Written Plan Received 
9/7/2012 

TF 


Phase 3 

Completion Statement Received 
9/7/2012 

TF 


EDR ID Number 


EPA ID Number 


U001006603 
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Map ID 
Direction 
Distance 


Elevation 


Database(s) 


| МАР FINDINGS 
Site 
SHELL 472 (Continued) 
Action Type: Phase 2 
Action Status: Completion Statement Received 
Action Date: 9/7/2012 
Response Action Outcome: TF 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Source: 
Source: 
Source: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 

Oil / Haz Material Type: 


Response Action Outcome - RAO 
TSFRCD 

9/8/2014 

TF 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
9/8/2015 

TF 


Tier Classification 
Tier 2 Classification 
9/9/2009 

TF 


Tier Classification 

Transmittal, Notice, or Notification Received 
9/9/2009 

TF 


Phase 2 

Scope of Work Received 
9/9/2009 

TF 


Phase 1 

Completion Statement Received 
9/9/2009 

TF 


TETRACHLOROETHYLENE 

325 micrograms per liter 

C5 THRU C8 ALIPHATIC HYDROCARBONS 
12900 micrograms per liter 
2-METHYLNAPHTHALENE 

3670 milligrams per kilogram 

C9 THRU C10 AROMATIC HYDROCARBONS 
653 milligrams per kilogram 

TANK 

UST 

TANKDISP 


3-0028724 / DPS 
Not reported 
WALTHAM 
09/04/2009 

120 DY 
09/14/2009 

Not reported 


Hazardous Material 


EDR ID Number 
EPA ID Number 


U001006603 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
SHELL 472 (Continued) U001006603 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Downgradient Property Status 
Action Status: Level I - Technical Screen Audit 
Action Date: 3/24/2010 
Response Action Outcome: Not reported 
Action Type: An activity type that is related to an Audit 
Action Status: NAFNVD 
Action Date: 4/14/2010 
Response Action Outcome: Not reported 
Action Type: Downgradient Property Status 
Action Status: Level Ш - Comprehensive Audit 
Action Date: 4/14/2010 
Response Action Outcome: Not reported 
Action Type: Downgradient Property Status 
Action Status: Fee Received - FMCRA Use Only 
Action Date: 9/11/2009 
Response Action Outcome: Not reported 
Action Type: Downgradient Property Status 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 9/14/2009 
Response Action Outcome: Not reported 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 9/4/2009 
Response Action Outcome: Not reported 
Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 9/4/2009 
Response Action Outcome: Not reported 

Chemicals: 
Chemical: TETRACHLOROETHANE 
Quantity: 379 micrograms per liter 
Chemical: VINYL CHLORIDE 
Quantity: 5.1 micrograms per liter 
Source: UNKNOWN 


Release Tracking Number/Current Status: 3-0030040 / RAONR 


Primary ID: Not reported 
Official City: WALTHAM 
Notification: 06/02/2011 
Category: 72 HR 
Status Date: 09/16/2014 
Phase: Not reported 
Response Action Outcome: - 

Oil / Haz Material Type: Oil 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


SHELL #72 (Continued) 


Database(s) 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Immediate Response Action 
Status or Interim Report Received 
10/28/2013 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
11/13/2012 

Not reported 


Immediate Response Action 
Level I - Technical Screen Audit 
11/15/2012 

Not reported 


Immediate Response Action 
Level I - Technical Screen Audit 
11/20/2012 

Not reported 


Immediate Response Action 
Level I - Technical Screen Audit 
2/1/2016 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
3/29/2012 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
4/30/2014 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

4/9/2012 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
5/21/2012 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
5/21/2012 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
5/21/2012 

Not reported 


EDR ID Number 


EPA ID Number 


U001006603 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SHELL #72 (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 


Completion Statement Received 


5/21/2012 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


5/3/2013 
Not reported 


Immediate Response Action 


Level | - Technical Screen Audit 


5/6/2013 
Not reported 


Release Disposition 


Reportable Release under MGL 21E 


6/2/2011 
Not reported 


Immediate Response Action 


Oral Approval of Plan or Action 


6/2/2012 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


U001006603 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


6/24/2011 
Not reported 


Immediate Response Action 


Oral Approval of a Modified Plan 


6/29/2011 
Not reported 


RLFA 
FOLOFF 
6/29/2011 
Not reported 


Immediate Response Action 


Oral Approval of a Modified Plan 


6/29/2012 
Not reported 


RLFA 
FOLOFF 
7/16/2012 
Not reported 


Immediate Response Action 


Oral Approval of Plan or Action 


7/16/2012 
Not reported 


RNFE 


Transmittal, Notice, or Notification Received 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SHELL #72 (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


8/1/2011 
Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
8/1/2011 

Not reported 


RNF 

Reportable Release under MGL 21E 
8/1/2011 

Not reported 


Immediate Response Action 
Level I - Technical Screen Audit 
9/10/2012 

Not reported 


Tier Classification 
Legal Notice Published 
9/16/2009 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
9/16/2014 

Not reported 


Immediate Response Action 
Completion Statement Received 
9/16/2014 

Not reported 


Tier Classification 


EDR ID Number 


Database(s) EPA ID Number 


U001006603 


RTN Linked to TCLASS Via IRA Completion Statement 


9/16/2014 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/30/2011 

Not reported 


Immediate Response Action 
Written Plan Received 
9/7/2012 

Not reported 


Tier Classification 
Tier 2 Classification 
9/9/2009 

Not reported 


Tier Classification 


Transmittal, Notice, or Notification Received 


9/9/2009 
Not reported 
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Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation — Site 


EDR ID Number 


Database(s) EPA ID Number 


SHELL 472 (Continued) U001006603 
Chemicals: 
Chemical: GASOLINE 
Quantity: 0.72 inches 
Location Type: COMMERCIAL 
Source: UNKNOWN 
Release Tracking Number/Current Status: 3-0030176 / RAO 
Primary ID: Not reported 
Official City: WALTHAM 
Notification: 07/26/2011 
Category: 72 HR 
Status Date: 07/27/2012 
Phase: Not reported 
Response Action Outcome: A1 - A permanent solution has been achieved. Contamination has been 


reduced to background or a threat of release has been eliminated. 


Oil / Haz Material Type: Oil 


Click here to access the MA DEP site for this facility: 


Actions: 

Action Type: Immediate Response Action 

Action Status: Level I - Technical Screen Audit 

Action Date: 1/10/2012 

Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 

Action Type: Immediate Response Action 

Action Status: Completion Statement Received 

Action Date: 11/22/2011 

Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 

Action Type: A Notice sent to a Potentially Responsible Party (PRP) 

Action Status: ALSENT 

Action Date: 5/2/2012 

Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 

Action Type: Release Disposition 

Action Status: Reportable Release under MGL 21E 

Action Date: 7/26/2011 

Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 

Action Type: Immediate Response Action 

Action Status: IRA Assessment Only 

Action Date: 7/26/2011 

Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 

Action Type: Response Action Outcome - RAO 

Action Status: RAO Statement Received 

Action Date: 7/26/2012 

Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 


to background or a threat of release has been eliminated. 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SHELL 472 (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Location Type: 
Source: 
Source: 


ENFORCEMENT: 


EDR ID Number 
Database(s) EPA ID Number 


U001006603 


Response Action Outcome - RAO 

RAO Statement Received 

7/27/2012 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

7/31/2012 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Compliance and Enforcement Action 

Interim Deadline Letter Issued 

8/11/2011 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
8/11/2011 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

9/29/2011 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNFE 

Transmittal, Notice, or Notification Received 

9/29/2011 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Written Plan Received 

9/29/2011 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Level I - Technical Screen Audit 

9/30/2011 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


GASOLINE 

0.06 gallons per hour 
COMMERCIAL 

UST 

LINE 
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Map ID 
Direction 
Distance 


Elevation 


78 
NW 
1/2-1 


0.512 mi. 


2706 ft. 


Relative: 
Higher 


Actual: 
189 ft. 


| MAP FINDINGS 


EDR ID Number 


Site Database(s) EPA ID Number 
SHELL 472 (Continued) U001006603 
Region: NERO 
DEP Region: NERO 
DEP Program: 3C 
DEP Bureau: BWSC 
Program: Not reported 
Program Id: 3-0030176 
High Or Low Level Enforcement: LLE 
FMF #: Not reported 
Comptroller Billing Name: Not reported 
Town Where Violation Occurred: Not reported 
Date Executed: 08/11/2011 
ENF #: Not reported 
Document Type: IDL 
AG Ref (Y/N): Not reported 
Doc Archived (Y/N): Not reported 
EJ Community (Y/N): Y 
Regional Comment: Not reported 
Final Payment Due Date: Not reported 
ACOP $: Not reported 
PAN $: Not reported 
EMS (Y/N): Not reported 
EMS$: Not reported 
SEP (Y/N): Not reported 
SEP $: Not reported 
Demand $: Not reported 
Suspended $: Not reported 
Ownership: Commercially Owned 
BENTLEY COLLEGE MA SHWS 5105735928 
175 FOREST ST MA RELEASE N/A 
WALTHAM, MA 02154 MA AIRS 
MA ASBESTOS 
MA HW GEN 
SHWS: 
Release Tracking Number/Current Status: 3-0022284 / RAO 
Release Town: WALTHAM 
Notification Date: 11/06/2002 
Category: 120 DY 
Associated ID: Not reported 
Current Status: Response Action Outcome 
Status Date: 08/27/2003 
Phase: Not reported 
Response Action Outcome: A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil Or Haz Material: Oil 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: C11 THRU C22 AROMATIC HYDROCARBONS 
Quantity: 5600 milligrams per kilogram 
Chemical: C19 THRU C36 ALIPHATIC HYDROCARBONS 
Quantity: 9100 milligrams per kilogram 

Actions: 
Action Type: Release Disposition 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


BENTLEY COLLEGE (Continued) 5105735928 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 

Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


Reportable Release under MGL 21E 

11/6/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

11/6/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/3/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 
5/12/2003 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Release Abatement Measure 

Written Plan Received 

5/7/2003 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Response Action Outcome - RAO 

RAO Statement Received 

8/27/2003 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 
9/2/2003 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


3-0022285 / RAO 
WALTHAM 

11/06/2002 

120 DY 

Not reported 

Response Action Outcome 
08/27/2003 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Hazardous Material 


Click here to access the MA DEP site for this facility: 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) $105735928 
Chemicals: 
Chemical: 4,4-DDT 
Quantity: 1680 micrograms per gallon 
Chemical: 4,4-DDT 
Quantity: 110 micrograms per gallon 
Chemical: 4,4-DDE 
Quantity: 29990 micrograms per gallon 
Actions: 
Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 11/6/2002 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 11/6/2002 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 12/6/2002 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 8/27/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: Fee Received - FMCRA Use Only 
Action Date: 9/2/2003 


Response Action Outcome: 


Release Tracking Number/Current Status: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0004230 / DEPNDS 


Release Town: WALTHAM 

Notification Date: 10/01/1993 

Category: NONE 

Associated ID: Not reported 

Current Status: Not a Disposal Site (DEP) 
Status Date: 06/19/1996 

Phase: Not reported 

Response Action Outcome: - 

Oil Or Haz Material: Not reported 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: UNKNOWN 
Quantity: Not reported 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Actions: 

Action Type: Release Disposition 

Action Status: Valid Transition Site 

Action Date: 10/1/1993 

Response Action Outcome: Not reported 

Action Type: TREGS 

Action Status: DEPNDS 

Action Date: 6/19/1996 

Response Action Outcome: Not reported 

Release: 

Release Tracking Number/Current Status: 3-0004230 / DEPNDS 

Primary ID: Not reported 

Official City: WALTHAM 

Notification: 10/01/1993 

Category: NONE 

Status Date: 06/19/1996 

Phase: Not reported 

Response Action Outcome: - 

Oil / Haz Material Type: Not reported 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Release Disposition 
Action Status: Valid Transition Site 
Action Date: 10/1/1993 
Response Action Outcome: Not reported 
Action Type: TREGS 
Action Status: DEPNDS 
Action Date: 6/19/1996 
Response Action Outcome: Not reported 
Chemicals: 
Chemical: UNKNOWN 
Quantity: Not reported 


Release Tracking Number/Current Status: 3-0022284 / RAO 


Primary ID: Not reported 

Official City: WALTHAM 

Notification: 11/06/2002 

Category: 120 DY 

Status Date: 08/27/2003 

Phase: Not reported 

Response Action Outcome: A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil / Haz Material Type: Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Release Disposition 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


BENTLEY COLLEGE (Continued) 5105735928 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


Reportable Release under MGL 21E 

11/6/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

11/6/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/3/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 
5/12/2003 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Release Abatement Measure 

Written Plan Received 

5/7/2003 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Response Action Outcome - RAO 

RAO Statement Received 

8/27/2003 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 
9/2/2003 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


C11 THRU C22 AROMATIC HYDROCARBONS 
5600 milligrams per kilogram 
C19 THRU C36 ALIPHATIC HYDROCARBONS 
9100 milligrams per kilogram 


3-0022285 / RAO 

Not reported 

WALTHAM 

11/06/2002 

120 DY 

08/27/2003 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Hazardous Material 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


BENTLEY COLLEGE (Continued) 


EDR ID Number 
Database(s) EPA ID Number 


5105735928 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


AIRS: 


Address 2: 

Facility Status: 
Permit Code: 

Permit Name: 

DEP Region: 
Application Tracking Number: 
Date Closed: 
Applicant Name: 
Applicant Address: 
Applicant City, St,Zip: 
Applicant Telephone: 
AQID: 

Owner Name: 
Latitude: 


Release Disposition 

Reportable Release under MGL 21E 

11/6/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

11/6/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/6/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

8/27/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

9/2/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


4,4-DDT 

1680 micrograms per gallon 
4,4-DDT 

110 micrograms per gallon 
4,4-DDE 

29990 micrograms per gallon 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
1190247 
BENTLEY UNIVERSITY 
42.385812 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


BENTLEY COLLEGE (Continued) 5105735928 


Longitude: 
Primary NAICS: 
NAICS Code: 
NAICS Desc: 


AIRS: 


Pollutant: 
Actual Emission: 
Emission Year: 


Pollutant: 
Actual Emission: 
Emission Year: 


Pollutant: 
Actual Emission: 
Emission Year: 


Pollutant: 
Actual Emission: 
Emission Year: 


Pollutant: 
Actual Emission: 
Emission Year: 


Pollutant: 
Actual Emission: 
Emission Year: 


Pollutant: 
Actual Emission: 
Emission Year: 


Pollutant: 
Actual Emission: 
Emission Year: 


Pollutant: 
Actual Emission: 
Emission Year: 


ASBESTOS: 


Notification: 

DEP Region: 

Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 

Monitor Lic Number: 


-71.219458 

Y 

611310 

Colleges, Universities, and Professional Schools 


AMMONIA 
0.0238 
2015 


CARBON MONOXIDE 
3.1549 
2015 


HALOGENATED ORGANIC COMPOUND 
0 
2015 


HYDROCARBON 
0 
2015 


NITROGEN OXIDES (NOx) 
4.4415 
2015 


PM10, FILTERABLE 
0.1148 
2015 


PM2.5, FILTERABLE 
0.1146 
2015 


SULFUR DIOXIDE 
0.0833 
2015 


VOLATILE ORGANIC COMPOUNDS (VOC) 
0.252 
2015 


Not reported 
Not reported 
Not reported 
06/13/2005 
06/27/2005 
Not reported 
06/10/2005 
7370.00 
20.00 

Bir, Trns 
54726 
AS032390 
AA000179 
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On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 

Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 

Monitor Lic Number: 

Lab Lic Number: 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) $105735928 
Lab Lic Number: AA000179 
Year: 2005 
Sticker Number: 100018610 
Form Type: ANF-001 
Fee Status: Fifty 
Facility Phone: 7818912491 
Sub Town: Not reported 
Worksite: EXTERIOR, BSMT, 1ST & 2ND FL 
Occupied: -1 
Contractor: AC000432 
Contract Type: VERBAL 
Hours: Week days: 7AM-3:30PM Week end: 
Project Type: Renv 
Abatement Process: Fcontain,NEG AIR, WET MTHDS 
Location: Indoors 
Decon Process: THREE CHAMBER 
Disposal Methods: THOROUGHLY WETTED MATERIALS; (2) 6 MIL BAGGING 
Facility Usage: LIBRARY 
Waiver Given: Not reported 
DEP Waiver Number: 0506976 
DLWD Waiver Number: NWA051830 
Small Owner Occ: 5 
Owner Name: BENTLEY COLLEGE 
Owner Address: 175 FOREST STREET 
Owner City: WALTHAM 
Owner State: MA 


JOHN SHENETTE 
781-891-2491 

Not reported 

Not reported 

Not reported 

Not reported 
J.O.B. ROLLOFF 
P.O. BOX 6037 
CHELSEA 

Not reported 

39 

LARRY HILL 
06/10/2005 
YANKEE ENVIRONMENTAL 
8008466254 

Not reported 


Not reported 
Not reported 
Not reported 
01/09/2007 
01/12/2007 
Not reported 
12/20/2006 
Not reported 
60.00 
CABLE WRAP 
77505 
AS052543 
AM000029 
AA000144 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


BENTLEY COLLEGE (Continued) 


Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 

Monitor Lic Number: 

Lab Lic Number: 

Year: 


Not reported 
302783 

ANF-001 

F 

(781) 891-2281 

Not reported 
MANHOLE 6,7,8, 9 AND 10 UPPER CAMPUS 
Not reported 
AC000490 

Not reported 

3-8P 

Not reported 

Not reported 

Not reported 

AS REQUIRED 
WET 2 PLY POLY BAG 
Not reported 

Not reported 

Not reported 

Not reported 

Not reported 
BENTLEY COLLEGE 
175 FOREST ST 
WALTHAM 

MA 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 
ATLANTIC CONTRACTING AND SPECIALTIES 
25 KENWOOD CIR 
FRANKLIN 

MA 

9 

THOMAS S YONTZ 
12/18/2006 

Not reported 

Not reported 
mmitchell 


Not reported 
Not reported 
Not reported 
03/09/2009 
03/10/2009 
Not reported 
03/06/2009 
200.00 

.00 

Trns 

110135 
AS041768 
AA000179 
AA000145 
2009 


Database(s) 


EDR ID Number 
EPA ID Number 


5105735928 
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Map ID 
Direction 
Distance 
Elevation — Site 


| MAP FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


BENTLEY COLLEGE (Continued) $105735928 


Sticker Number: 
Form Type: 

Fee Status: 
Facility Phone: 
Sub Town: 
Worksite: 
Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered_by: 


Notification: 

DEP Region: 

Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 

Monitor Lic Number: 

Lab Lic Number: 

Year: 


100085311 

ANF-001 

Fifty 

Not reported 

Not reported 

3RD FLOOR - ROOM 303 
-1 

AC000392 

WRITTEN 

Week days: 7AM-3PM Week end: N/A 
Renv 

Encl 

Indoors 

2-CHAMBERED DECONTAMINATION FACILITY WITH WASH STATION. 
ACM WILL BE WET (HAND TO BAG) ACM WILL BE LABELED, PACKAGED & 
TRANSPORTED. 
DORM/HOUSING 

Not reported 

0903997 

NWA09-195 

5 

BENTLEY FACILITIES 

175 FOREST STREET 
WALTHAM, MA 

MA 

MIKE MCAVEENEY 

781 891 3448 

Not reported 

Not reported 

Not reported 

Not reported 

NORTHEAST REMEDIATION 
25 STOREY AVENUE # 256 
NEWBURYPORT, MA 

Not reported 

39 

WENDY CARIAS 
03/06/2009 

NER 

617 389 9188 

Not reported 


Not reported 
Not reported 
Not reported 
06/01/2015 
06/04/2015 
Not reported 
05/15/2015 
500.00 
30.00 
BOILER OTHER ROOF FLASHING 
212836 
AS000983 
AA000179 
AA000175 
2015 
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Map ID 
Direction 
Distance 
Elevation — Site 


| MAP FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


BENTLEY COLLEGE (Continued) 5105735928 


Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered_by: 


Notification: 

DEP Region: 

Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 

Monitor Lic Number: 

Lab Lic Number: 

Year: 

Sticker Number: 


100220611 

ANF-001 

HUNDRED 
6178287316 

Not reported 

RHODES HALL 

-1 

AC000503 

VERBAL 

7AM-3:30PM 

Repr 

Giv 

INOUTDOORS 

2 STAGE 

ALL MATERIALS DOUBLE BAGGED IN 2, 6MIL POLY 
COLLEGE 

Not reported 

Not reported 

Not reported 

0 

BENTLEY COLLEGE 
175 FOREST STREET 
WALTHAM 

MA 

DEB BURBANK 
6178287316 
GRANITE STATE INSURANCE COMPANY 
WC-005-31-9696 
8/15/2015 

0 

BRISTOL ENVIRONMENTAL 
10 COOK STREET 
BILLERICA 

MA 

Not reported 

SHARON JAFFARIAN 
05/15/2015 

BRISTOL 

9782948989 
JAFFARS 


Not reported 
Not reported 
Not reported 
12/19/2002 
12/20/2002 
Not reported 
12/06/2002 
.00 

50.00 
THERMAL SOLID CORE 
9133 
AS031782 
Not reported 
Not reported 
2002 
559320 
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Map ID | MAP FINDINGS 


Disposal Methods: 
Facility Usage: 
Waiver Given: 


WET 2 PLY POLY BAG 
COLLEGE CLASSROOM 
0 


DEP Waiver Number: N/A 
DLWD Waiver Number: N/A 
Small Owner Occ: 0 


Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 


LINDSAY /JENNISON HALL 
175 FOREST STREET 
WALTHAM 

MA 

Not reported 

Not reported 


Ins Comp: LIBERTY MUTUAL 

Policy Number: N/A 

EXP Date: N/A 

Facility Size: 60,000 

Transporter Name: LABORSOURCECORP 
Transporter Address: 65 MERRIMACK STREET 
Transporter City: LAWRENCE 

Transporter State: MA 

Final Site: 41 


Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 


PHILLIP LECLERC 
Not reported 

Not reported 

(978) 657-5445 


Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 11/26/2003 
End Date: 11/26/2003 
Date Entered: Not reported 
Entry Date: 11/03/2003 
Quantity Materical Removed SF: 980.00 
Quantity Material Removed LF: Not reported 
Project Description: VAT/MASTIC 
AR Tracking ID: 33010 
Super Lic Number: AS040279 


Monitor Lic Number: 
Lab Lic Number: 


Not reported 
Not reported 


Year: Not reported 
Sticker Number: 202940 
Form Type: ANF-001 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Form Туре: ANF-001 
Fee Status: 50 
Facility Phone: (781) 891-2252 
Sub Town: Not reported 
Worksite: ATTIC MECHANICAL ROOM 
Occupied: -1 
Contractor: AC000552 
Contract Type: Not reported 
Hours: 7am-6:30pm 
Project Type: RENOVATION 
Abatement Process: GLOVE BAG 
Location: INDOORS 
Decon Process: 2 CHAMBER 
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Map ID | MAP FINDINGS 


Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 


2 PLY POLY BAG WITH LABEL 
DORMS 

Not reported 

Not reported 

Not reported 

Not reported 


Owner Name: BENTLEY COLLEGE 
Owner Address: 175 FOREST ST 
Owner City: WALTHAM 

Owner State: MA 


On Site Manager Name: 
On Site Manager Phone: 


Not reported 
Not reported 


Ins Comp: Not reported 

Policy Number: Not reported 

EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: MARCOR REMEDIATION 
Transporter Address: 14 JEWELL DRIVE 
Transporter City: WILMINGTON 
Transporter State: MA 

Final Site: 47 

Certified Name: DEREK PARENT 
Cert Sign Date: 10/30/2003 


Certified Company: 
Certified Phone: 


Not reported 
(978) 657-5445 


Entered by: mmitchell 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 10/10/2013 
End Date: 10/10/2013 
Date Entered: Not reported 
Entry Date: 09/26/2013 
Quantity Materical Removed SF: .00 

Quantity Material Removed LF: 25.00 
Project Description: Spr 

AR Tracking ID: 179706 
Super Lic Number: AS041906 
Monitor Lic Number: AM000115 
Lab Lic Number: AA000179 
Year: 2013 
Sticker Number: 100186189 
Form Type: ANF-001 
Fee Status: Fifty 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) $105735928 
Fee Status: F 
Facility Phone: (781) 891-2252 
Sub Town: Not reported 
Worksite: DANA CENTER HALLWAY 
Occupied: -1 
Contractor: AC000411 
Contract Type: Not reported 
Hours: 7A-330P 
Project Type: Renovation 
Abatement Process: Full Containment 
Location: Indoors 
Decon Process: 2 CHAMBER 
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Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 

Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 

Monitor Lic Number: 

Lab Lic Number: 

Year: 

Sticker Number: 

Form Type: 

Fee Status: 

Facility Phone: 


Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation — Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) $105735928 
Facility Phone: 7742087009 
Sub Town: Not reported 
Worksite: TREE DORM 
Occupied: -1 
Contractor: AC000735 
Contract Type: WRITTEN 
Hours: Week days: 7AM-7PM Week end: 
Project Type: Renv 
Abatement Process: Glv 
Location: Indoors 


THREE STAGE DECON 
DOUBLE BAGGED/ WET/ LABELED 
COLLEGE 

Not reported 

Not reported 

Not reported 

5 

BENTLEY COLLEGE 
175 FOREST STREET 
WALTHAM 

MA 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 
AFFORDABLE ENVIRONMENTAL, INC,. 
43 CHESTNUT STREET 
RANDOLPH 

Not reported 

39 

WILLIAM CONNELLY 
09/26/2013 
AFFORDABLE ENVIRO 
7818852738 

Not reported 


Not reported 
Not reported 
Not reported 
12/05/2002 
12/20/2002 
Not reported 
11/20/2002 
1000.00 

.00 

Roof flashing 
20653 
AS060754 
AA000144 
AA000144 
2002 

559312 
ANF-001 

50 

(781) 891-2082 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Sub Town: Not reported 


Worksite: Former Print Shop 
Occupied: -1 

Contractor: AC000552 
Contract Type: Not reported 
Hours: 7am-3:30pm 
Project Type: Renovation 
Abatement Process: Other 

Location: Outdoors 

Decon Process: 2 chamber 
Disposal Methods: Wet 2 Ply Poly Bag 
Facility Usage: Mail room 

Waiver Given: 0 

DEP Waiver Number: N/A 

DLWD Waiver Number: N/A 

Small Owner Occ: 0 


Owner Name: 


Bentley College 


Owner Address: 175 Forest Street 
Owner City: WALTHAM 
Owner State: MA 


On Site Manager Name: 
On Site Manager Phone: 


Not reported 
Not reported 


Ins Comp: Liberty Mutual 

Policy Number: N/A 

EXP Date: N/A 

Facility Size: 10,000 

Transporter Name: LABORSOURCECORP 
Transporter Address: 65 MERRIMACK STREET 
Transporter City: LAWRENCE 
Transporter State: MA 

Final Site: 41 

Certified Name: Phillip Leclerc 

Cert Sign Date: 11/18/2002 


Certified Company: 
Certified Phone: 


Not reported 
(978) 657-5445 


Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 02/06/2008 
End Date: 02/06/2008 
Date Entered: Not reported 
Entry Date: 02/06/2008 
Quantity Materical Removed SF: .00 

Quantity Material Removed LF: 3.00 

Project Description: Other: 

AR Tracking ID: 94268 
Super Lic Number: AS040970 
Monitor Lic Number: AA000179 
Lab Lic Number: AA000145 
Year: 2008 
Sticker Number: 100067680 
Form Type: ANF-001 
Fee Status: Fifty 

Facility Phone: Not reported 
Sub Town: Not reported 
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Map ID 
Direction 
Distance 
Elevation — Site 


| MAP FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


BENTLEY COLLEGE (Continued) 5105735928 


Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 

Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 

Monitor Lic Number: 

Lab Lic Number: 

Year: 

Sticker Number: 

Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 


DANA ATHLETICS CENTER 

-1 

AC000392 

WRITTEN 

Week days: 1PM-8PM Week end: N/A 
Rpr 

Giv 

Indoors 

2-CHAMBERED DECONTAMINATION FACILITY WITH WASH STATION 
ACM WILL BE WET (HAND TO BAG) ACM WILL BE LABELED, PACKAGED & 
TRANSPORTED 

COLLEGE ATHLETIC CENTER 
Not reported 

#08-02-982 

N/A 

5 

BENTLEY COLLEGE 

175 FOREST STREET 
WALTHAM, MA 

MA 

MIKE MCAVEENEY 
781-891-3448 

Not reported 

Not reported 

Not reported 

Not reported 

NORTHEAST REMEDIATION 
25 STOREY AVENUE #256 
NEWBURYPORT, MA 

Not reported 

47 

SARAH MARCONE 

02/06/2008 

NER 

6173898880 

Not reported 


Not reported 
Not reported 
Not reported 
07/15/2002 
07/19/2002 

Not reported 
06/27/2002 

.00 

169.00 
Thermal solid core 
16065 
AS060894 
AA000144 
AA000144 
2002 

561316 
ANF-001 

50 

(781) 891-2310 
Not reported 
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Map ID | MAP FINDINGS 
Direction 
Distance EDR ID Number 


Elevation — Site 


BENTLEY COLLEGE (Continued) 


Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 

Date Entered: 

Entry Date: 
Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 


baker library attic mech rm 
-1 

AC000411 

Not reported 

m-f 7a-9p 
Renovation 

Glove Bag 

Indoors 

2 chamber 

2 Ply Poly Bag with Label 
(college) library 

0 

Not reported 

Not reported 

-1 

bentley college 

175 forest street 
WALTHAM 

MA 

Not reported 

Not reported 

liberty mutual 

Not reported 

Not reported 

60000 sf 3 fl 
MARCOR REMEDIATION 
14 JEWELL DRIVE 
WILMINGTON 

MA 

42 

phillip leclerc 

Not reported 

Not reported 

(978) 657-5445 
Not reported 


100242159R1 
NE 

BRISTOL ENVIRONMENTAL INC 
05/16/2016 
06/30/2016 
03/06/2016 
06/03/2016 
2700 

2400 

OTHER TILE/MASTIC/CAULK/ROOF 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Database(s) EPA ID Number 


5105735928 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 

BENTLEY COLLEGE (Continued) 5105735928 

Оссиріеа: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
Decon Process: Not reported 
Disposal Methods: Not reported 
Facility Usage: Not reported 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: Not reported 
Owner Name: Not reported 
Owner Address: Not reported 
Owner City: Not reported 
Owner State: Not reported 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: 100241252R5 
DEP Region: NE 
Notifiers Name: NEW ROADS ENVIRONMENTAL SERVICES LLC 
Start Date: 04/29/2016 
End Date: 06/10/2016 
Date Entered: 03/06/2016 
Entry Date: 06/03/2016 
Quantity Materical Removed SF: 4300 
Quantity Material Removed LF: 7100 
Project Description: TRANSPANEL OTHER SEE REVISION 
AR Tracking ID: Not reported 
Super Lic Number: Not reported 
Monitor Lic Number: Not reported 
Lab Lic Number: Not reported 
Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 

BENTLEY COLLEGE (Continued) 5105735928 

Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
Decon Process: Not reported 
Disposal Methods: Not reported 
Facility Usage: Not reported 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: Not reported 
Owner Name: Not reported 
Owner Address: Not reported 
Owner City: Not reported 
Owner State: Not reported 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: 100241252R6 
DEP Region: NE 
Notifiers Name: NEW ROADS ENVIRONMENTAL SERVICES LLC 
Start Date: 04/29/2016 
End Date: 07/01/2016 
Date Entered: 09/06/2016 
Entry Date: 06/09/2016 
Quantity Materical Removed SF: 4300 
Quantity Material Removed LF: 7100 
Project Description: TRANSPANEL OTHER SEE REVISION 
AR Tracking ID: Not reported 
Super Lic Number: Not reported 
Monitor Lic Number: Not reported 
Lab Lic Number: Not reported 
Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: Not reported 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 

BENTLEY COLLEGE (Continued) 5105735928 

Contract Туре: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
Decon Process: Not reported 
Disposal Methods: Not reported 
Facility Usage: Not reported 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: Not reported 
Owner Name: Not reported 
Owner Address: Not reported 
Owner City: Not reported 
Owner State: Not reported 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 07/28/2005 
End Date: 07/29/2005 
Date Entered: Not reported 
Entry Date: 07/14/2005 
Quantity Materical Removed SF: .00 
Quantity Material Removed LF: 200.00 
Project Description: Trns 
AR Tracking ID: 56151 
Super Lic Number: AS032974 
Monitor Lic Number: AA000179 
Lab Lic Number: AA000156 
Year: 2005 
Sticker Number: 100020043 
Form Type: ANF-001 
Fee Status: Fifty 
Facility Phone: 7818912252 
Sub Town: Not reported 
Worksite: DANA SPORTS CENTER 
Occupied: 0 
Contractor: AC000411 
Contract Type: WRITTEN 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Hours: Week days: 7:30-1630 Week end: 
Project Type: Renv 
Abatement Process: CInp 
Location: Not reported 
Decon Process: N/A 
Disposal Methods: 2-6 MIL POLYBAGS 
Facility Usage: UNIVERSITY 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: 5 
Owner Name: BENTLEY COLLEGE 
Owner Address: 175 FOREST STREET 
Owner City: WALTHAM 
Owner State: MA 
On Site Manager Name: CRAIG KILBURN 
On Site Manager Phone: SAME 
Ins Comp: ZURICH INS. 
Policy Number: WC53954672 
EXP Date: 12/31/2005 
Facility Size: Not reported 
Transporter Name: MARCOR REMEDIATION, INC. 
Transporter Address: 14 JEWEL DRIVE 
Transporter City: WILMINGTON 
Transporter State: Not reported 
Final Site: 47 
Certified Name: DEREK PARENT 
Cert Sign Date: 07/14/2005 
Certified Company: MARCOR 
Certified Phone: 9786575445 
Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 08/31/2012 
End Date: 08/31/2012 
Date Entered: Not reported 
Entry Date: 08/30/2012 
Quantity Materical Removed SF: .00 
Quantity Material Removed LF: 4.00 
Project Description: Other: 
AR Tracking ID: 162662 
Super Lic Number: AS000316 
Monitor Lic Number: AM061689 
Lab Lic Number: AA000179 
Year: 2012 
Sticker Number: 100157407 
Form Type: ANF-001 
Fee Status: Fifty 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: 1ST FLOOR 
Occupied: -1 
Contractor: AC000167 
Contract Type: WRITTEN 
Hours: Week days: 7AM-3PM Week end: 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


BENTLEY COLLEGE (Continued) 5105735928 


Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 

Date Entered: 

Entry Date: 
Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 


Renv 

Giv 

Indoors 

GLOVE BAG PROCEDURES 
WET 2 PLY POLY 
UNIVERSITY CAMPUS 

Not reported 

1208836 

4104-2012 

5 

BENTLEY UNIVERSITY 

175 FOREST STREET 
WALTHAM, MA 

MA 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

AIR QUALITY EXPERTS, INC. 
Not reported 

Not reported 

Not reported 

39 

CHRISTOPHER THOMPSON 
08/30/2012 

AIR QUALITY EXPERTS, INC. 
6038946465 

Not reported 


Not reported 
Not reported 
Not reported 
01/30/2006 
01/30/2006 
Not reported 
02/02/2006 
Not reported 
60.00 
Corrugated Pipe 
64033 
AS052543 

Not reported 
AA000144 

Not reported 
302160 
ANF-001 

f 

(781) 891-2281 
Not reported 
MANHOLE #2 IN UPPER CAMPUS 
Not reported 
AC000490 

Not reported 
3P-6P 

Not reported 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 


Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 


Not reported 

Not reported 

AS REQUIRED 

WET 2 PLY POLY BAG 
Not reported 

-1 


DEP Waiver Number: 0601886 

DLWD Waiver Number: 1B06128BS 

Small Owner Occ: Not reported 

Owner Name: BENTLEY COLLEGE 
Owner Address: 175 FOREST ST 
Owner City: WALTHAM 

Owner State: MA 


On Site Manager Name: 
On Site Manager Phone: 


Not reported 
Not reported 


Ins Comp: Not reported 

Policy Number: Not reported 

EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: ATLANTIC CONTRACTING 
Transporter Address: 25 KENWOOD CIR 
Transporter City: FRANKLIN 
Transporter State: MA 

Final Site: 7 

Certified Name: JAMES STADICKI 
Cert Sign Date: 01/30/2006 


Certified Company: 
Certified Phone: 


Entered by: esandler 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 08/26/2013 
End Date: 08/26/2013 
Date Entered: Not reported 
Entry Date: 08/26/2013 
Quantity Materical Removed SF: .00 

Quantity Material Removed LF: 3.00 

Project Description: Spr 

AR Tracking ID: 178162 
Super Lic Number: AS041906 
Monitor Lic Number: AM000115 
Lab Lic Number: AA000179 
Year: 2013 
Sticker Number: 100184127 
Form Type: ANF-001 
Fee Status: Fifty 

Facility Phone: 7818912000 
Sub Town: Not reported 
Worksite: SAME 
Occupied: -1 
Contractor: AC000735 
Contract Type: WRITTEN 
Hours: Week days: 7AM-7PM Week end: 
Project Type: Renv 
Abatement Process: Giv 


Not reported 
Not reported 
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Map ID | 
Direction 


Distance 
Elevation — Site 


BENTLEY COLLEGE (Continued) 


Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
5105735928 
Indoors 


THREE STAGE DECON 
DOUBLE BAGGED/ WET/ LABELED 
COLLEGE 

Not reported 
NE-1308888 

7319-2013 

5 

BENTLEY COLLEGE 
175 FOREST STREET 
WALTHAM 

MA 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 
AFFORDABLE ENVIRONMENTAL, INC. 
43 CHESTNUT STREET 
RANDOLPH 

Not reported 

39 

WILLIAM CONNELLY 
08/26/2013 
AFFORDABLE ENVIRO 
7818852378 

Not reported 


Not reported 
Not reported 
Not reported 
01/28/2005 
01/28/2005 
Not reported 
01/26/2005 
.00 

5.00 

Other:0 
49545 
AS034545 
AA000156 
AA000156 
2005 
100013493 
ANF-001 
Fifty 

Not reported 
Not reported 
MORRISON HALL 
-1 
AC000411 
WRITTEN 
Week days: 7-15:30 Week end: 
Rpr 

Giv 

Indoors 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Decon Process: GLOVE BAG 
Disposal Methods: 2-6 MIL POLYBAGS 
Facility Usage: SCHOOL 
Waiver Given: Not reported 
DEP Waiver Number: 0501901 
DLWD Waiver Number: HV05043 
Small Owner Occ: 5 
Owner Name: BENTLEY COLLEGE 
Owner Address: 175 FOREST STREET 
Owner City: WALTHAM 
Owner State: MA 
On Site Manager Name: CRAIG KILBURN 
On Site Manager Phone: SAME 
Ins Comp: ZURICH INS 
Policy Number: WC53954672 
EXP Date: 12/31/2005 
Facility Size: Not reported 
Transporter Name: MARCOR REMEDIATION, INC. 
Transporter Address: 14 JEWEL DRIVE 
Transporter City: WILMINGTON 
Transporter State: Not reported 
Final Site: 47 
Certified Name: JAMES HARER 
Cert Sign Date: 01/26/2005 
Certified Company: MARCOR 
Certified Phone: 9786575445 
Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 04/29/2016 
End Date: 05/16/2016 
Date Entered: Not reported 
Entry Date: 04/19/2016 
Quantity Materical Removed SF: 4300.00 
Quantity Material Removed LF: 7100.00 
Project Description: TRANSPANEL OTHER SEE REVISION 
AR Tracking ID: 236474 
Super Lic Number: AS034717 
Monitor Lic Number: Not reported 
Lab Lic Number: AA000197 
Year: 2016 
Sticker Number: 100241252 
Form Type: ANF-001 
Fee Status: HUNDRED 
Facility Phone: 9784208311 
Sub Town: Not reported 
Worksite: JENNISON HALL 
Occupied: -1 
Contractor: AC000822 
Contract Type: WRITTEN 
Hours: 3PM-11PM 
Project Type: Renv 
Abatement Process: Fcontain 
Location: INOUTDOORS 
Decon Process: NEGATIVE PRESSURE ENCLOSURE WITH 6MIL POLY AND CONTIGUOUS 3 CHAMBER 
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Map ID 
Direction 
Distance 


| MAP FINDINGS 


EDR ID Number 


Site 


BENTLEY COLLEGE (Continued) 


Disposal Methods: 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 

Date Entered: 

Entry Date: 
Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 


Database(s) EPA ID Number 
$105735928 
DECON 
MATERIAL WILL REMAIN WET AND PLACED IN DOUBLE LAYER 6MIL POLY LABELED 
BAGS 


COLLEGE BUILDING 
Not reported 

Not reported 

Not reported 

0 

BENTLEY COLLEGE 
175 FOREST STREET 
WALTHAM 

MA 

TOM KANE 
7819812340 

NA 

NA 

12/31/2016 

123000 

NEWROADS ENVIRONMENTAL SERVICES 
338 HOWARD STREET 
BROCKTON 

MA 

Not reported 

ERIC AMPUJA 
04/19/2016 
NEWROADS ENVIRONMENTAL 
5088978007 

EAMPUJA 


Not reported 
Not reported 
Not reported 
03/12/2009 
03/13/2009 
Not reported 
02/26/2009 
200.00 

.00 

Trns 
109903 
AS033135 
AA000179 
AA000145 
2009 
100085037 
ANF-001 
Fifty 

Not reported 
Not reported 
3RD FLOOR - ROOM 303 
-1 
AC000392 
WRITTEN 
Week days: 7AM-4PM Week end: N/A 
Renv 

Encl 

Indoors 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) $105735928 
Decon Process: 2-CHAMBERED DECONTAMINATION WITH SHOWER STATION. 


Disposal Methods: ACM WILL BE WET (HAND TO BAG) ACM WILL BE LABELED, PACKAGED & 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 

Date Entered: 

Entry Date: 
Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 


TRANSPORTED 
DORM/HOUSING 

Not reported 

Not reported 

Not reported 

5 

BENTLY FACILITIES 
175 FOREST STREET 
WALTHAM, MA 

MA 

MIKE MCAVEENEY 
781 891 3448 

Not reported 

Not reported 

Not reported 

Not reported 
NORTHEAST REMEDIATION 
25 STOREY AVENEU # 256 
NEWBURYPORT, MA 
Not reported 

39 

WENDY CARIAS 
02/26/2009 

NER 

617 389 9188 

Not reported 


Not reported 
Not reported 
Not reported 
07/15/2002 
07/19/2002 
Not reported 
06/27/2002 

.00 

135.00 
Thermal solid core 
16269 
AS060894 
AA000144 
AA000144 
2002 

561314 
ANF-001 

50 

(781) 891-2310 
Not reported 
morrison hall 1st level mech rm 
-1 

AC000411 

Not reported 
m-f 7a-9p 
Renovation 
Glove Bag 
Indoors 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Decon Process: 2 chamber 
Disposal Methods: 2 Ply Poly Bag with Label 
Facility Usage: college 
Waiver Given: 0 


DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 


Not reported 
Not reported 

-1 

bentley college 


Owner Address: 175 forest street 
Owner City: WALTHAM 
Owner State: MA 


On Site Manager Name: 
On Site Manager Phone: 


Not reported 
Not reported 


Ins Comp: liberty mutual 

Policy Number: Not reported 

EXP Date: Not reported 

Facility Size: 60000 sf 3 fl 

Transporter Name: MARCOR REMEDIATION 
Transporter Address: 14 JEWELL DRIVE 
Transporter City: WILMINGTON 
Transporter State: MA 

Final Site: 42 

Certified Name: phillip leclerc 


Cert Sign Date: 
Certified Company: 
Certified Phone: 


Not reported 
Not reported 
(978) 657-5445 


Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 08/08/2002 
End Date: 08/08/2002 
Date Entered: Not reported 
Entry Date: 08/12/2002 
Quantity Materical Removed SF: .00 

Quantity Material Removed LF: 16.00 

Project Description: Thermal solid core 
AR Tracking ID: 16369 

Super Lic Number: AS060894 
Monitor Lic Number: Not reported 
Lab Lic Number: AA000156 
Year: 2002 

Sticker Number: 561573 

Form Type: ANF-001 

Fee Status: 50 

Facility Phone: (781) 891-2000 
Sub Town: Not reported 
Worksite: morrison hall - 3rd fl rm 308 
Occupied: 0 

Contractor: ACO000411 
Contract Type: Not reported 
Hours: 5 pm - en 
Project Type: Renovation 
Abatement Process: Glove Bag 
Location: Indoors 

Decon Process: 3 chamber 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) $105735928 
Disposal Methods: Wet 2 Ply Poly Bag 
Facility Usage: college 
Waiver Given: -1 
DEP Waiver Number: 0208984 
DLWD Waiver Number: 02-266-nb 
Small Owner Occ: 0 


Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered_by: 


Notification: 

DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 

Date Entered: 

Entry Date: 
Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 


Bentley College 
175 Forest St. 
WALTHAM 

MA 

Not reported 

Not reported 
Liberty Mutual 

Not reported 

Not reported 
80,000 

MARCOR REMEDIATION 
14 JEWELL DRIVE 
WILMINGTON 

MA 

41 

Paul Holtslag 
08/08/2002 

Not reported 

(978) 657-5445 
Not reported 


100242159R3 
NE 


BRISTOL ENVIRONMENTAL INC 


05/16/2016 
07/08/2016 
28/06/2016 
06/28/2016 
2700 
2400 


OTHER TILE/MASTIC/CAULK/ROOF 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Facility Usage: Not reported 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: Not reported 
Owner Name: Not reported 
Owner Address: Not reported 
Owner City: Not reported 
Owner State: Not reported 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 06/04/2012 
End Date: 06/15/2012 
Date Entered: Not reported 
Entry Date: 04/30/2012 
Quantity Materical Removed SF: 200.00 
Quantity Material Removed LF: 700.00 
Project Description: Trns,ROPE GKT/GL 
AR Tracking ID: 156910 
Super Lic Number: AS061491 
Monitor Lic Number: AA000179 
Lab Lic Number: AA000145 
Year: 2012 
Sticker Number: 100147152 
Form Type: ANF-001 
Fee Status: Fifty 
Facility Phone: 7818912281 
Sub Town: Not reported 
Worksite: 2ND FLOOR LACAVA ATTI 
Occupied: -1 
Contractor: AC000392 
Contract Type: WRITTEN 
Hours: Week days: 7AM-3PM Week end: N/A 
Project Type: Renv 
Abatement Process: Giv, Fcontain 
Location: Indoors 
Decon Process: 3-CHAMBERED DECONTAMINATION FACILITY WITH SHOWER STATION. 
Disposal Methods: ACM WILL BE WET (HAND TO BAG) ACM WILL BE LABELED, PACKAGED & 
TRANSPORTED. 
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Map ID | MAP FINDINGS 
Direction 
Distance EDR ID Number 


Elevation — Site 


BENTLEY COLLEGE (Continued) 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 

Date Entered: 

Entry Date: 
Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 


UNIVERSITY 

Not reported 

Not reported 

Not reported 

5 

BENTLEY UNIVERSITY 
175 FOREST STREET 
WALTHAM, MA 

MA 

BERNIE FARRELL 

781 891 2281 

Not reported 

Not reported 

Not reported 

Not reported 
NORTHEAST REMEDIATION 
25 STOREY AVENUE £ 256 
NEWBURYPORT, MA 
Not reported 

7 

WENDY CARIAS 
04/30/2012 

NER 

6173899188 

Not reported 


Not reported 
Not reported 
Not reported 
06/30/2008 
07/01/2008 
Not reported 
06/16/2008 
200.00 

.00 

Trns 

99673 
AS040970 
AA000179 
AA000145 
2008 
100073665 
ANF-001 
Fifty 

Not reported 
Not reported 
TREE DORMS - KITCHEN A 
0 
AC000392 
WRITTEN 
Week days: 7AM-3PM Week end: N/A 
Renv 
Fcontain 
Indoors 


Database(s) EPA ID Number 


5105735928 


3-CHAMBERED DECONTAMINATION FACILITY WITH SHOWER 
ACM WILL BE WET (HAND TO BAG) ACM WILL BE LABELED, PACKAGED & 


TRANSPORTED 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


EDR ID Number 
Database(s) EPA ID Number 


BENTLEY COLLEGE (Continued) 5105735928 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 

Date Entered: 

Entry Date: 
Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 


COLLEGE DORM 

Not reported 

Not reported 

Not reported 

5 

BENTLEY COLLEGE 

175 FOREST STREET 
WALTHAM, MA 

MA 

MIKE MCAVEENEY, BENTLEY COLLEGE 
781-891-3448 

Not reported 

Not reported 

Not reported 

Not reported 

NORTHEAST REMEDIATION 
25 STOREY AVENUE 7256 
NEWBURYPORT, MA 

Not reported 

47 

SARAH MARCONE 
06/16/2008 

NER 

6173899188 

Not reported 


Not reported 
Not reported 
Not reported 
07/17/2008 
08/01/2008 

Not reported 
07/03/2008 
5200.00 

300.00 

Trns, VAT/DUCT/GLAZ 
100567 
AS041809 
AA000175 
AA000175 
2008 
100074688 
ANF-001 

Fifty 
7818912281 
Not reported 
LINDSEY HALL 
-1 

AC000658 

Off 

Week days: 7:30AM-4PM Week end: 
Renv 

Giv, Fcontain 
Indoors 

3 STAGE DECON 
2.6 MIL POLY 
SCHOOLING 
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Map ID | MAP FINDINGS 
Direction 
Distance EDR ID Number 


Elevation — Site 


BENTLEY COLLEGE (Continued) 


Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 

Date Entered: 

Entry Date: 
Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 


Not reported 

Not reported 

Not reported 

5 

BENTLEY COLLEGE 
175 FOREST STREET 
WALTHAM, MA 

MA 

BERNIE FARRELL 
SAME 

ZURICH INS 
WC539567204 
12/31/2008 

Not reported 
MARCOR REMEDIATION 
14 JEWEL DRIVE 
WILMINGTON, MA 
Not reported 

47 

JIM HARER 
07/03/2008 
MARCOR 
9786575445 

Not reported 


Not reported 
Not reported 
Not reported 
07/17/2008 
08/01/2008 
Not reported 
07/03/2008 
5200.00 
300.00 
Trns, VAT/DUCT/GLAZ 
100564 
AS032974 
AA000175 
AA000175 
2008 
100074686 
ANF-001 
Fifty 
7818912281 
Not reported 
LINDSEY HALL 
-1 
AC000411 
Off 


Week days: 7:30AM-4PM Week end: 


Renv 
Glv,Fcontain 
Indoors 

3 STAGE DECON 
2.6 MIL POLY 
SCHOOLING 

Not reported 


Database(s) EPA ID Number 


5105735928 
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Map ID | MAP FINDINGS 
Direction 
Distance EDR ID Number 


Elevation — Site 


BENTLEY COLLEGE (Continued) 


DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 

Date Entered: 

Entry Date: 
Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 


Not reported 

Not reported 

5 

BENTLEY COLLEGE 
175 FOREST STREET 
WALTHAM, MA 

MA 

BERNIE FARRELL 
SAME 

ZURICH INS 
WC539567204 
12/31/2008 

Not reported 
MARCOR REMEDIATION 
14 JEWEL DRIVE 
WILMINGTON, MA 
Not reported 

47 

JIM HARER 
07/03/2008 
MARCOR 
9786575445 

Not reported 


Not reported 
Not reported 
Not reported 
08/26/2008 
09/08/2008 
Not reported 
08/12/2008 
5200.00 
300.00 
Trns,VAT/DUCT/GLAZ 
102319 
AS032974 
AA000179 
AA000175 
2008 
100076596 
ANF-001 
Fifty 
7818912281 
Not reported 
LINDSEY HALL 
-1 
AC000411 
Off 


Week days: 7:30AM-4PM Week end: 


Renv 

Glv,Fcontain 

Indoors 

3 STAGE DECON 

2.6 MIL POLY 
SCHOOLING DORMS 
Not reported 

Not reported 


Database(s) EPA ID Number 


5105735928 
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Map ID | MAP FINDINGS 


Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 08/07/2002 

End Date: 08/23/2002 

Date Entered: Not reported 
Entry Date: 07/23/2002 
Quantity Materical Removed SF: 2700.00 
Quantity Material Removed LF: .00 

Project Description: tile 

AR Tracking ID: 16083 

Super Lic Number: AS060754 
Monitor Lic Number: Not reported 

Lab Lic Number: AA000144 

Year: 2002 

Sticker Number: 561339 

Form Type: ANF-001 

Fee Status: 50 

Facility Phone: (781) 891-2082 
Sub Town: Not reported 
Worksite: former paint shop 
Occupied: -1 

Contractor: AC000411 
Contract Type: Not reported 
Hours: 16:30 pm - 24:00 pm 
Project Type: Renovation 
Abatement Process: Full Containment 
Location: Not reported 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 


2 chamber 

Wet 2 Ply Poly Bag 
mail room/paint shop 
0 

Not reported 

Not reported 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
DLWD Waiver Number: Not reported 
Small Owner Occ: 5 
Owner Name: BENTLEY COLLEGE 
Owner Address: 175 FOREST STREET 
Owner City: WALTHAM, MA 
Owner State: MA 
On Site Manager Name: BERNIE FARRELL 
On Site Manager Phone: SAME 
Ins Comp: ZURICH INS. 
Policy Number: WC539567204 
EXP Date: 12/31/2008 
Facility Size: Not reported 
Transporter Name: MARCOR REMEDIATION 
Transporter Address: 14 JEWEL DRIVE 
Transporter City: WILMINGTON, MA 
Transporter State: Not reported 
Final Site: 47 
Certified Name: JIM HARER 
Cert Sign Date: 08/12/2008 
Certified Company: MARCOR 
Certified Phone: 9786575445 
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Map ID | MAP FINDINGS 
Direction 
Distance EDR ID Number 


Elevation — Site 


BENTLEY COLLEGE (Continued) 


Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 


-1 

Bentley College 
175 Forest St. 
WALTHAM 

MA 

Not reported 
Not reported 
Liberty Mutual 
Not reported 
Not reported 
10,000 
MARCOR REMEDIATION 
14 JEWELL DRIVE 
WILMINGTON 
MA 

42 

Phillip Leclerc 
Not reported 
Not reported 
(978) 657-5445 
Not reported 


Not reported 
Not reported 
Not reported 
11/24/2008 
11/26/2008 
Not reported 
11/07/2008 
.00 

530.00 
Trns,DUCT SEAL CEM 
106550 
AS032974 
AA000175 
AA000175 
2008 
100081084 
ANF-001 
Exempt 
7818912281 
Not reported 
LINSDEY HALL 
-1 
AC000411 
Off 


Week days: 730AM-4PM Week end: 


Renv 
Glv,Fcontain 
Indoors 

2 STAGE DECON 
2.6 MIL POLY 
SCHOOLING 

Not reported 

Not reported 

Not reported 

5 


Database(s) EPA ID Number 


5105735928 
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Map ID | MAP FINDINGS 
Direction 
Distance EDR ID Number 


Elevation — Site 


BENTLEY COLLEGE (Continued) 


Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 

Date Entered: 

Entry Date: 
Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 


BENTLEY COLLEGE 
175 FOREST STREET 
WALTHAM, MA 

MA 

SAME 

SAME 

ZURICH INS. 
WC539567204 
12/31/2008 

Not reported 
MARCOR REMEDIATION 
14 JEWEL DRIVE 
WILMINGTON, MA 
Not reported 

39 

JAMES HARER 
11/07/2008 

MARCOR 
9786575445 

Not reported 


Not reported 
Not reported 
Not reported 
03/24/2008 
03/25/2008 
Not reported 
03/10/2008 
300.00 

.00 

Trns 

95421 
AS040970 
AA000179 
AA000145 
2008 
100068980 
ANF-001 
Fifty 

Not reported 
Not reported 
TREE DORMS - MAIL ROO 
-1 
AC000392 
WRITTEN 
Week days: 7AM-3PM Week end: N/A 
Renv 
Fcontain 
Indoors 


Database(s) EPA ID Number 


5105735928 


2-CHAMBERED DECONTAMINATION FACILITY WITH WASH STATION 
ACM WILL BE WET (HAND TO BAG) ACM WILL BE LABELED, PACKAGED & 


TRANSPORTED 
DORMITORY MAIL ROOMS 
Not reported 

Not reported 

Not reported 

5 
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Map ID 
Direction 
Distance 
Elevation — Site 


| MAP FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


BENTLEY COLLEGE (Continued) 5105735928 


Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 


BENTLEY COLLEGE 

175 FOREST STREET 
WALTHAM, MA 

MA 

MIKE MCAVEENEY 
891-891-3448 

Not reported 

Not reported 

Not reported 

Not reported 

NORTHEAST REMEDIATION 
25 STOREY AVENUE #256 
NEWBURYPORT, MA 

Not reported 

47 

SARAH MARCONE 
03/10/2008 

NER 

6173899188 

Not reported 


Not reported 

Not reported 

Not reported 
05/21/2015 
05/29/2015 

Not reported 
05/08/2015 

2745.00 

Not reported 

OTHER TILE/MAST/CAULK/FACIABOAR 
212338 

AS000983 
AA000179 
AA000175 

2015 

100220118 

ANF-001 

HUNDRED 
6178287316 

Not reported 

TREE DORMS-ALDER AND BIRCH HALLS 
-1 

AC000503 
WRITTEN 
7AM-3:30PM 

Renv 

Fcontain 

INDOORS 

3 STAGE DECON 
ALL MATERIALS ARE DOUBLE BAGGED IN 2, 6MIL POLY 
SCHOOL 

Not reported 

Not reported 

Not reported 

0 

BENTLEY COLLEGE 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Owner Address: 175 FOREST STREET 
Owner City: WALTHAM 


Owner State: 
On Site Manager Name: 


MA 
BERNIE FARRELL 


On Site Manager Phone: 6178287316 

Ins Comp: GRANITE STATE INSURANCE COMPANY 
Policy Number: WC-005-31-9696 

EXP Date: 8/15/2015 

Facility Size: 0 

Transporter Name: BRISTOL ENVIRONMENTAL 
Transporter Address: 10 COOK STREET 
Transporter City: BILLERICA 
Transporter State: MA 

Final Site: Not reported 

Certified Name: SHARON JAFFARIAN 
Cert Sign Date: 05/08/2015 

Certified Company: BRISTOL 

Certified Phone: 9782948989 

Entered by: JAFFARS 

Notification: Not reported 

DEP Region: Not reported 

Notifiers Name: Not reported 

Start Date: 06/01/2015 

End Date: 06/05/2015 

Date Entered: Not reported 

Entry Date: 05/15/2015 

Quantity Materical Removed SF: 500.00 

Quantity Material Removed LF: 30.00 

Project Description: PIPEINSUL OTHER ROOF FLASHING 
AR Tracking ID: 212839 

Super Lic Number: AS000983 

Monitor Lic Number: AA000179 

Lab Lic Number: AA000175 

Year: 2015 

Sticker Number: 100220619 

Form Type: ANF-001 

Fee Status: HUNDRED 

Facility Phone: 6178287316 

Sub Town: Not reported 
Worksite: RHODES HALL 
Occupied: -1 

Contractor: AC000873 

Contract Type: VERBAL 

Hours: 7AM-3:30PM 

Project Type: Repr 

Abatement Process: Giv 

Location: INOUTDOORS 
Decon Process: 2 STAGE 

Disposal Methods: ALL MATERIALS DOUBLE BAGGED IN 2, 6MIL POLY 
Facility Usage: COLLEGE 

Waiver Given: Not reported 

DEP Waiver Number: Not reported 

DLWD Waiver Number: Not reported 

Small Owner Occ: 0 

Owner Name: BENTLEY COLLEGE 
Owner Address: 175 FOREST STREET 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


EDR ID Number 
Database(s) EPA ID Number 


BENTLEY COLLEGE (Continued) 5105735928 


Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 


WALTHAM 

MA 

DEB BURBANK 

6178287316 

GRANITE STATE INSURANCE COMPANY 
WC-005-31-9696 

8/15/2015 

0 

BRISTOL ENVIRONMENTAL 
10 COOK STREET 
BILLERICA 

MA 

Not reported 

SHARON JAFFARIAN 
05/15/2015 

BRISTOL 

9782948989 

JAFFARS 


Not reported 

Not reported 

Not reported 
05/29/2003 
06/02/2003 

Not reported 
05/16/2003 

Not reported 
175.00 

Thermal solid core 
25325 

AS060894 
AA000179 
AA000179 

Not reported 
200725 

ANF-001 

60 

(781) 891-2281 
JENNISON HALL 
ATTIC MECH SPACE 
-1 

AC000411 

Not reported 

M-F 7-430 
Renovation 
Glove Bag 
Indoors 

2 CHAMBER 

2 PLY POLY BAG WITH LABEL 
CLASSRMS/OF 
Not reported 

Not reported 

Not reported 

Not reported 
BENTLEY C 

175 FOREST ST 
WALTHAM 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


BENTLEY COLLEGE (Continued) 


Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 


MA 

Not reported 

Not reported 

ZURICH AMER INS CO 
Not reported 

Not reported 

80000 SF 4 FL 
MARCOR REMEDIATION 
14 JEWELL DRIVE 
WILMINGTON 

MA 

41 

PHILLIP LECLERC 
05/14/2003 

Not reported 

(978) 657-5445 

Not reported 


Not reported 
Not reported 
Not reported 
12/14/2007 
12/14/2007 
Not reported 
11/29/2007 
.00 

100.00 

Spr 

92091 
AS035006 
AA000007 
AA000156 
2007 
100065179 
ANF-001 
Fifty 
7818912135 
Not reported 
DANA CENTER 
-1 
AC000411 
WRITTEN 


Week days: 7AM-3:30PM Week end: 


Renv 

Giv,Fcontain 

Indoors 

3 STAGE DECON UNIT 
2 (TWO) - 6 MIL POLY BAG 
EDUCATION 

Not reported 

Not reported 

Not reported 

5 

BENTLEY COLLEGE 
175 FOREST ST. 
WALTHAM, MA 

MA 


EDR ID Number 


Database(s) EPA ID Number 


5105735928 
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Map ID | 


Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


MAP FINDINGS 
Direction 
Distance 
Elevation — Site 
BENTLEY COLLEGE (Continued) 
On Site Manager Name: DEBRA BURBANK 
On Site Manager Phone: SAME 
Ins Comp: ZURICH INS. 
Policy Number: WC539567204 
EXP Date: 12/31/2007 
Facility Size: Not reported 
Transporter Name: MARCOR REMEDIATION 
Transporter Address: 14 JEWEL DRIVE 
Transporter City: WILMINGTON, MA 
Transporter State: Not reported 
Final Site: 47 
Certified Name: CHARLES HUGHES 
Cert Sign Date: 11/29/2007 
Certified Company: MARCOR 
Certified Phone: 9786575445 


Not reported 


Not reported 
Not reported 
Not reported 
12/14/2007 
12/14/2007 
Not reported 
11/29/2007 
.00 

100.00 

Spr 

92092 
AS041809 
AA000007 
AA000156 
2007 
100065180 
ANF-001 
Fifty 
7818912135 
Not reported 
DANA CENTER 
-1 
AC000658 
WRITTEN 


Week days: 7AM-3:30PM Week end: 


Renv 

Giv, Fcontain 

Indoors 

3 STAGE DECON UNIT 
2 (TWO) - 6 MIL POLY BAGS 
EDUCATION 

Not reported 

Not reported 

Not reported 

5 

BENTLEY COLLEGE 
175 FOREST ST 
WALTHAM, MA 

MA 

DEBRA BURBANK 


EDR ID Number 


Database(s) EPA ID Number 


5105735928 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
On Site Manager Phone: SAME 
Ins Comp: ZURICH INS. 
Policy Number: WC539567204 
EXP Date: 12/31/2007 
Facility Size: Not reported 
Transporter Name: MARCOR REMEDIATION 
Transporter Address: 14 JEWEL DRIVE 
Transporter City: WILMINGTON, MA 
Transporter State: Not reported 
Final Site: 47 
Certified Name: CHARLES HUGHES 
Cert Sign Date: 11/29/2007 
Certified Company: MARCOR 
Certified Phone: 9786575445 
Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 05/23/2005 
End Date: 06/23/2005 
Date Entered: Not reported 
Entry Date: 05/09/2005 
Quantity Materical Removed SF: 7150.00 
Quantity Material Removed LF: 4150.00 
Project Description: Spr, Clth, Insl, Trns 
AR Tracking ID: 53206 
Super Lic Number: AS032390 
Monitor Lic Number: AA000179 
Lab Lic Number: AA000179 
Year: 2005 
Sticker Number: 100017134 
Form Type: ANF-001 
Fee Status: Fifty 
Facility Phone: 7818912491 
Sub Town: Not reported 
Worksite: BAKER LIBRARY 
Occupied: -1 
Contractor: AC000432 
Contract Type: VERBAL 
Hours: Week days: 7AM-3:30PM Week end: 
Project Type: Renv 
Abatement Process: Fcontain 
Location: Indoors 
Decon Process: THREE CHAMBER 
Disposal Methods: THOROUGHLY WETTED MATERIALS; (2) 6 MIL BAGGING 
Facility Usage: LIBRARY 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: 5 
Owner Name: BENTLEY COLLEGE 
Owner Address: 175 FOREST STREET 
Owner City: WALTHAM 
Owner State: MA 
On Site Manager Name: JOHN SHENETTE 
On Site Manager Phone: 781-891-2491 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


BENTLEY COLLEGE (Continued) 5105735928 


Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: J.O.B. ROLLOFF 
Transporter Address: P.O. BOX 6037 
Transporter City: CHELSEA 
Transporter State: Not reported 
Final Site: 39 

Certified Name: LARRY HILL 
Cert Sign Date: 05/09/2005 


Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 

Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 

Year: 

Sticker Number: 

Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 

Contractor: 

Contract Type: 

Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 


YANKEE ENVIRONMENTAL 
8008466254 
Not reported 


Not reported 
Not reported 
Not reported 
07/15/2005 
07/18/2005 
Not reported 
06/30/2005 
250.00 
50.00 
Trns,VAT/MASTIC 
55575 
AS034545 
AA000179 
AA000156 
2005 
100019486 
ANF-001 
Fifty 
7818912252 
Not reported 
DANA SPORTS CENTER 
-1 
AC000411 
WRITTEN 


Week days: 7:30-1630 Week end: 


Rpr 

Giv, Encl 

Indoors 

3 STAGE DECON 
2-6 MIL POLYBAGS 
SPORTS CENTER 
Not reported 

Not reported 

Not reported 

5 

BENTLEY COLLEGE 
175 FOREST ST 
WALTHAM 

MA 

CRAIG KILBURN 
SAME 

ZURICH INS, 
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Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 


2 STAGE DECON 
2.6 MIL POLY BAG 
UNIVERSITY 

Not reported 

Not reported 

Not reported 


Small Owner Occ: 5 

Owner Name: BENTLEY COLLEGE 
Owner Address: 175 FOREST STREET 
Owner City: WALTHAM, MA 
Owner State: MA 


On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 


CRAIG KILBURN 
781-891-2252 
ZURICH INS. 
WC5395672 


BENTLEY COLLEGE (Continued) 5105735928 
Policy Number: WC53954672 
EXP Date: 12/31/2005 
Facility Size: Not reported 
Transporter Name: MARCOR REMEDIATION, INC. 
Transporter Address: 14 JEWEL DROVE 
Transporter City: WILMINGTON 
Transporter State: Not reported 
Final Site: 47 
Certified Name: DEREK PARENT 
Cert Sign Date: 06/30/2005 
Certified Company: MARCOR 
Certified Phone: 9786575445 
Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 09/13/2006 
End Date: 09/14/2006 
Date Entered: Not reported 
Entry Date: 08/29/2006 
Quantity Materical Removed SF: 200.00 
Quantity Material Removed LF: .00 
Project Description: Trns 
AR Tracking ID: 72525 
Super Lic Number: AS032488 
Monitor Lic Number: AA000179 
Lab Lic Number: AA000156 
Year: 2006 
Sticker Number: 100038148 
Form Type: ANF-001 
Fee Status: Fifty 
Facility Phone: 7818912252 
Sub Town: Not reported 
Worksite: DANA HALL 
Occupied: -1 
Contractor: AC000411 
Contract Type: Off 
Hours: Week days: 730AM-430P Week end: 
Project Type: Renv 
Abatement Process: Encl 
Location: Indoors 
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Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
EXP Date: 12/31/2006 
Facility Size: Not reported 


Transporter Name: MARCOR REMEDIATION, INC. 
Transporter Address: 14 JEWEL DRIVE 

Transporter City: WILMINGTON, MA 

Transporter State: Not reported 

Final Site: 47 

Certified Name: DEREK PARENT 

Cert Sign Date: 08/29/2006 

Certified Company: MARCOR 

Certified Phone: 9786575445 


Entered by: Not reported 

Notification: 100242159R2 

DEP Region: NE 

Notifiers Name: BRISTOL ENVIRONMENTAL INC 
Start Date: 05/16/2016 

End Date: 07/08/2016 

Date Entered: 17/06/2016 

Entry Date: 06/17/2016 

Quantity Materical Removed SF: 2700 

Quantity Material Removed LF: 2400 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 


OTHER TILE/MASTIC/CAULK/ROOF 


Not reported 
Not reported 
Not reported 
Not reported 


Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
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Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 

BENTLEY COLLEGE (Continued) 5105735928 

Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: 100243669R 1 
DEP Region: NE 
Notifiers Name: NEW ROADS ENVIRONMENTAL SERVICES LLC 
Start Date: 06/02/2016 
End Date: 07/01/2016 
Date Entered: 17/06/2016 
Entry Date: 06/17/2016 
Quantity Materical Removed SF: 8000 
Quantity Material Removed LF: 0 
Project Description: OTHER GLUE DAUBS 
AR Tracking ID: Not reported 
Super Lic Number: Not reported 
Monitor Lic Number: Not reported 
Lab Lic Number: Not reported 
Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
Decon Process: Not reported 
Disposal Methods: Not reported 
Facility Usage: Not reported 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: Not reported 
Owner Name: Not reported 
Owner Address: Not reported 
Owner City: Not reported 
Owner State: Not reported 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
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Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 03/06/2003 
End Date: 03/11/2003 
Date Entered: Not reported 
Entry Date: 02/24/2003 
Quantity Materical Removed SF: 150.00 
Quantity Material Removed LF: Not reported 
Project Description: Transite Board 
AR Tracking ID: 22611 
Super Lic Number: AS060894 
Monitor Lic Number: AA000144 
Lab Lic Number: AA000144 
Year: Not reported 
Sticker Number: 560679 
Form Type: ANF-001 
Fee Status: 50 
Facility Phone: (781) 891-2985 
Sub Town: Not reported 
Worksite: jennison and lindsay hall attic 
Occupied: -1 
Contractor: AC000411 
Contract Type: Not reported 
Hours: m-f 7-330 
Project Type: Renovation 
Abatement Process: Full Containment 
Location: Indoors 
Decon Process: 2 chamber 
Disposal Methods: 2 Ply Poly Bag with Label 
Facility Usage: halls 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: Not reported 
Owner Name: bentley college 
Owner Address: 175 forest street 
Owner City: WALTHAM 
Owner State: MA 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: zurich american ins co 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: 15000 sf 1 fl 
Transporter Name: MARCOR REMEDIATION 
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Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Transporter Address: 14 JEWELL DRIVE 
Transporter City: WILMINGTON 
Transporter State: MA 
Final Site: 41 
Certified Name: phillip leclerc 
Cert Sign Date: 02/20/2003 


Certified Company: 
Certified Phone: 


Not reported 
(978) 657-5445 


Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 05/20/2003 
End Date: 06/04/2003 
Date Entered: Not reported 
Entry Date: 05/06/2003 
Quantity Materical Removed SF: 500.00 
Quantity Material Removed LF: 800.00 


Project Description: 


Boiler Coatings,thermal solid core pipe insulatio 


AR Tracking ID: 24837 
Super Lic Number: AS060894 
Monitor Lic Number: AA000179 
Lab Lic Number: AA000179 
Year: Not reported 
Sticker Number: 200713 
Form Type: ANF-001 
Fee Status: 60 

Facility Phone: (781) 891-2281 
Sub Town: Not reported 
Worksite: Throughout 
Occupied: -1 
Contractor: AC000411 
Contract Type: Not reported 
Hours: 7am-430pm 
Project Type: Renovation 
Abatement Process: Glove Bag 
Location: Indoors 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 


3 stage decon 
2-6 mil poly bags 
COLLEGE DOR 
Not reported 

N/A 

N/A 

Not reported 
Bentley Colege 


Owner Address: 175 FOREST Street 
Owner City: Waltham 
Owner State: MA 


On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 


Not reported 
Not reported 


ZURICH AMERICAN INS. CO. 


Policy Number: WC53954672 

EXP Date: 12/3/103 

Facility Size: 120,000 

Transporter Name: MARCOR REMEDIATION 
Transporter Address: 14 JEWELL DRIVE 
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Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Transporter City: WILMINGTON 
Transporter State: MA 
Final Site: 41 


Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 


Entered by: Ewilliams 

Notification: 100241252R8 

DEP Region: NE 

Notifiers Name: NEW ROADS ENVIRONMENTAL SERVICES LLC 
Start Date: 04/29/2016 

End Date: 07/29/2016 

Date Entered: 15/07/2016 

Entry Date: 07/15/2016 

Quantity Materical Removed SF: 4300 

Quantity Material Removed LF: 7100 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 


Phillip Leclerc 
Not reported 
Not reported 
(978) 657-5445 


TRANSPANEL OTHER SEE REVISION 


Not reported 
Not reported 
Not reported 
Not reported 


Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
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Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


BENTLEY COLLEGE (Continued) 5105735928 


Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 

Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 

Year: 

Sticker Number: 

Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 

Contractor: 

Contract Type: 

Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Not reported 
Not reported 
Not reported 
08/26/2008 
09/08/2008 
Not reported 
08/12/2008 
5200.00 
300.00 
Trns,VAT/DUCT/GLAZ 
102320 
AS041809 
AA000179 
AA000175 
2008 
100076597 
ANF-001 
Fifty 
7818912281 
Not reported 
LINDSEY HALL 
-1 
AC000658 
Off 


Week days: 7:30AM-4PM Week end: 


Renv 

Giv, Fcontain 

Indoors 

3 STAGE DECON 
2.6 MIL POLY 
SCHOOL DORMS 
Not reported 

Not reported 

Not reported 

5 

BENTLEY COLLEGE 
175 FOREST STREET 
WALTHAM, MA 

MA 

BERNIE FARRELL 
SAME 

ZURICH INS. 
WC539567204 
12/31/2008 

Not reported 
MARCOR REMEDIATION 
14 JEWEL DRIVE 
WILMINGTON, MA 
Not reported 
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Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Final Site: 47 
Certified Name: JIM HARER 
Cert Sign Date: 08/12/2008 
Certified Company: MARCOR 
Certified Phone: 9786575445 
Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 07/28/2010 
End Date: 07/29/2010 
Date Entered: Not reported 
Entry Date: 07/15/2010 
Quantity Materical Removed SF: 30.00 
Quantity Material Removed LF: .00 
Project Description: Other: 
AR Tracking ID: 129153 
Super Lic Number: AS033703 
Monitor Lic Number: AA000005 
Lab Lic Number: AA000175 
Year: 2010 
Sticker Number: 100109739 
Form Type: ANF-001 
Fee Status: Fifty 
Facility Phone: 7818912205 
Sub Town: Not reported 
Worksite: LACAVA HALL 
Occupied: -1 
Contractor: AC000411 
Contract Type: WRITTEN 
Hours: Week days: 7AM-15:30P Week end: 0 
Project Type: Rpr 
Abatement Process: Fcontain 
Location: Indoors 
Decon Process: 3 STAGE DECON 
Disposal Methods: 2-6 MIL POLY 
Facility Usage: CAFETARIA 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: 5 
Owner Name: BENTLEY COLLEGE 
Owner Address: 175 FOREST STREET 
Owner City: WALTHAM 
Owner State: MA 
On Site Manager Name: BERNIE FARRELL 
On Site Manager Phone: SAME 
Ins Comp: AIG 
Policy Number: 6506627 
EXP Date: 7/14/2011 
Facility Size: Not reported 
Transporter Name: MARCOR ENVIRONMENTAL 
Transporter Address: 14 JEWEL DRIVE 
Transporter City: WILMINGTON 
Transporter State: Not reported 
Final Site: 39 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


BENTLEY COLLEGE (Continued) 


Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 


RANDY SCOTT 
07/15/2010 

Not reported 
Not reported 
Not reported 


Not reported 
Not reported 
Not reported 
10/02/2007 
10/03/2007 
Not reported 
09/18/2007 
.00 

20.00 

Other: 
88732 
AS032488 
AA000179 
AA000156 
2007 
100061625 
ANF-001 
Fifty 
7818913448 
Not reported 
MORRISON HALL 
-1 
AC000411 
WRITTEN 


Week days: 7:30-4:30 Week end: 


Rpr 

Giv 

Indoors 

N/A - GLOVEBAGS 
2 (TWO) - 6 MIL POLY BAGS 
HOUSING 

Not reported 

Not reported 

Not reported 

5 

BENTLEY COLLEGE 
175 FOREST ST. 
WALTHAM, MA 

MA 

MIKE ACAVEENEY 
SAME 

ZURICH INS. 
WC539567204 
12/31/2007 

Not reported 
MARCOR REMEDIATION INC. 
14 JEWEL DRIVE 
WILMINGTON, MA 
Not reported 

47 

DEREK PARENT 


EDR ID Number 


Database(s) EPA ID Number 


5105735928 
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Map ID | 
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Distance 
Elevation — Site 


BENTLEY COLLEGE (Continued) 


Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 


09/18/2007 
MARCOR 
9786575445 
Not reported 


100241252R2 
NE 


NEW ROADS ENVIRONMENTAL SERVICES LLC 


04/29/2016 
05/16/2016 
05/05/2016 
05/05/2016 
4300 
7100 


TRANSPANEL OTHER SEE REVISION 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5105735928 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


BENTLEY COLLEGE (Continued) 


Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 


Not reported 
Not reported 
Not reported 


100241252R3 
NE 


NEW ROADS ENVIRONMENTAL SERVICES LLC 


04/29/2016 
05/16/2016 
05/05/2016 
05/05/2016 
4300 
7100 


TRANSPANEL OTHER SEE REVISION 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5105735928 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


BENTLEY COLLEGE (Continued) 


Certified Phone: 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 


Not reported 
Not reported 


Not reported 

Not reported 

Not reported 
07/22/2002 
11/01/2002 

Not reported 
07/11/2002 
103.00 

15590.00 

Boiler Coatings 
16455 
AS041152 
AA000144 
AA000162 

2002 

561710 

ANF-001 

50 

Not reported 

Not reported 
Bldgs 133, 134, 135 136, 137, 
0 

AC000461 

Not reported 
7am-5pm 
Demolition 
Disposal Only 
Indoors 

2 chamber 

Wet 2 Ply Poly Bag 
N/A 

0 

N/A 

N/A 

0 

Bentley College 
175 Forest Street 
WALTHAM 

MA 

Not reported 

Not reported 

N/A 

N/A 

N/A 

N/A 
MCCONNELL ENTERPRISES INC 
10 ICE HOUSE LANE PO BOX 187 
ESSEX 

MA 

39 

Christy Kiriacopoulos 
07/08/2002 

Not reported 
(781) 849-5959 


EDR ID Number 


Database(s) EPA ID Number 


5105735928 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


BENTLEY COLLEGE (Continued) 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


EDR ID Number 
Database(s) EPA ID Number 


5105735928 
Not reported 


100241252R1 
NE 

NEW ROADS ENVIRONMENTAL SERVICES LLC 
04/29/2016 
05/16/2016 
02/05/2016 
05/02/2016 
4300 

7100 
TRANSPANEL OTHER SEE REVISION 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


TC5505005.2s Page 528 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


BENTLEY COLLEGE (Continued) 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 


Disposal Methods: 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Not reported 
Not reported 
Not reported 
09/01/2016 
09/08/2016 
Not reported 
08/18/2016 
.00 

15.00 
PIPEINSUL 
246498 
AS034717 
Not reported 
AA000197 
2016 
100249354 
ANF-001 
HUNDRED 
9784208311 
Not reported 
JENNISON HALL 
-1 
AC000822 
WRITTEN 
7AM-5PM 
Renv 
Fcontain 
INDOORS 


NEGATIVE PRESURRE ENCLOSURE WITH 6MIL POLY AND CONTIGUOUS 3 CHAMBER 


DECON 


MATERIAL WILL REMAIN WET AND PLACED IN DOUBLE LAYER 6MIL POLY LABELED 


BAGS 

COLLEGE BUILDING 
Not reported 

Not reported 

Not reported 

0 

BENTLEY COLLEGE 
175 FOREST STREET 
WALTHAM 

MA 

TOM KANE 
7819812340 

NA 

NA 

12/31/2016 

123000 

NEWROADS ENVIRONMENTAL SERVICES 
338 HOWARD STREET 
BROCKTON 

MA 

Not reported 

ERIC AMPUJA 
08/18/2016 
NEWROADS ENVIRONMENTAL 
5088978007 

EAMPUJA 


Database(s) 


EDR ID Number 
EPA ID Number 


5105735928 
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Map ID 
Direction 
Distance 


Elevation 


Site 


BENTLEY COLLEGE (Continued) 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 


MAP FINDINGS 


EDR ID Number 
Database(s) EPA ID Number 


5105735928 


100220118R1 
NE 
BRISTOL ENVIRONMENTAL INC 
05/21/2015 
06/03/2015 
28/05/2015 
05/28/2015 
2745 

Not reported 
OTHER TILE/MAST/CAULK/FACIABOAR 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


100242159R4 
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Map ID 
Direction 
Distance 


Elevation 


Site 


BENTLEY COLLEGE (Continued) 


DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 


MAP FINDINGS 


EDR ID Number 
Database(s) EPA ID Number 


5105735928 


NE 
BRISTOL ENVIRONMENTAL INC 
05/16/2016 
07/15/2016 
07/07/2016 
07/07/2016 
2700 

2400 
OTHER TILE/MASTIC/CAULK/ROOF 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Not reported 
Not reported 
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Map ID | MAP FINDINGS 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Notifiers Name: Not reported 
Start Date: 06/16/2005 
End Date: 06/17/2005 
Date Entered: Not reported 
Entry Date: 06/02/2005 
Quantity Materical Removed SF: 80.00 
Quantity Material Removed LF: 920.00 
Project Description: Trns 
AR Tracking ID: 54329 
Super Lic Number: AS034545 
Monitor Lic Number: AA000179 
Lab Lic Number: AA000156 
Year: 2005 
Sticker Number: 100018198 
Form Type: ANF-001 
Fee Status: Fifty 
Facility Phone: 7818912252 
Sub Town: Not reported 
Worksite: COLLINS HALL 
Occupied: 0 
Contractor: AC000411 
Contract Type: WRITTEN 
Hours: Week days: 7AM-1530 Week end: 
Project Type: Renv 
Abatement Process: Encl 
Location: Indoors 


2 STAGE DECON 
2-6 MIL POLYBAGS 
CLASSROOM 

Not reported 

Not reported 

Not reported 

5 

BENTLEY COLLEGE 
175 FORREST STREET 
WALTHAM 

MA 

CRAIG KILBURN 
SAME 

ZURICH INS. 
WC53954672 
12/31/2005 

Not reported 


MARCOR REMEDIATION, INC. 


14 JEWEL DRIVE 
WILMINGTON 
Not reported 

47 

JAMES HARER 
06/02/2005 
MARCOR 
9786575445 

Not reported 


Not reported 
Not reported 
Not reported 


TC5505005.2s Page 532 


Map ID 
Direction 
Distance 


Elevation 


Site 


BENTLEY COLLEGE (Continued) 


Start Date: 
End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 


MAP FINDINGS 


Database(s) 


05/16/2016 
06/13/2016 

Not reported 
05/03/2016 

2700.00 

2400.00 

OTHER TILE/MASTIC/CAULK/ROOF 
237483 

AS001206 

AA000179 

AA000175 

2016 

100242159 

ANF-001 

HUNDRED 
7814249306 

Not reported 

TREE DORMS, BIRCH, CEDAR AND ELM 
-1 

AC000503 

WRITTEN 
7AM-330PM 

Repr, Renv 
Encl,Fcontain 
INDOORS 

3 STAGE DECON 

ALL MATERIALS DOUBLE BAGGED IN 2, 6MIL POLY 
SCHOOLING 

Not reported 

Not reported 

Not reported 

0 

BENTLEY COLLEGE 
175 FOREST STREET 
WALTHAM 

MA 

MATT 

7814249306 
GRANITE STATE INSURANCE COMPANY 
WC-005-31-9696 
8/15/2016 

0 

BRISTOL ENVIRONMENTAL 
10 COOK STREET 
BILLERICA 

MA 

Not reported 

SHARON JAFFARIAN 
05/03/2016 

RISTOL 

9782948989 
JAFFARS 


Not reported 
Not reported 
Not reported 
05/16/2016 


EDR ID Number 
EPA ID Number 


5105735928 
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Map ID | MAP FINDINGS 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
End Date: 06/13/2016 
Date Entered: Not reported 
Entry Date: 05/03/2016 
Quantity Materical Removed SF: 2700.00 
Quantity Material Removed LF: 2400.00 
Project Description: OTHER TILE/MASTIC/CAULK/ROOF 
AR Tracking ID: 237484 
Super Lic Number: AS001206 
Monitor Lic Number: AA000179 
Lab Lic Number: AA000175 
Year: 2016 
Sticker Number: 100242162 
Form Type: ANF-001 
Fee Status: HUNDRED 
Facility Phone: 7814249306 
Sub Town: Not reported 
Worksite: TREE DORMS, BIRCH, CEDAR AND ELM 
Occupied: -1 
Contractor: AC000873 
Contract Type: WRITTEN 
Hours: 7AM-3:30PM 
Project Type: Repr, Renv 
Abatement Process: Encl,Fcontain 
Location: INDOORS 


3 STAGE DECON 

ALL MATERIALS DOUBLE BAGGED IN 2, 6MIL POLY 
SCHOOLING 

Not reported 

Not reported 

Not reported 

0 

BENTELY COLLEGE 

175 FOREST STREET 
WALTHAM 

MA 

MATT 

7814349306 

GRANITE STATE INSURANCE COMPANY 
WC-005-31-9696 

8/16/2016 

0 

BRISTOL ENVIRONMENTAL 
10 COOK STREET 
BILLERICA 

MA 

Not reported 

SHARON JAFFARIAN 
05/03/2016 

BRISTOL 

9782948989 

JAFFARS 


Not reported 
Not reported 
Not reported 
11/07/2002 
11/09/2002 
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Map ID 
Direction 
Distance 


Elevation 


Site 


BENTLEY COLLEGE (Continued) 


Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 


MAP FINDINGS 


Not reported 
10/23/2002 
600.00 

.00 

floortile 

16222 
AS060754 
AA000144 
AA000144 

2002 

559030 

ANF-001 

50 

(781) 891-2082 
Not reported 
former print shop 
-1 

AC000411 

Not reported 

m-f 4p-12m 
Renovation 

Full Containment 
Indoors 

2 chamber 

2 Ply Poly Bag with Label 
mail room 

0 

Not reported 

Not reported 

-1 

bentley college 
175 forest street 
WALTHAM 

MA 

Not reported 

Not reported 
liberty mutual 
Not reported 

Not reported 
10000 sf 2 fl 
MARCOR REMEDIATION 
14 JEWELL DRIVE 
WILMINGTON 
MA 

41 

phillip leclerc 
Not reported 

Not reported 
(978) 657-5445 
Not reported 


Not reported 
Not reported 
Not reported 
11/07/2002 
11/09/2002 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5105735928 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


BENTLEY COLLEGE (Continued) 


Entry Date: 10/23/2002 
Quantity Materical Removed SF: 600.00 

Quantity Material Removed LF: .00 

Project Description: floortile 

AR Tracking ID: 16223 

Super Lic Number: AS031782 
Monitor Lic Number: AA000144 

Lab Lic Number: AA000144 

Year: 2002 

Sticker Number: 559031 

Form Type: ANF-001 

Fee Status: 50 

Facility Phone: (781) 891-2082 
Sub Town: Not reported 
Worksite: former print shop 
Occupied: -1 

Contractor: AC000552 
Contract Type: Not reported 
Hours: m-f 4p-12m 
Project Type: Renovation 
Abatement Process: Full Containment 
Location: Indoors 

Decon Process: 2 chamber 
Disposal Methods: 2 Ply Poly Bag with Label 
Facility Usage: mail room 
Waiver Given: 0 


DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Not reported 
Not reported 

-1 

bentley college 
175 forest street 
WALTHAM 

MA 

Not reported 
Not reported 
liberty mutual 
Not reported 
Not reported 
10000 sf 2 fl 
LABORSOURCECORP 
65 MERRIMACK STREET 
LAWRENCE 
MA 

41 

phillip leclerc 
Not reported 
Not reported 
(978) 657-5445 
Not reported 


100241252R4 

NE 

NEW ROADS ENVIRONMENTAL SERVICES LLC 
04/29/2016 

06/10/2016 

12/05/2016 

05/12/2016 


EDR ID Number 


Database(s) EPA ID Number 


5105735928 
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Map ID 
Direction 
Distance 


Elevation 


Site 


BENTLEY COLLEGE (Continued) 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


MAP FINDINGS 


EDR ID Number 
Database(s) EPA ID Number 


5105735928 


4300 

7100 
TRANSPANEL OTHER SEE REVISION 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Not reported 
Not reported 
Not reported 
07/11/2016 
09/30/2016 
Not reported 
06/30/2016 
18000.00 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


BENTLEY COLLEGE (Continued) 


Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 


Disposal Methods: 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 


EDR ID Number 
Database(s) EPA ID Number 


5105735928 


Not reported 

OTHER ROOFING FELT UNDERLAYMENT 

242494 

AS000000 

Not reported 

AA000197 

2016 

100246362 

ANF-001 

HUNDRED 

9784208311 

Not reported 

JENNISON HALL 

-1 

ACO000000 

WRITTEN 

6AM-4PM 

Oth:ROOF REPLACEMENT 

oth: NON-FRIABLE CLASS 1 ROOFING MATERIALS 
OUTDOORS 

ALL AREAS BELOW WORK AREA DOUBLE LINES WITH POLY, BUFFER ZONE 
ESTABLISHED WITH ASBESTOS TAPE ,SIGNAGE, TAPE OFF ALL WINDOWS WITHIN 
AREA ,SHUT DOWN ENTER AND EXITS. ENTER LOG IN DAILY 
PLACE ALL ACM IN AM LABELED POLY BAGS DOUBLE LINED CONTAINER PROVIDE 6 
SIDES WEATHER TIGHT. 

UNIVERSITY 

Not reported 

Not reported 

Not reported 

0 

BENTLY COLLEGE 

175 FOREST STREET 

WALTHAM 

MA 

TOM KANE 

9784208311 

FIRST NIAGARA RISK MANAGEMNT 

5092135533 

5/1/2017 

123000 

EZ DISPOSAL SERVICES 

20 RAILROAD STREET 

REVERE 

MA 

Not reported 

JON BATES 

06/30/2016 

TITAN ROOFING INC. 

5057550487 

JMAGUIRE 


Not reported 
Not reported 
Not reported 
04/30/2007 
05/07/2007 
Not reported 
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Map ID | MAP FINDINGS 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Entry Date: 04/16/2007 
Quantity Materical Removed SF: 1550.00 
Quantity Material Removed LF: 200.00 
Project Description: Ctr, Spr, Insl, Trns 
AR Tracking ID: 81784 
Super Lic Number: AS032488 
Monitor Lic Number: AA000179 
Lab Lic Number: AA000156 
Year: 2007 
Sticker Number: 100054129 
Form Type: ANF-001 
Fee Status: Fifty 
Facility Phone: 7818913448 
Sub Town: Not reported 
Worksite: TREE DORM 
Occupied: -1 
Contractor: AC000411 
Contract Type: WRITTEN 
Hours: Week days: 730AM-430P Week end: 
Project Type: Renv 
Abatement Process: Giv, Encl 
Location: Indoors 


3 STAGE DECON 
2-6 MIL ;POLYBAGS 
COLLEGE DORM 
Not reported 

Not reported 

Not reported 

5 

BENTLEY COLLEGE 
175 FOREST ST 
WALTHAM 

MA 

MIKE MCAVEENEY 
SAME 

ZURICH INS. 
WC539567204 
12/31/2007 

Not reported 


MARCOR REMEDIATION, INC. 


14 JEWEL DRIVE 
WILMINGTON 
Not reported 

47 

DEREK PARENT 
04/16/2007 
MARCOR 
9786575445 

Not reported 


Not reported 
Not reported 
Not reported 
04/30/2007 
05/07/2007 
Not reported 
04/16/2007 
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Direction 


Distance 
Elevation — Site 


BENTLEY COLLEGE (Continued) 
Quantity Materical Removed SF: 1550.00 


Quantity Material Removed LF: 200.00 

Project Description: Ctr, Spr, Insl, Trns 
AR Tracking ID: 81787 

Super Lic Number: AS041809 

Monitor Lic Number: AA000179 

Lab Lic Number: AA000156 

Year: 2007 

Sticker Number: 100054131 

Form Type: ANF-001 

Fee Status: Fifty 

Facility Phone: 7818913448 

Sub Town: Not reported 
Worksite: TREE DORM 
Occupied: -1 

Contractor: AC000658 

Contract Type: WRITTEN 

Hours: Week days: 730AM-430P Week end: 
Project Type: Renv 

Abatement Process: Giv, Encl 

Location: Indoors 

Decon Process: 3 STAGE DECON 
Disposal Methods: 2-6 MIL POLYBAGS 
Facility Usage: COLLEGE DORM 
Waiver Given: Not reported 

DEP Waiver Number: Not reported 

DLWD Waiver Number: Not reported 

Small Owner Occ: 5 

Owner Name: BENTLEY COLLEGE 
Owner Address: 175 FOREST STREET 
Owner City: WALTHAM 

Owner State: MA 

On Site Manager Name: MIKE MCAVEENEY 
On Site Manager Phone: SAME 

Ins Comp: ZURICH INS. 

Policy Number: WC539567204 

EXP Date: 12/31/2007 

Facility Size: Not reported 
Transporter Name: MARCOR REMEDIATION, INC. 
Transporter Address: 14 JEWEL DRIVE 
Transporter City: WILMINGTON 
Transporter State: Not reported 

Final Site: 47 

Certified Name: DEREK PARENT 
Cert Sign Date: 04/16/2007 

Certified Company: MARCOR 

Certified Phone: 9786575445 
Entered by: Not reported 
Notification: Not reported 

DEP Region: Not reported 
Notifiers Name: Not reported 

Start Date: 06/10/2003 

End Date: 06/13/2003 

Date Entered: Not reported 

Entry Date: 05/29/2003 


Quantity Materical Removed SF: 200.00 


EDR ID Number 


Database(s) EPA ID Number 


5105735928 
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Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Quantity Material Removed LF: Not reported 
Project Description: VAT/MASTIC 
AR Tracking ID: 25809 
Super Lic Number: AS060894 


Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 

Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Not reported 

Not reported 

Not reported 

201166 

ANF-001 

60 

(781) 891-2281 

Not reported 
THROUGHOUT BUILDING 
-1 

AC000411 

Not reported 
7AM-4:30PM 
Renovation 

FUL CONTAINMENT 
Indoors 

3 STAGE DECON 

2-6 MIL POLY BAGS 
DORMITORIES 

Not reported 

N/A 

N/A 

Not reported 
BENTLEY TREE DOMITORIES 
175 FOREST STREET 
WALTHAM 

MA 

Not reported 

Not reported 
ZURICH-AMERICAN INS. CO. 
WC53954672 
12/31/03 

120,000 

MARCOR REMEDIATION 
14 JEWELL DRIVE 
WILMINGTON 

MA 

41 

PHILLIP LECLERC 
05/27/2003 

Not reported 

(978) 657-5445 

Not reported 


Not reported 
Not reported 
Not reported 
06/02/2016 
06/17/2016 
Not reported 
05/23/2016 
8000.00 

.00 
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Map ID 
Direction 
Distance 
Elevation — Site 
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EDR ID Number 


Database(s) EPA ID Number 


BENTLEY COLLEGE (Continued) 5105735928 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 


Disposal Methods: 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 

Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 


OTHER GLUE DAUBS 
239211 
AS034717 

Not reported 
AA000197 

2016 

100243669 
ANF-001 
HUNDRED 
9784208311 

Not reported 
JENNISON HALL 
-1 

AC000822 
WRITTEN 
7AM-4PM 

Renv 

Fcontain 
INDOORS 


NEGATIVE PRESURE ENCLOSURE WITH 6MIL POLY AND CONTIGUOUS 3 CHAMBER 


DECON 


MATERIAL WILL REMAIN WET AND PLACED IN DOUBLE LAYER 6MIL POLY LABELED 


BAGS 

COLLEGE BUILDING 
Not reported 

Not reported 

Not reported 

0 

BENTLEY COLLEGE 
175 FOREST STREET 
WALTHAM 

MA 

TOM KANE 
7819812340 

NA 

NA 

12/31/2016 

123000 

NEWROADS ENVIRONMENTAL SERVICES 
338 HOWARD STREET 
BROCKTON 

MA 

Not reported 

ERIC AMPUJA 
05/23/2016 
NEWROADS ENVIRONMENTAL 
5088978007 

EAMPUJA 


Not reported 
Not reported 
Not reported 
03/14/2012 
03/16/2012 
Not reported 
02/29/2012 
200.00 
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Map ID 
Direction 
Distance 
Elevation — Site 


| MAP FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


BENTLEY COLLEGE (Continued) 5105735928 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 

Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 


700.00 

Trns,RPGKT/GLUE 

154490 

AS041768 

AA000179 

AA000145 

2012 

100143531 

ANF-001 

Fifty 

7812139198 

Not reported 

LACAVA 2ND FL AND HALL 
-1 

AC000392 

WRITTEN 

Week days: 7AM-3PM Week end: N/A 
Renv 

Giv, Fcontain 

Indoors 

3-CHAMBERED DECONTAMINATION FACILITY WITH SHOWER STATION. 
ACM WILL BE WET (HAND TO BAG) ACM WILL BE LABELED, PAKCAGED & 
TRANSPORTED. 
UNIVERSITY 

Not reported 

Not reported 

Not reported 

5 

BENTLY UNIVERSITY 

175 FOREST STREET 
WALTHAM, MA 

MA 

BERNIE FARRELL 

781 891 2281 

Not reported 

Not reported 

Not reported 

Not reported 

NORTHEAST REMEDIATION 
25 STOREY AVENUE £ 256 
NEWBRUYPORT, MA 

Not reported 

7 

WENDY CARIAS 
02/29/2012 

NER 

6173899188 

Not reported 


Not reported 
Not reported 
Not reported 
06/30/2005 
06/30/2005 
Not reported 
06/28/2005 
.00 
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Decon Process: 
Disposal Methods: 


2 STAGE DECON 
2-6 MIL POLYBAGS 


Facility Usage: SPORTS CENTER 
Waiver Given: Not reported 

DEP Waiver Number: 0506936 

DLWD Waiver Number: SP05164 

Small Owner Occ: 5 

Owner Name: BENTLEY COLLEGE 
Owner Address: 175 FOREST ST 
Owner City: WALTHAM 

Owner State: MA 

On Site Manager Name: CRAIG KILBURN 
On Site Manager Phone: SAME 

Ins Comp: ZURICH INS. 
Policy Number: WC53954672 

EXP Date: 12/31/2005 

Facility Size: Not reported 
Transporter Name: MARCOR REMEDIATION, INC. 
Transporter Address: 14 JEWEL DRIVE 
Transporter City: WILMINGTON 
Transporter State: Not reported 

Final Site: 47 

Certified Name: DEREK PARENT 
Cert Sign Date: 06/28/2005 
Certified Company: MARCOR 

Certified Phone: 9786575445 


Entered by: Not reported 

Notification: 100241252R7 

DEP Region: NE 

Notifiers Name: NEW ROADS ENVIRONMENTAL SERVICES LLC 
Start Date: 04/29/2016 

End Date: 07/15/2016 

Date Entered: 29/06/2016 

Entry Date: 06/29/2016 

Quantity Materical Removed SF: 4300 

Quantity Material Removed LF: 7100 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Quantity Material Removed LF: 50.00 
Project Description: Other:0 
AR Tracking ID: 55441 
Super Lic Number: AS033703 
Monitor Lic Number: AA000179 
Lab Lic Number: AA000156 
Year: 2005 
Sticker Number: 100019350 
Form Type: ANF-001 
Fee Status: Fifty 
Facility Phone: 7818912252 
Sub Town: Not reported 
Worksite: DANA SPORTS CENTER 
Occupied: -1 
Contractor: AC000411 
Contract Type: WRITTEN 
Hours: Week days: 7:30-1630 Week end: 
Project Type: Rpr 
Abatement Process: Giv 
Location: Indoors 
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Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 

BENTLEY COLLEGE (Continued) 5105735928 

Project Description: TRANSPANEL OTHER SEE REVISION 
AR Tracking ID: Not reported 
Super Lic Number: Not reported 
Monitor Lic Number: Not reported 
Lab Lic Number: Not reported 
Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
Decon Process: Not reported 
Disposal Methods: Not reported 
Facility Usage: Not reported 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: Not reported 
Owner Name: Not reported 
Owner Address: Not reported 
Owner City: Not reported 
Owner State: Not reported 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 06/24/2010 
End Date: 06/28/2010 
Date Entered: Not reported 
Entry Date: 06/11/2010 
Quantity Materical Removed SF: 600.00 
Quantity Material Removed LF: .00 
Project Description: Trns 
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Map ID | MAP FINDINGS 
Direction 


Distance EDR ID Number 


Elevation — Site 


BENTLEY COLLEGE (Continued) 


AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered_by: 


Notification: 

DEP Region: 

Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 


127673 
AS035366 
AA000179 
AA000175 
2010 
100107705 
ANF-001 
Fifty 
6175492579 
Not reported 
LACAVA HALL 
-1 
AC000411 
Off 


Week days: 7AM-330PM Week end: 


Renv 

Fcontain 

Indoors 

3 STAGE DECON 
2-6MIL POLY 
SCHOOL 

Not reported 

Not reported 

Not reported 

5 

BENTLEY COLLEGE 
175 FOREST STEET 
WALTHAM, MA 
MA 

BERNIE FARRELL 
SAME 

AIG INTELLIRISK 
#6506627 
7/10/2010 

Not reported 
MARCOR 

14 JEWEL DRIVE 
WILMINGTON, MA 
Not reported 

39 

RANDY SCOTT 
06/11/2010 
MARCOR 
9786575445 

Not reported 


Not reported 
Not reported 
Not reported 
02/03/2006 
02/03/2006 
Not reported 
02/07/2006 
Not reported 
100.00 
Cloths 
64220 


Database(s) EPA ID Number 


5105735928 
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Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 


AS REQUIRED 

WET 2 PLY POLY BAG 
Not reported 

-1 


DEP Waiver Number: 0602987 

DLWD Waiver Number: PT0603 

Small Owner Occ: Not reported 

Owner Name: BENTLEY COLLEGE 
Owner Address: 175 FOREST ST 
Owner City: WALTHAM 

Owner State: MA 


On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 


Not reported 
Not reported 
Not reported 
Not reported 


EXP Date: Not reported 

Facility Size: Not reported 
Transporter Name: JOB ROLLOFF TRANS 
Transporter Address: POB 6037 

Transporter City: CHELSEA 

Transporter State: MA 

Final Site: 9 

Certified Name: JAMES STADNICKI 
Cert Sign Date: 02/03/2006 


Certified Company: 
Certified Phone: 


Not reported 
Not reported 


Entered by: mmitchell 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 11/10/2004 
End Date: 11/12/2004 
Date Entered: Not reported 
Entry Date: 10/27/2004 
Quantity Materical Removed SF: .00 

Quantity Material Removed LF: 20.00 
Project Description: Other:0 

AR Tracking ID: 46594 
Super Lic Number: AS040869 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Super Lic Number: AS052543 
Monitor Lic Number: Not reported 
Lab Lic Number: AA000144 
Year: Not reported 
Sticker Number: 302799 
Form Type: ANF-001 
Fee Status: F 
Facility Phone: (781) 891-2281 
Sub Town: Not reported 
Worksite: MANHOLES #1,3,4 AND 5 IN UPPER CAMPUS 
Occupied: Not reported 
Contractor: AC000490 
Contract Type: Not reported 
Hours: 3-6P 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
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EDR ID Number 


Database(s) EPA ID Number 


BENTLEY COLLEGE (Continued) 5105735928 


Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 

Monitor Lic Number: 


Not reported 
AA000177 

2004 

100010830 

ANF-001 

Fifty 

7818912252 

Not reported 
OUTSIDE 

-1 

AC000151 

Off 

Week days: 7-4PM Week end: 
Oth: OUTSIDE 

Encl 

Not reported 
APPROPRIATE DECON SYSTEM PRESCRIBED BY DLI WILL BE USED 
ALL ACM WILL BE WET AND DOUBLE BAGGED IN 6 MIL LABELED BAGS 
COLLEGE 

Not reported 

Not reported 

Not reported 

5 

BENTLEY COLLEGE 
175 FOREST 
WALTHAM 

MA 

DEBRA BURBANK 
Not reported 
FEDERAL INSURANCE COMPANY 
6KUB972X744 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

39 

CHARLES SMITH 
10/27/2004 

Not reported 
7817699310 

Not reported 


Not reported 
Not reported 
Not reported 
09/25/2006 
09/29/2006 
Not reported 
09/08/2006 
1700.00 

.00 

Trns 

72987 
AS032488 
AA000179 
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Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


BENTLEY COLLEGE (Continued) 5105735928 


Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 

Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 

Monitor Lic Number: 

Lab Lic Number: 


AA000156 
2006 
100038626 
ANF-001 
Fifty 
7818912252 
Not reported 
DOVE COTE 
-1 
AC000411 
Off 


Week days: 730AM-430P Week end: 


Renv 

Encl 

Indoors 

3 STAGE DECON 
2.6 MIL POLY BAG 
SCHOOL 

Not reported 

Not reported 

Not reported 

5 

BENTLEY COLLEGE 
175 FOREST STREET 
WALTHAM, MA 
MA 

CRAIG KILBURN 
781-891-2252 
ZURICH 
WC5395672 
12/31/2006 

Not reported 
MARCOR 

14 JEWEL DRIVE 
WILMINGTON, MA 
Not reported 

47 

DEREK PARENT 
09/08/2006 
MARCOR 
9786575445 

Not reported 


Not reported 
Not reported 
Not reported 
02/14/2003 
02/15/2003 
Not reported 
01/15/2003 
1400.00 

Not reported 
floor tile 
21751 
AS031782 
AA000144 
AA000144 
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Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 


2 Ply Poly Bag with Label 
offices 

Not reported 

Not reported 

Not reported 

-1 

bentley college 


Owner Address: 175 forest street 
Owner City: WALTHAM 
Owner State: MA 


On Site Manager Name: 
On Site Manager Phone: 


Not reported 
Not reported 


Ins Comp: zurich american ins co 
Policy Number: Not reported 

EXP Date: Not reported 

Facility Size: 15000 sf 1 fl 
Transporter Name: LABORSOURCECORP 
Transporter Address: 65 MERRIMACK STREET 
Transporter City: LAWRENCE 
Transporter State: MA 

Final Site: 41 

Certified Name: phillip leclerc 

Cert Sign Date: 01/14/2003 


Certified Company: 
Certified Phone: 


Not reported 
(978) 657-5445 


Entered by: SWhite 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 07/08/2004 
End Date: 07/09/2004 
Date Entered: Not reported 
Entry Date: 06/08/2004 
Quantity Materical Removed SF: 400.00 
Quantity Material Removed LF: .00 

Project Description: Trns 

AR Tracking ID: 40618 
Super Lic Number: AS033807 
Monitor Lic Number: AA000179 
Lab Lic Number: AA000179 
Year: 2004 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) $105735928 
Year: Not reported 
Sticker Number: 559900 
Form Type: ANF-001 
Fee Status: 50 
Facility Phone: (781) 891-2082 
Sub Town: Not reported 
Worksite: main floor offices 
Occupied: -1 
Contractor: AC000552 
Contract Type: Not reported 
Hours: m-f 430p-12m 
Project Type: Renovation 
Abatement Process: Full Containment 
Location: Indoors 
Decon Process: 2 chamber 
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Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 


2 STAGE DECON 
2-6 MIL POLYBAGS 
POLICE STATION 
Not reported 

Not reported 

Not reported 


Small Owner Occ: 5 

Owner Name: BENTLEY COLLEGE 
Owner Address: 175 FOREST STREET 
Owner City: WALTHAM 

Owner State: MA 

On Site Manager Name: CRAIG KILBURN 

On Site Manager Phone: SAME 

Ins Comp: ZURICH INSURANCE 
Policy Number: WC53954672 

EXP Date: 12/31/2004 

Facility Size: 10,000 

Transporter Name: MARCOR REMEDIATION, INC. 
Transporter Address: 14 JEWEL DRIVE 
Transporter City: WILMINGTON 
Transporter State: Not reported 

Final Site: 47 

Certified Name: DEREK PARENT 

Cert Sign Date: 06/08/2004 

Certified Company: MARCOR 

Certified Phone: 9786575445 


Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 07/08/2004 
End Date: 07/09/2004 
Date Entered: Not reported 
Entry Date: 06/08/2004 
Quantity Materical Removed SF: 400.00 
Quantity Material Removed LF: .00 

Project Description: Trns 

AR Tracking ID: 40610 
Super Lic Number: AS033703 
Monitor Lic Number: AA000179 
Lab Lic Number: AA000179 
Year: 2004 
Sticker Number: 100005669 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Sticker Number: 100005675 
Form Type: ANF-001 
Fee Status: Fifty 
Facility Phone: 7818912205 
Sub Town: Not reported 
Worksite: POLICE STATION 
Occupied: 0 
Contractor: AC000552 
Contract Type: Off 
Hours: Week days: 730AM-1630 Week end: 
Project Type: Renv 
Abatement Process: Encl 
Location: Indoors 
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Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 


2 STAGE DECON 
2-6 MIL POLYBAGS 
POLICE STATION 
Not reported 

Not reported 

Not reported 


Small Owner Occ: 5 

Owner Name: BENTLEY COLLEGE 
Owner Address: 175 FOREST STREET 
Owner City: WALTHAM 

Owner State: MA 

On Site Manager Name: CRAIG KILBURN 

On Site Manager Phone: SAME 

Ins Comp: ZURICH INSURANCE 
Policy Number: WC53954672 

EXP Date: 12/31/2004 

Facility Size: 10,000 

Transporter Name: MARCOR REMEDIATION, INC 
Transporter Address: 14 JEWEL DRIVE 
Transporter City: WILMINGTON 
Transporter State: Not reported 

Final Site: 47 

Certified Name: DEREK PARENT 
Cert Sign Date: 06/08/2004 

Certified Company: MARCOR 

Certified Phone: 9786575445 

Entered by: Not reported 
Notification: Not reported 

DEP Region: Not reported 

Notifiers Name: Not reported 

Start Date: 02/14/2003 

End Date: 02/15/2003 

Date Entered: Not reported 

Entry Date: 01/15/2003 

Quantity Materical Removed SF: 1400.00 

Quantity Material Removed LF: Not reported 

Project Description: floor tile 

AR Tracking ID: 21749 

Super Lic Number: AS060894 

Monitor Lic Number: AA000144 

Lab Lic Number: AA000144 

Year: Not reported 

Sticker Number: 559899 

Form Type: ANF-001 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Form Туре: ANF-001 
Fee Status: Fifty 
Facility Phone: 7818912205 
Sub Town: Not reported 
Worksite: POLICE STATION 
Occupied: 0 
Contractor: AC000411 
Contract Type: WRITTEN 
Hours: Week days: 730AM-1630 Week end: 
Project Type: Renv 
Abatement Process: Encl 
Location: Indoors 
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Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 


2 Ply Poly Bag with Label 
offices 

Not reported 

Not reported 

Not reported 

-1 

bentley college 


Owner Address: 175 forest street 
Owner City: WALTHAM 
Owner State: MA 


On Site Manager Name: 
On Site Manager Phone: 


Not reported 
Not reported 


Ins Comp: zurich american ins co 
Policy Number: Not reported 

EXP Date: Not reported 

Facility Size: 15000 sf 1 fl 
Transporter Name: MARCOR REMEDIATION 
Transporter Address: 14 JEWELL DRIVE 
Transporter City: WILMINGTON 
Transporter State: MA 

Final Site: 41 

Certified Name: phillip leclerc 

Cert Sign Date: 01/14/2003 


Certified Company: 
Certified Phone: 


Not reported 
(978) 657-5445 


Entered by: SWhite 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 05/29/2003 
End Date: 06/02/2003 
Date Entered: Not reported 
Entry Date: 05/16/2003 
Quantity Materical Removed SF: Not reported 
Quantity Material Removed LF: 175.00 
Project Description: Thermal solid core 
AR Tracking ID: 25327 
Super Lic Number: AS031782 
Monitor Lic Number: AA000179 
Lab Lic Number: AA000179 
Year: Not reported 
Sticker Number: 200726 
Form Type: ANF-001 
Fee Status: 60 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) $105735928 
Fee Status: 50 
Facility Phone: (781) 891-2082 
Sub Town: Not reported 
Worksite: main floor offices 
Occupied: -1 
Contractor: AC000411 
Contract Type: Not reported 
Hours: m-f 430p-12m 
Project Type: Renovation 
Abatement Process: Full Containment 
Location: Indoors 
Decon Process: 2 chamber 
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Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 

Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 

Monitor Lic Number: 

Lab Lic Number: 

Year: 

Sticker Number: 

Form Type: 

Fee Status: 

Facility Phone: 


2 PLY POLY BAG WITH LABEL 
CLASSRM/OFF 

Not reported 

Not reported 

Not reported 

Not reported 

BENTLEY C 

175 FOREST ST 
WALTHAM 

MA 

Not reported 

Not reported 

ZURICH AMER INS CO 
Not reported 

Not reported 

80000 sf 4 fl 
LABORSOURCECORP 
65 MERRIMACK STREET 
LAWRENCE 

MA 

41 

phillip leclerc 
05/14/2003 

Not reported 

(978) 657-5445 

Not reported 


Not reported 
Not reported 
Not reported 
01/06/2012 
01/13/2012 
Not reported 
12/22/2011 
200.00 
250.00 
Trns,RPGKT/GLUE 
152162 
AS034850 
AA000179 
AA000145 
2011 
100140237 
ANF-001 
Fifty 

Not reported 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) 5105735928 
Facility Phone: (781) 891-2281 
Sub Town: JENNISON HALL 
Worksite: ATTIC MECH SPACE 
Occupied: -1 
Contractor: AC000552 
Contract Type: Not reported 
Hours: m-f 7-430 
Project Type: Renovation 
Abatement Process: Glove Bag 
Location: Indoors 
Decon Process: 2 CHAMBER 
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Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BENTLEY COLLEGE (Continued) $105735928 
Sub Town: Not reported 
Worksite: LACAVA HALL 
Occupied: -1 
Contractor: AC000392 
Contract Type: WRITTEN 
Hours: Week days: 7AM-3PM Week end: N/A 
Project Type: Renv 
Abatement Process: Giv,Fcontain 
Location: Indoors 


Decon Process: 
Disposal Methods: 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 


3-CHAMBERED DECONTAMINATION FAICLITY WITH SHOWER STATION. 
ACM WILL BE WET (HAND TO BAG) ACM WILL BE LABELED, PACKAGED & 


TRANSPORTED. 
UNIVERSITY 

Not reported 

Not reported 

Not reported 

5 

BENTLY UNIVERSITY 


Owner Address: 175 FOREST STREET 
Owner City: WALTHAM, MA 
Owner State: MA 

On Site Manager Name: MATHEW BUCCELLA 


On Site Manager Phone: 


Ins Comp: Not reported 

Policy Number: Not reported 

EXP Date: Not reported 

Facility Size: Not reported 

Transporter Name: NORTHEAST REMEDIATION 
Transporter Address: 25 STOREY AVENUE £ 256 
Transporter City: NEWBURYPORT, MA 
Transporter State: Not reported 

Final Site: 73 

Certified Name: WENDYC ARIAS 

Cert Sign Date: 12/22/2011 

Certified Company: NER 

Certified Phone: 6173899188 


781 213 9198 


Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 08/13/2014 
End Date: 08/14/2014 
Date Entered: Not reported 
Entry Date: 08/12/2014 
Quantity Materical Removed SF: .00 

Quantity Material Removed LF: .00 

Project Description: Not reported 
AR Tracking ID: 195651 
Super Lic Number: AS041152 
Monitor Lic Number: AA000179 
Lab Lic Number: AA000179 
Year: 2014 
Sticker Number: 100205390 
Form Type: ANF-001 
Fee Status: HUNDRED 
Facility Phone: 7818912281 
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Direction 
Distance EDR ID Number 


Elevation — Site 


BENTLEY COLLEGE (Continued) 


Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered_by: 


Notification: 

DEP Region: 

Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 

Monitor Lic Number: 

Lab Lic Number: 

Year: 

Sticker Number: 

Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 


Not reported 
MORRISON HALL 

-1 

AC000626 

WRITTEN 

7AM-4PM 

Renv 

Giv, Fcontain 
INDOORS 

3 STAGE DECONTAMINATION UNIT 
WET, DOUBLE BAG 
COLLEGE 

Not reported 

1408984 

10342-2014 

0 

BENTLEY COLLEGE 
175 FOREST STREET 
WALTHAM 

MA 

BERNIE FARREL 
7818912281 

N/A 

N/A 

12/31/2014 

0 

ABSOLUTE ENVIRONMENTAL INC 
22 TROLLEY LANE 
SALEM 

NH 

Not reported 

TIM HIGGINS 
08/12/2014 
ABSOLUTE ENVIRONMENTAL INC 
6038906500 
ABSOLUTE 


Not reported 
Not reported 
Not reported 
08/07/2002 
08/23/2002 
Not reported 
07/23/2002 
2700.00 

.00 

tile 

16084 
AS031782 
Not reported 
AA000144 
2002 
561340 
ANF-001 

50 

(781) 891-2082 
Not reported 


Database(s) EPA ID Number 


5105735928 
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Direction 


Distance 


Elevation 


M79 
SSE 
1/2-1 


0.512 mi. 


2706 ft. 


Relative: 


Higher 


Actual: 
65 ft. 


MAP FINDINGS 


Site Database(s) 
BENTLEY COLLEGE (Continued) 

Worksite: former paint shop 

Occupied: -1 

Contractor: AC000552 

Contract Type: Not reported 

Hours: 16:30 pm - 24:00 pm 

Project Type: Renovation 

Abatement Process: Full Containment 

Location: Not reported 

Decon Process: 2 chamber 

Disposal Methods: Wet 2 Ply Poly Bag 

Facility Usage: mail room/paint shop 

Waiver Given: 0 

DEP Waiver Number: Not reported 

DLWD Waiver Number: Not reported 

Small Owner Occ: -1 

Owner Name: Bentley College 

Owner Address: 175 Forest St. 

Owner City: WALTHAM 

Owner State: MA 

On Site Manager Name: Not reported 

On Site Manager Phone: Not reported 

Ins Comp: Liberty Mutual 

Policy Number: Not reported 

EXP Date: Not reported 

Facility Size: 10,000 

Transporter Name: Marcor Remediation, Inc. 

Transporter Address: 14 Jewel Dr. 

Transporter City: wilmington 

Transporter State: MA 

Final Site: 42 

Certified Name: Phillip Leclerc 

Cert Sign Date: Not reported 

Certified Company: Not reported 

Certified Phone: (978) 657-5445 

Entered by: Not reported 

HW GEN: 

EPA Id: MAC300016987 

RCRA Generator Status: SQG 

State Generator Status: SQG-MA 
LAROCCA PROPERTY HOLDINGS, LLC MA SHWS 
14 WARREN ST MA RELEASE 
WALTHAM, MA 02453 MA ENF 


Site 2 of 3 in cluster M 
SHWS: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


3-0029191 / RAO 
WALTHAM 

04/14/2010 

120 DY 

Not reported 

Response Action Outcome 
06/18/2012 

PHASE III 


EDR ID Number 
EPA ID Number 


5105735928 


5110303445 
N/A 


B1- Remedial actions have not been conducted because a level of No 
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Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
LAROCCA PROPERTY HOLDINGS, LLC (Continued) $110303445 


Oil Or Haz Material: 


Significant Risk exists. 
Hazardous Material 


Location Type: PRIVPROP 
Location Type: COMMERCIAL 
Source: UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: TETRACHLOROETHENE 
Quantity: 379 micrograms per liter 
Chemical: VINYL CHLORIDE 
Quantity: 5.1 micrograms per liter 
Chemical: ETHENE, 1,2-DICHLORO-, (Z) 
Quantity: 133 micrograms per liter 
Actions: 
Action Type: Response Action Outcome - RAO 
Action Status: Level I - Technical Screen Audit 
Action Date: 12/13/2012 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: ALSENT 
Action Date: 2/11/2011 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Phase 2 
Action Status: Scope of Work Received 
Action Date: 3/29/2011 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Tier Classification 
Action Status: Tier 2 Classification 
Action Date: 3/29/2011 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Phase 1 
Action Status: Completion Statement Received 
Action Date: 3/29/2011 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Tier Classification 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 3/29/2011 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 4/14/2010 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


LAROCCA PROPERTY HOLDINGS, LLC (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 


Database(s) EPA ID Number 


5110303445 


Remedial actions have not been conducted because а level of No 
Significant Risk exists. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
4/14/2010 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Compliance and Enforcement Action 

Interim Deadline Letter Issued 

4/14/2010 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Phase 2 

Completion Statement Received 

6/18/2012 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

RAO Statement Received 

6/18/2012 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


3-0029191 / RAO 

Not reported 

WALTHAM 

04/14/2010 

120 DY 

06/18/2012 

PHASE III 

B1 - Remedial actions have not been conducted because a level of No 
Significant Risk exists. 

Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


Response Action Outcome - RAO 

Level | - Technical Screen Audit 

12/13/2012 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

2/11/2011 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Phase 2 
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Distance 


Elevation 


Site 


LAROCCA PROPERTY HOLDINGS, LLC (Continued) 


MAP FINDINGS 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 


EDR ID Number 
Database(s) EPA ID Number 


Scope of Work Received 

3/29/2011 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Tier Classification 

Tier 2 Classification 

3/29/2011 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Phase 1 

Completion Statement Received 

3/29/2011 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Tier Classification 

Transmittal, Notice, or Notification Received 

3/29/2011 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Release Disposition 

Reportable Release under MGL 21E 

4/14/2010 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


A Notice sent to a Potentially Responsible Party (PRP) 


A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


4/14/2010 
Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Compliance and Enforcement Action 

Interim Deadline Letter Issued 

4/14/2010 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Phase 2 

Completion Statement Received 

6/18/2012 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

RAO Statement Received 

6/18/2012 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


TETRACHLOROETHENE 
379 micrograms per liter 
VINYL CHLORIDE 
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Map ID 
Direction 
Distance 


Elevation 


M80 
SSE 
1/2-1 


0.515 mi. 


2718 ft. 


Relative: 


Higher 


Actual: 
65 ft. 


| MAP FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
LAROCCA PROPERTY HOLDINGS, LLC (Continued) $110303445 
Quantity: 5.1 micrograms per liter 
Chemical: ETHENE, 1,2-DICHLORO-, (Z) 
Quantity: 133 micrograms per liter 
Location Type: PRIVPROP 
Location Type: COMMERCIAL 
Source: UNKNOWN 
ENFORCEMENT: 
Region: NERO 
DEP Region: NERO 
DEP Program: 3A 
DEP Bureau: BWSC 
Program: Not reported 
Program Id: 3-0029191 
High Or Low Level Enforcement: LLE 
FMF #: Not reported 
Comptroller Billing Name: Not reported 
Town Where Violation Occurred: Not reported 
Date Executed: 04/14/2010 
ENF #: Not reported 
Document Type: IDL 
AG Ref (Y/N): Not reported 
Doc Archived (Y/N): Not reported 
EJ Community (Y/N): Not reported 
Regional Comment: Not reported 
Final Payment Due Date: Not reported 
ACOP $: Not reported 
PAN $: Not reported 
EMS (Y/N): Not reported 
EMS$: Not reported 
SEP (Y/N): Not reported 
SEP $: Not reported 
Demand $: Not reported 
Suspended $: Not reported 
Ownership: Commercially Owned 


JIMMY KS DRYCLEANERS 
10 WARREN ST 
WALTHAM, MA 02453 


Site 3 of 3 in cluster M 


SHWS: 
Release Tracking Number/Current Status: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 


MA SHWS 1000303758 
MA RELEASE MAD982198673 
RCRA NonGen / NLR 
FINDS 
ECHO 


3-0003582 / RAO 
WALTHAM 

04/15/1991 

NONE 

Not reported 

Response Action Outcome 
08/16/2000 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Not reported 

COMMERCIAL 
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Direction 

Distance 

Elevation — Site 


JIMMY KS DRYCLEANERS (Continued) 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: UNKNOWN 
Quantity: Not reported 
Actions: 
Action Type: TREGS 
Action Status: WAVREC 
Action Date: 1/28/1991 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: RLFA 
Action Status: FLDRAN 
Action Date: 11/19/2008 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: An activity type that is related to an Audit 
Action Status: NOA 
Action Date: 11/4/2008 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: Level Ill - Comprehensive Audit 
Action Date: 11/4/2008 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: TREGS 
Action Status: WAVSIG 
Action Date: 12/2/1991 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: TREGS 
Action Status: WAVACC 
Action Date: 12/4/1991 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: Level Ill - Comprehensive Audit 
Action Date: 12/5/2008 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: An activity type that is related to an Audit 
Action Status: NAFNVD 
Action Date: 12/5/2008 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


EDR ID Number 
Database(s) EPA ID Number 


1000303758 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 
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EDR ID Number 


Elevation — Site 


JIMMY KS DRYCLEANERS (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


Database(s) EPA ID Number 


1000303758 


Release Disposition 

Valid Transition Site 

4/15/1991 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

Revised Statement or Transmittal Received 

6/20/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

8/16/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0003582 / RAO 

Not reported 

WALTHAM 

04/15/1991 

NONE 

08/16/2000 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Not reported 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


TREGS 

WAVREC 

1/28/1991 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FLDRAN 

11/19/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


An activity type that is related to an Audit 

NOA 

11/4/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

Level Ш - Comprehensive Audit 

11/4/2008 

A permanent solution has been achieved. Contamination has not been 
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EDR ID Number 


Database(s) EPA ID Number 


1000303758 


JIMMY KS DRYCLEANERS (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Location Type: 


RCRA NonGen / NLR: 


Date form received by agency: 07/07/1987 
JIMMY KS DRYCLEANERS 
10 WARREN ST 


Facility name: 
Facility address: 


reduced to background. 


TREGS 
WAVSIG 
12/2/1991 


A permanent solution has been achieved. 


reduced to background. 


TREGS 
WAVACC 
12/4/1991 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 
Level Ill - Comprehensive Audit 
12/5/2008 


A permanent solution has been achieved. 


reduced to background. 


An activity type that is related to an Audit 
NAFNVD 
12/5/2008 


A permanent solution has been achieved. 


reduced to background. 


Release Disposition 
Valid Transition Site 
4/15/1991 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Revised Statement or Transmittal Received 


6/20/2002 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 
RAO Statement Received 
8/16/2000 


A permanent solution has been achieved. 


reduced to background. 


UNKNOWN 
Not reported 
COMMERCIAL 


WALTHAM, MA 02154 


EPA ID: 
Contact: 


MAD982198673 
JAMES KELLEHER 


Contamination has not been 


Contamination has not been 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
JIMMY KS DRYCLEANERS (Continued) 1000303758 
Contact address: 10 WARREN ST 
WALTHAM, MA 02154 

Contact country: US 

Contact telephone: 617-893-2098 

Contact email: Not reported 

EPA Region: 01 

Classification: Non-Generator 

Description: Handler: Non-Generators do not presently generate hazardous waste 


Owner/Operator Summary: 


Owner/operator name: JIMMY KS DRYCLEANERS 

Owner/operator address: 10 WARREN ST 
WALTHAM, MA 02154 

Owner/operator country: US 

Owner/operator telephone: Not reported 

Owner/operator email: Not reported 

Owner/operator fax: Not reported 

Owner/operator extension: Not reported 

Legal status: Private 

Owner/Operator Type: Operator 

Owner/Op start date: 12/08/1991 

Owner/Op end date: Not reported 

Owner/operator name: JAMES KELLEHER 

Owner/operator address: 10 WARREN ST 
WALTHAM, MA 02154 

Owner/operator country: US 

Owner/operator telephone: Not reported 

Owner/operator email: Not reported 

Owner/operator fax: Not reported 

Owner/operator extension: Not reported 

Legal status: Private 

Owner/Operator Type: Owner 

Owner/Op start date: 10/16/2004 

Owner/Op end date: Not reported 


Handler Activities Summary: 
U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: No 
Transporter of hazardous waste: No 
Treater, storer or disposer of HW: No 
Underground injection activity: No 
On-site burner exemption: No 
Furnace exemption: No 
Used oil fuel burner: No 
Used oil processor: No 
User oil refiner: No 
Used oil fuel marketer to burner: No 
Used oil Specification marketer: No 
Used oil transfer facility: No 
Used oil transporter: No 
Waste code: F002 
Waste name: THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 


METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
JIMMY KS DRYCLEANERS (Continued) 1000303758 


Violation Status: 


FINDS: 


Registry ID: 


CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 


No violations found 


110009591389 


Environmental Interest/Information System 
RCRAInfo is a national information system that supports the Resource 
Conservation and Recovery Act (RCRA) program through the tracking of 
events and activities related to facilities that generate, transport, 
and treat, store, or dispose of hazardous waste. RCRAInfo allows RCRA 
program staff to track the notification, permit, compliance, and 
corrective action activities required under RCRA. 


MA-EPICS - Massachussetts Environmental Protection Integrated Computer 


System 


Click this hyperlink while viewing on your computer to access 
additional FINDS: detail in the EDR Site Report. 


ECHO: 
Envid: 1000303758 
Registry ID: 110009591389 
DFR URL: http://echo.epa.gov/detailed-facility-report?fid=1 10009591389 
81 WALTER E FERNALD STATE SCHOOL MA SHWS 5101030598 
NE 200 TRAPELO RD MA LUST N/A 
1/2-1 WALTHAM, MA 02452 MA INST CONTROL 
0.554 mi. MA RELEASE 
2927 ft. MA SPILLS 
Relative: MA AIRS 
Higher MA ASBESTOS 
MA HW GEN 
Actual: 
185 ft. SHWS: 


Release Tracking Number/Current Status: 3-0010367 / RAO 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Source: 


WALTHAM 
12/29/1993 
TWO HR 
Not reported 
Response Action Outcome 
06/28/2002 
PHASE IV 
C1- C1 

Oil 
SCHOOL 
PIPE 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
WALTER E FERNALD STATE SCHOOL (Continued) $101030598 


Click here to access the MA DEP site for this facility: 


Action Type: Immediate Response Action 
Action Status: Oral Approval of Plan or Action 
Action Date: 12/29/1993 

Response Action Outcome: C1 


Chemicals: 
Chemical: #6 FUEL OIL 
Quantity: 20 gallons 
Chemical: #6 FUEL OIL 
Quantity: 300 gallons 
Actions: 
Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 1/5/1994 
Response Action Outcome: C1 
Action Type: RLFA 
Action Status: FOLFLD 
Action Date: 12/29/1993 
Response Action Outcome: C1 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 

Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 12/29/1993 

Response Action Outcome: C1 


Action Type: Release Disposition 

Action Status: Reportable Release under MGL 21E 
Action Date: 12/29/1993 

Response Action Outcome: C1 


Action Type: Immediate Response Action 
Action Status: Oral Approval of Plan or Action 
Action Date: 12/30/1993 

Response Action Outcome: C1 

Action Type: RLFA 

Action Status: FOLFLD 

Action Date: 12/30/1993 

Response Action Outcome: C1 

Action Type: RLFA 

Action Status: FOLFLD 

Action Date: 2/7/1994 

Response Action Outcome: C1 


Action Type: Immediate Response Action 
Action Status: Oral Approval of Plan or Action 
Action Date: 2/7/1994 

Response Action Outcome: C1 


Action Type: 


Immediate Response Action 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


WALTER E FERNALD STATE SCHOOL (Continued) 


Action Status: Written Plan Received 

Action Date: 3/4/1994 

Response Action Outcome: C1 

Action Type: RNF 

Action Status: Reportable Release under MGL 21E 
Action Date: 3/4/1994 

Response Action Outcome: C1 

Action Type: Tier Classification 

Action Status: Revised Statement or Transmittal Received 
Action Date: 4/3/1997 

Response Action Outcome: C1 

Action Type: Tier Classification 

Action Status: Tier 2 Classification 

Action Date: 4/3/1997 

Response Action Outcome: C1 

Action Type: Phase 1 

Action Status: Completion Statement Received 
Action Date: 4/3/1997 

Response Action Outcome: C1 

Action Type: Immediate Response Action 

Action Status: Written Approval of Plan 

Action Date: 6/24/1994 

Response Action Outcome: C1 

Action Type: Immediate Response Action 

Action Status: Completion Statement Received 
Action Date: 6/27/1994 

Response Action Outcome: C1 

Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 

Action Date: 6/28/2002 

Response Action Outcome: C1 

Action Type: Phase 3 

Action Status: Completion Statement Received 
Action Date: 6/28/2002 

Response Action Outcome: C1 

Action Type: An activity type that is related to an Audit 
Action Status: NOA 

Action Date: 7/13/1998 

Response Action Outcome: C1 

Action Type: Compliance and Enforcement Action 
Action Status: RFI 

Action Date: 7/13/1998 

Response Action Outcome: C1 

Action Type: Tier Classification 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 7/18/1995 


EDR ID Number 


Database(s) EPA ID Number 


5101030598 


ТС5505005.25 Раде568 


Map ID | MAP FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


WALTER E FERNALD STATE SCHOOL (Continued) 5101030598 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Location Type: 
Source: 

Source: 


C1 


Phase 1 

Completion Statement Received 
7/18/1995 

C1 


RLFA 
FOLOFF 
8/30/1994 
C1 


Release Disposition 

Reportable Release under MGL 21E 
8/30/1994 

C1 


3-0015442 / RAO 
WALTHAM 

08/19/1997 

TWO HR 

Not reported 

Response Action Outcome 
10/24/1997 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 

STATE 

SCHOOL 

PIPE 

VEHICLE 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


FUEL OIL #6 
100 gallons 
#6 FUEL OIL 
100 gallons 


RNF 

Reportable Release under MGL 21E 

10/14/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

10/24/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


WALTER E FERNALD STATE SCHOOL (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Location Type: 
Source: 


EDR ID Number 


Database(s) EPA ID Number 


5101030598 


FLDISS 

8/19/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

8/19/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

8/19/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLFLD 

8/21/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0015121 / RAO 
WALTHAM 

05/20/1997 

TWO HR 

Not reported 

Response Action Outcome 
07/11/1997 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 

SCHOOL 

STATE 

VEHICLE 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


GASOLINE 
40 gallons 


A Notice sent to a Potentially Responsible Party (PRP) 

FLDISS 

5/20/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLFLD 

5/20/1997 

A permanent solution has been achieved. Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


WALTER E FERNALD STATE SCHOOL (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Location Type: 
Source: 

Source: 


EDR ID Number 
EPA ID Number 


Database(s) 


reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

5/20/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

5/20/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
6/19/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

7/11/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0015442 / RAO 
WALTHAM 

08/19/1997 

TWO HR 

Not reported 

Response Action Outcome 
10/24/1997 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 

STATE 

SCHOOL 

PIPE 

VEHICLE 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


FUEL OIL #6 
100 gallons 
#6 FUEL OIL 
100 gallons 


RNF 

Reportable Release under MGL 21E 

10/14/1997 

A permanent solution has been achieved. Contamination has not been 
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5101030598 


Map ID | MAP FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


WALTER E FERNALD STATE SCHOOL (Continued) 5101030598 


Action Туре: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 


reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

10/24/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

FLDISS 

8/19/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

8/19/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

8/19/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLFLD 

8/21/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0011878 / RAO 

WALTHAM 

11/21/1994 

TWO HR 

Not reported 

Response Action Outcome 

01/23/1995 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
Oil 

SCHOOL 

PIPE 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 
Action Status: 


#6 FUEL OIL 
30 gallons 


Response Action Outcome - RAO 
RAO Statement Received 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


LUST: 


Facility: 
Release Tracking Number/Current Status: 


Status Date: 

Source Type: 

Release Town: 

Notification Date: 
Category: 

Associated ID: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
WALTER E FERNALD STATE SCHOOL (Continued) 5101030598 
Action Date: 1/23/1995 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

1/23/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

11/21/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
11/21/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

11/21/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


An activity type that is related to an Audit 

NOA 

7/13/1998 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Compliance and Enforcement Action 

RFI 

7/13/1998 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


3-0013467 / RAO 

03/21/2008 

UST 

WALTHAM 

02/20/1996 

TWO HR 

Not reported 

PHASE IV 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Oil 
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| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
WALTER E FERNALD STATE SCHOOL (Continued) $101030598 
Location Type: STATE 
Source: UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


#6 FUEL OIL 
Not reported 


Phase 2 

Completion Statement Received 

1/15/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Level | - Technical Screen Audit 

1/9/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FOLOFF 

10/4/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRAN 

11/8/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level II - Audit Inspection 

11/8/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFNVD 

12/21/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 


FOLOFF 
2/20/1996 


TC5505005.2s Page 574 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


WALTER E FERNALD STATE SCHOOL (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


5101030598 


А permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
2/20/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Oral Approval of Plan or Action 

2/20/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

2/20/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FOLFLD 

2/23/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Status or Interim Report Received 

2/4/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

3/17/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

3/21/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

3/21/2008 

A permanent solution has been achieved. Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
WALTER E FERNALD STATE SCHOOL (Continued) $101030598 


reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Completion Statement Received 

3/27/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FOLOFF 

3/4/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Legal Notice Published 

4/14/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Written Plan Received 

4/19/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Written Approval of Plan 

4/23/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FOLOFF 

4/23/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 

Completion Statement Received 

4/3/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Classification 

4/3/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
WALTER E FERNALD STATE SCHOOL (Continued) 5101030598 


been implemented. 


Tier Classification 

Transmittal, Notice, or Notification Received 

4/3/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Scope of Work Received 

6/18/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Status or Interim Report Received 

6/21/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

6/21/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

6/28/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 3 

Completion Statement Received 

6/28/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

6/7/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NOA 

7/13/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Facility: 
Release Tracking Number/Current Status: 


Status Date: 

Source Type: 

Release Town: 

Notification Date: 
Category: 

Associated ID: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


Location Type: 
Source: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
WALTER E FERNALD STATE SCHOOL (Continued) 5101030598 
Action Type: Compliance and Enforcement Action 
Action Status: RFI 
Action Date: 7/13/1998 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

8/4/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


3-0021892 / RAO 
07/03/2003 

UST 

WALTHAM 

06/27/2002 

72 HR 

Not reported 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 


STATE 
UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


FUEL OIL #2 
100 parts per million 
FUEL OIL #2 
200 parts per million 


Immediate Response Action 

Status or Interim Report Received 

1/23/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

6/27/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 


Reportable Release under MGL 21E 
6/27/2002 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


WALTER E FERNALD STATE SCHOOL (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Facility: 


Release Tracking Number/Current Status: 


Status Date: 

Source Type: 

Release Town: 

Notification Date: 
Category: 

Associated ID: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


Location Type: 
Source: 


EDR ID Number 
EPA ID Number 


Database(s) 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
7/18/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

7/3/2003 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Immediate Response Action 

Completion Statement Received 
7/3/2003 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


RNF 

Reportable Release under MGL 21E 
8/26/2002 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Immediate Response Action 

Written Plan Received 

8/26/2002 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


3-0015149 / RAO 
07/11/1997 

UST 

WALTHAM 
05/30/1997 

72 HR 

Not reported 

Not reported 

B1 - Remedial actions have not been conducted because a level of No 
Significant Risk exists. 
Oil 


STATE 
UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 


GASOLINE 
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5101030598 


Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
WALTER E FERNALD STATE SCHOOL (Continued) $101030598 
Quantity: 250 parts per million 
Actions: 

Action Type: Immediate Response Action 

Action Status: IRA Assessment Only 

Action Date: 5/30/1997 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 5/30/1997 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 6/25/1997 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 7/11/1997 


Response Action Outcome: 


Facility: 
Release Tracking Number/Current Status: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


3-0010725 / RAO 


Status Date: 06/21/2000 
Source Type: UST 
Release Town: WALTHAM 
Notification Date: 03/22/1994 
Category: 72 HR 
Associated ID: Not reported 
Phase: PHASE II 


Response Action Outcome: 


A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 


Oil Or Haz Material: Oil 
Location Type: STATE 
Source: UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: GASOLINE 
Quantity: Not reported 

Actions: 
Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 1/15/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


WALTER E FERNALD STATE SCHOOL (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 


EDR ID Number 
Database(s) EPA ID Number 


reduced to background. 


Release Abatement Measure 

Status or Interim Report Received 

1/29/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Status or Interim Report Received 

2/1/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

2/1/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

2/7/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Written Plan Received 

3/2/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

3/22/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

IRA Assessment Only 

3/22/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
3/31/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLOFF 

4/19/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 
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5101030598 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


WALTER E FERNALD STATE SCHOOL (Continued) 


Oral Approval of Plan or Action 
4/19/1995 


A permanent solution has been achieved. 


reduced to background. 


Release Abatement Measure 
Written Plan Received 
4/23/1997 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Imminent Hazard Evaluation Received 
4/3/1995 


A permanent solution has been achieved. 


reduced to background. 


RNF 
Reportable Release under MGL 21E 
5/13/1994 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Completion Statement Received 
6/15/1995 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 


EDR ID Number 
Database(s) EPA ID Number 


5101030598 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Transmittal, Notice, or Notification Received 


6/15/1995 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 
Tier 2 Classification 
6/15/1995 


A permanent solution has been achieved. 


reduced to background. 


Phase 1 
Completion Statement Received 
6/15/1995 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 
RAO Statement Received 
6/21/2000 


A permanent solution has been achieved. 


reduced to background. 


Release Abatement Measure 
Status or Interim Report Received 
7/26/1999 


A permanent solution has been achieved. 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


WALTER E FERNALD STATE SCHOOL (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Facility: 
Release Tracking Number/Current Status: 


Status Date: 

Source Type: 

Release Town: 

Notification Date: 
Category: 

Associated ID: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


Location Type: 
Source: 


EDR ID Number 
Database(s) EPA ID Number 


5101030598 


reduced to background. 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 

7/26/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0021893 / RAO 
08/04/2005 

UST 

WALTHAM 

06/27/2002 

72 HR 

Not reported 

PHASE II 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 


STATE 
UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


FUEL OIL #2 
100 parts per million 
FUEL OIL #2 
200 parts per million 


Immediate Response Action 

Status or Interim Report Received 

1/23/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Status or Interim Report Received 

3/1/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

6/27/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 


Reportable Release under MGL 21E 
6/27/2002 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


WALTER E FERNALD STATE SCHOOL (Continued) 


A permanent solution has been achieved. 


reduced to background. 


EDR ID Number 
Database(s) EPA ID Number 


5101030598 


Contamination has not been 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


7/18/2002 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 
Tier 2 Classification 
7/3/2003 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 


Contamination has not been 


Contamination has not been 


Transmittal, Notice, or Notification Received 


7/3/2003 


A permanent solution has been achieved. 


reduced to background. 


Phase 1 
Completion Statement Received 
7/3/2003 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
7/9/2004 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Written Plan Received 
8/26/2002 


A permanent solution has been achieved. 


reduced to background. 


RNF 
Reportable Release under MGL 21E 
8/26/2002 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 
RAO Statement Received 
8/4/2005 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Completion Statement Received 
8/4/2005 


A permanent solution has been achieved. 


reduced to background. 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


Database(s) 


WALTER E FERNALD STATE SCHOOL (Continued) 


INST CONTROL: 
Release Tracking Number: 
Action Type: 
Action Stat: 
Action Date: 
Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release: 


3-0013467 

AUL 

LEGNOT 

04/14/2008 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0013467 

AUL 

RECPT 

03/21/2008 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0013467 

AUL 

SNAUDI 

11/08/2011 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


Release Tracking Number/Current Status: 3-0010367 / RAO 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil / Haz Material Type: 


Not reported 
WALTHAM 
12/29/1993 
TWO HR 
06/28/2002 
PHASE IV 
C1-C1 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


RLFA 
FOLOFF 
1/5/1994 
C1 


RLFA 
FOLFLD 
12/29/1993 
C1 


Immediate Response Action 
Oral Approval of Plan or Action 
12/29/1993 

C1 


A Notice sent to a Potentially Responsible Party (PRP) 


EDR ID Number 


EPA ID Number 


5101030598 


A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


WALTER E FERNALD STATE SCHOOL (Continued) 


Action Date: 


Response Action Outcome: 


12/29/1993 
C1 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 12/29/1993 


Response Action Outcome: 


C1 


Action Type: Immediate Response Action 
Action Status: Oral Approval of Plan or Action 
Action Date: 12/30/1993 

Response Action Outcome: C1 

Action Type: RLFA 

Action Status: FOLFLD 

Action Date: 12/30/1993 

Response Action Outcome: C1 

Action Type: RLFA 

Action Status: FOLFLD 

Action Date: 2/7/1994 

Response Action Outcome: C1 


Action Type: Immediate Response Action 
Action Status: Oral Approval of Plan or Action 
Action Date: 2/7/1994 


Response Action Outcome: 


C1 


Action Type: Immediate Response Action 

Action Status: Written Plan Received 

Action Date: 3/4/1994 

Response Action Outcome: C1 

Action Type: RNF 

Action Status: Reportable Release under MGL 21E 
Action Date: 3/4/1994 


Response Action Outcome: 


Action Type: Tier Classification 

Action Status: Revised Statement or Transmittal Received 
Action Date: 4/3/1997 

Response Action Outcome: C1 


C1 


Action Type: Tier Classification 

Action Status: Tier 2 Classification 

Action Date: 4/3/1997 

Response Action Outcome: C1 

Action Type: Phase 1 

Action Status: Completion Statement Received 
Action Date: 4/3/1997 


Response Action Outcome: 


C1 


Action Type: Immediate Response Action 
Action Status: Written Approval of Plan 
Action Date: 6/24/1994 

Response Action Outcome: C1 


EDR ID Number 


Database(s) EPA ID Number 


5101030598 
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Map ID | MAP FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 


WALTER E FERNALD STATE SCHOOL (Continued) 5101030598 


Action Туре: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 6/27/1994 

Response Action Outcome: C1 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 


Release Tracking Number/Current Status: 


Primary ID: 
Official City: 
Notification: 


Response Action Outcome - RAO 
RAO Statement Received 
6/28/2002 

C1 


Phase 3 

Completion Statement Received 
6/28/2002 

C1 


An activity type that is related to an Audit 
NOA 

7/13/1998 

C1 


Compliance and Enforcement Action 
RFI 

7/13/1998 

C1 


Tier Classification 

Transmittal, Notice, or Notification Received 
7/18/1995 

C1 


Phase 1 

Completion Statement Received 
7/18/1995 

C1 


RLFA 
FOLOFF 
8/30/1994 
C1 


Release Disposition 

Reportable Release under MGL 21E 
8/30/1994 

C1 


#6 FUEL OIL 
20 gallons 
#6 FUEL OIL 
300 gallons 
SCHOOL 
PIPE 


3-0010725 / RAO 
Not reported 
WALTHAM 
03/22/1994 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


WALTER E FERNALD STATE SCHOOL (Continued) 


Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


72HR 

06/21/2000 

PHASE II 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Abatement Measure 

Status or Interim Report Received 

1/15/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Status or Interim Report Received 

1/29/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Status or Interim Report Received 

2/1/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

2/1/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

2/7/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Written Plan Received 

3/2/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

3/22/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

IRA Assessment Only 

3/22/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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5101030598 


Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
WALTER E FERNALD STATE SCHOOL (Continued) $101030598 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 3/31/1994 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLOFF 

4/19/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

4/19/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Written Plan Received 

4/23/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Imminent Hazard Evaluation Received 

4/3/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

5/13/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Completion Statement Received 

6/15/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Transmittal, Notice, or Notification Received 

6/15/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Tier 2 Classification 

6/15/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 1 


Completion Statement Received 
6/15/1995 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


WALTER E FERNALD STATE SCHOOL (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Location Type: 
Source: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


5101030598 


А permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

6/21/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Status or Interim Report Received 

7/26/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 2 

Notice of Delay in Meeting RA Deadline Received 

7/26/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


GASOLINE 
Not reported 
STATE 

UST 


3-0011878 / RAO 

Not reported 

WALTHAM 

11/21/1994 

TWO HR 

01/23/1995 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome - RAO 

RAO Statement Received 

1/23/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

1/23/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 


Oral Approval of Plan or Action 
11/21/1994 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


WALTER E FERNALD STATE SCHOOL (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Location Type: 
Source: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 


Database(s) EPA ID Number 


5101030598 


А permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
11/21/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

11/21/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


An activity type that is related to an Audit 

NOA 

7/13/1998 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Compliance and Enforcement Action 

RFI 

7/13/1998 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


#6 FUEL OIL 
30 gallons 
SCHOOL 
PIPE 


3-0013467 / RAO 

Not reported 

WALTHAM 

02/20/1996 

TWO HR 

03/21/2008 

PHASE IV 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


Phase 2 

Completion Statement Received 

1/15/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 
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Map ID 
Direction 
Distance 


Elevation 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
WALTER E FERNALD STATE SCHOOL (Continued) $101030598 


Level I - Technical Screen Audit 

1/9/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FOLOFF 

10/4/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRAN 

11/8/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level II - Audit Inspection 

11/8/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFNVD 

12/21/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FOLOFF 

2/20/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
2/20/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Oral Approval of Plan or Action 

2/20/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 
Reportable Release under MGL 21E 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
WALTER E FERNALD STATE SCHOOL (Continued) 5101030598 
Action Date: 2/20/1996 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FOLFLD 

2/23/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Status or Interim Report Received 

2/4/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

3/17/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

3/21/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

3/21/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Completion Statement Received 

3/27/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FOLOFF 

3/4/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 


Legal Notice Published 
4/14/2008 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
WALTER E FERNALD STATE SCHOOL (Continued) $101030598 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Written Plan Received 

4/19/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Written Approval of Plan 

4/23/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FOLOFF 

4/23/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 

Completion Statement Received 

4/3/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Classification 

4/3/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Transmittal, Notice, or Notification Received 

4/3/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Scope of Work Received 

6/18/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Status or Interim Report Received 

6/21/1996 

A permanent solution has been achieved. Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Location Type: 
Source: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
WALTER E FERNALD STATE SCHOOL (Continued) $101030598 


reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

6/21/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

6/28/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 3 

Completion Statement Received 

6/28/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

6/7/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NOA 

7/13/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Compliance and Enforcement Action 

RFI 

7/13/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

8/4/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


#6 FUEL OIL 
Not reported 
STATE 

UST 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
WALTER E FERNALD STATE SCHOOL (Continued) $101030598 
Release Tracking Number/Current Status: 3-0015121 / RAO 
Primary ID: Not reported 
Official City: WALTHAM 
Notification: 05/20/1997 
Category: TWO HR 
Status Date: 07/11/1997 
Phase: Not reported 


Response Action Outcome: 


Oil / Haz Material Type: 


A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: FLDISS 
Action Date: 5/20/1997 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: RLFA 
Action Status: FOLFLD 
Action Date: 5/20/1997 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Oral Approval of Plan or Action 
Action Date: 5/20/1997 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 5/20/1997 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 6/19/1997 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 7/11/1997 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Chemicals: 
Chemical: GASOLINE 
Quantity: 40 gallons 
Location Type: SCHOOL 
Location Type: STATE 
Source: VEHICLE 
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MAP FINDINGS 


WALTER E FERNALD STATE SCHOOL (Continued) 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 


Database(s) EPA ID Number 


5101030598 


3-0015149 / КАО 

Not reported 

WALTHAM 

05/30/1997 

72 HR 

07/11/1997 

Not reported 

B1 - Remedial actions have not been conducted because a level of No 
Significant Risk exists. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Location Type: 
Source: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


Immediate Response Action 

IRA Assessment Only 

5/30/1997 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Release Disposition 

Reportable Release under MGL 21E 

5/30/1997 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
6/25/1997 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

RAO Statement Received 

7/11/1997 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


GASOLINE 

250 parts per million 
STATE 

UST 


3-0015442 / RAO 

Not reported 

WALTHAM 

08/19/1997 

TWO HR 

10/24/1997 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


WALTER E FERNALD STATE SCHOOL (Continued) 


EDR ID Number 
EPA ID Number 


Database(s) 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Location Type: 
Source: 
Source: 


Release Tracking Number/Current Status: 


Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 


RNF 

Reportable Release under MGL 21E 

10/14/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

10/24/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

FLDISS 

8/19/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

8/19/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

8/19/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLFLD 

8/21/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


FUEL OIL #6 
100 gallons 
#6 FUEL OIL 
100 gallons 
STATE 
SCHOOL 
PIPE 
VEHICLE 


3-0021892 / RAO 
Not reported 
WALTHAM 
06/27/2002 

72 HR 

07/03/2003 

Not reported 
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5101030598 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


WALTER E FERNALD STATE SCHOOL (Continued) 


Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Chemicals: 


Immediate Response Action 

Status or Interim Report Received 

1/23/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

6/27/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

6/27/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
7/18/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

7/3/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Completion Statement Received 

7/3/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

8/26/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Written Plan Received 

8/26/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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5101030598 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


WALTER E FERNALD STATE SCHOOL (Continued) 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 


Database(s) EPA ID Number 


5101030598 


FUEL OIL #2 

100 parts per million 
FUEL OIL #2 

200 parts per million 
STATE 

UST 


3-0021893 / RAO 

Not reported 

WALTHAM 

06/27/2002 

72 HR 

08/04/2005 

PHASE II 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Immediate Response Action 

Status or Interim Report Received 

1/23/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Status or Interim Report Received 

3/1/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

6/27/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

6/27/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
7/18/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Tier 2 Classification 

7/3/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 


MA Spills: 


Facility ID: 0000 

Staff Lead: DORANT 
Last Entered: Not reported 
Spill Date: 19801130 
Report Date: Not reported 


WALTER E FERNALD STATE SCHOOL (Continued) 


Tier Classification 


EDR ID Number 
Database(s) EPA ID Number 


5101030598 


Transmittal, Notice, or Notification Received 


7/3/2003 


A permanent solution has been achieved. 


reduced to background. 


Phase 1 
Completion Statement Received 
7/3/2003 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
7/9/2004 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Written Plan Received 
8/26/2002 


A permanent solution has been achieved. 


reduced to background. 


RNF 
Reportable Release under MGL 21E 
8/26/2002 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 
RAO Statement Received 
8/4/2005 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Completion Statement Received 
8/4/2005 


A permanent solution has been achieved. 


reduced to background. 


FUEL OIL #2 

100 parts per million 
FUEL OIL #2 

200 parts per million 
STATE 

UST 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Spill ID: N80-5148 

Date Entered: Not reported 
First Response: Not reported 
Spill Time: Not reported 
Report Time: Not reported 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 


WALTER E FERNALD STATE SCHOOL (Continued) 5101030598 


Case Closed: 
Virgin Waste: 
Env Impact: 
Material: 

Qty Reported: 
Qty Reported: 
CAS No: 
Source: 
Incident: 


Cleanup Type: 


Referral: 
Report Prep: 
Notifier: 
Notif Tel: 
Days/Close: 


Facility ID: 
Staff Lead: 
Last Entered: 
Spill Date: 
Report Date: 
Case Closed: 
Virgin Waste: 
Env Impact: 
Material: 

Qty Reported: 
Qty Reported: 
CAS No: 
Source: 
Incident: 


Cleanup Type: 


Referral: 
Report Prep: 
Notifier: 
Notif Tel: 
Days/Close: 


Facility ID: 
Staff Lead: 
Last Entered: 
Spill Date: 
Report Date: 
Case Closed: 
Virgin Waste: 
Env Impact: 
Material: 

Qty Reported: 
Qty Reported: 
CAS No: 
Source: 
Incident: 


Cleanup Type: 


Referral: 
Report Prep: 
Notifier: 
Notif Tel: 
Days/Close: 


YES 

Not reported 
Not reported 
#6 FUEL OIL 
200 GAL. 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
1 


0000 
HIGGINS, R 
Not reported 
19860929 
Not reported 
YES 

Not reported 
Not reported 
GASOLINE 
UNKNOWN 
Not reported 
Not reported 
U.S.T. 
LEAK 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
1 


0000 
MACAFEE, K 
19921016 
19920316 
19920318 
YES 


SOIL 


OTHER MATERIAL 


UNKNOWN 


Not reported 


OTHER SOURCE > 
OTHER RELEASE » 


NO 
Not reported 
ANONYMOUS 
Not reported 

1 


Mat Type: 
Contam Soil: 
Other Impact: 
Other Material: 
Qty Actual: 
Qty Actual: 


PCB Lev (ppm): 


Other Source: 
Other Incdnt: 
Contractor: 
LUST Elig: 
Category: 


Spill ID: 
Date Entered: 


First Response: 


Spill Time: 
Report Time: 
Mat Type: 
Contam Soil: 
Other Impact: 
Other Material: 
Qty Actual: 
Qty Actual: 


PCB Lev (ppm): 


Other Source: 
Other Incdnt: 
Contractor: 
LUST Elig: 
Category: 


Spill ID: 
Date Entered: 


First Response: 


Spill Time: 
Report Time: 
Mat Type: 
Contam Soil: 
Other Impact: 
Other Material: 
Qty Actual: 
Qty Actual: 


PCB Lev (ppm): 


Other Source: 
Other Incdnt: 
Contractor: 
LUST Elig: 
Category: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


N86-0944 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


N92-0350 
19921016 
19920324 
Not reported 
Not reported 
UNKNOWN 
Not reported 
Not reported 


CONTAMINATED SOIL 


UNKNOWN 


UNK 
NOT USED 


2A 
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Map ID 
Direction 
Distance 
Elevation — Site 


WALTER E FERNALD STATE SCHOOL (Continued) 


Facility ID: 
Staff Lead: 
Last Entered: 
Spill Date: 
Report Date: 
Case Closed: 
Virgin Waste: 
Env Impact: 
Material: 

Qty Reported: 
Qty Reported: 
CAS No: 
Source: 
Incident: 
Cleanup Type: 
Referral: 
Report Prep: 
Notifier: 

Notif Tel: 
Days/Close: 


AIRS: 
Address 2: 
Facility Status: 
Permit Code: 
Permit Name: 
DEP Region: 


Application Tracking Number: 


Date Closed: 


Applicant Name: 
Applicant Address: 
Applicant City, St,Zip: 
Applicant Telephone: 


AQID: 

Owner Name: 
Latitude: 
Longitude: 
Primary NAICS: 
NAICS Code: 
NAICS Desc: 


AIRS: 
Pollutant: 


Actual Emission: 


Emission Year: 


Pollutant: 


Actual Emission: 


Emission Year: 


Pollutant: 


Actual Emission: 


Emission Year: 


Pollutant: 


Actual Emission: 


Emission Year: 


MAP FINDINGS 


0000 

GORRASI, M 
19940503 

19920624 

19920624 

YES 

WASTE 

SOIL 
MISCELLANEOUS OIL 
UNKNOWN 

Not reported 

DRUMS 

DUMPING 

NO 
Not reported 

ELANE CAMPOS/DMR 
Not reported 

0 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Not reported 


Not reported 
Not reported 


Not reported 
Not reported 
Not reported 
1190209 

FERNALD CENTER 


42.393258 
-71.205395 


Y 
611110 


Spill ID: 
Date Entered: 


First Response: 


Spill Time: 
Report Time: 
Mat Type: 
Contam Soil: 
Other Impact: 
Other Material: 
Qty Actual: 
Qty Actual: 


PCB Lev (ppm): 


Other Source: 
Other Incdnt: 
Contractor: 
LUST Elig: 
Category: 


Elementary and Secondary Schools 


EDR ID Number 


Database(s) ЕРА ID Number 


5101030598 


М92-0797 
19940503 
19920624 
Not reported 
Not reported 
PETROLEUM 
Not reported 
Not reported 
Not reported 
LESS THAN 1 
DRUMS 

Not reported 
Not reported 
NOT USED 
NO 

Not reported 


AMMONIA 
0.3151 
2013 


CARBON MONOXIDE 
1.9833 
2013 


HALOGENATED ORGANIC COMPOUND 
0 
2013 


HYDROCARBON 
0 
2013 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 


Elevation — Site 


WALTER E FERNALD STATE SCHOOL (Continued) 


Pollutant: 
Actual Emission: 
Emission Year: 


Pollutant: 
Actual Emission: 
Emission Year: 


Pollutant: 
Actual Emission: 
Emission Year: 


Pollutant: 
Actual Emission: 
Emission Year: 


Pollutant: 
Actual Emission: 
Emission Year: 


Address 2: 
Facility Status: 
Permit Code: 
Permit Name: 
DEP Region: 


Application Tracking Number: 


Date Closed: 
Applicant Name: 
Applicant Address: 
Applicant City, St,Zip: 
Applicant Telephone: 
AQID: 

Owner Name: 
Latitude: 

Longitude: 

Primary NAICS: 
NAICS Code: 
NAICS Desc: 


Address 2: 
Facility Status: 
Permit Code: 
Permit Name: 
DEP Region: 


Application Tracking Number: 


Date Closed: 
Applicant Name: 
Applicant Address: 
Applicant City, St,Zip: 
Applicant Telephone: 
AQID: 

Owner Name: 
Latitude: 

Longitude: 

Primary NAICS: 
NAICS Code: 


NITROGEN OXIDES (NOx) 
18.1975 
2013 


PM10, FILTERABLE 
1.8461 
2013 


PM2.5, FILTERABLE 
0.693 
2013 


SULFUR DIOXIDE 
30.4442 
2013 


VOLATILE ORGANIC COMPOUNDS (VOC) 
0.4378 
2013 


Not reported 

APPROV 

AQ12 

Operating Permit Renewal 
NE 

X224034 

06/02/2009 

FERNALD SCHOOL & DEVELOP CTR 
200 TRAPELO RD 
WALTHAM, MA 02154 
7818943600 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 


Not reported 

APPROV 

AQ17 

Group C Operating Permit 
NE 

110153 

04/22/2004 

WALTER E FERNALD DEVELOP 
200 TRAPELO RD 
WALTHAM, MA 02154 
Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 


Database(s) 


EDR ID Number 


EPA ID Number 


5101030598 


ТС5505005.25 Раде 604 


Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


WALTER E FERNALD STATE SCHOOL (Continued) 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 


NAICS Desc: Not reported 
ASBESTOS: 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 04/04/2005 
End Date: 04/04/2005 
Date Entered: Not reported 
Entry Date: 03/25/2005 
Quantity Materical Removed SF: Not reported 
Quantity Material Removed LF: 18.00 
Project Description: Thermal solid core 
AR Tracking ID: 51515 
Super Lic Number: AS050084 
Monitor Lic Number: AA000144 
Lab Lic Number: AA000144 
Year: Not reported 
Sticker Number: 300744 
Form Type: ANF-001 
Fee Status: F 
Facility Phone: (781) 894-3600 
Sub Town: Not reported 
Worksite: STEAM PIPE IN STEAM TUNNEL OFF BOILER ROOM 
Occupied: Not reported 
Contractor: AC000490 
Contract Type: Not reported 
Hours: ТАМ -2 РМ 
Project Type: Renovation 
Abatement Process: Glove Bag 
Location: Indoors 


HEPA VAC/WET WIPING 
WET 2 PLY POLY BAG 
HOT Н20 GEN 

Not reported 

Not reported 

Not reported 

Not reported 

COMM OF MASS - FERNALD CENTER 
200 TRAPELO ROAD 
WALTHAM 

MA 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

1000 

SAME AS ASBESTOS CONTRACTOR 
Not reported 

Not reported 

Not reported 

18 

JIM STADNICKI 
03/14/2005 

Not reported 

(781) 461-9545 


EDR ID Number 


Database(s) EPA ID Number 


5101030598 


ТС5505005.25 Раде 605 


Map ID | 


Direction 
Distance 
Elevation — Site 


MAP FINDINGS 


WALTER E FERNALD STATE SCHOOL (Continued) 


Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


fuminski 


Not reported 

Not reported 

Not reported 
10/28/2002 
11/08/2002 

Not reported 
10/10/2002 
300.00 

.00 

Boiler Coatings 
15587 
AS000063 
AA000144 
AA000144 

2002 

557666 

ANF-001 

50 

(781) 894-3600 
Not reported 
boiler room 

-1 

AC000490 

Not reported 

m-f 7-330 

Repair 

Full Containment 
Indoors 

attached shower, hepa,wetwipe,lockdown 
Wet 2 Ply Poly Bag 
hospital 

0 

Not reported 

Not reported 

0 
commonwealth of MA fernald center 
200 trapelo road 
WALTHAM 

MA 

Not reported 

Not reported 
american protection ins co 
Not reported 

Not reported 
4000 sf 

JOB ROLLOFF INC 
PO BOX 6037 
CHELSEA 

MA 

17 

joseph peterson 
10/07/2002 

Not reported 
(781) 461-9545 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101030598 


ТС5505005.25 Раде 606 


Map ID 
Direction 
Distance 


Elevation 


AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 


| МАР FINDINGS 
EDR ID Number 

Site Database(s) EPA ID Number 
WALTER E FERNALD STATE SCHOOL (Continued) $101030598 

Notification: 100248617R1 

DEP Region: NE 

Notifiers Name: NEW ROADS ENVIRONMENTAL SERVICES LLC 

Start Date: 08/15/2016 

End Date: 09/09/2016 

Date Entered: 29/08/2016 

Entry Date: 08/29/2016 

Quantity Materical Removed SF: 0 

Quantity Material Removed LF: 45 

Project Description: TRANSPIPE 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Not reported 
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Map ID 
Direction 
Distance 


Elevation 


Site 


DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 


MAP FINDINGS 


WALTER E FERNALD STATE SCHOOL (Continued) 


Not reported 

Not reported 
12/09/2008 
12/09/2008 

Not reported 
12/04/2008 

Not reported 

30.00 

Corrugated Pipe 
107470 

AS060773 

Not reported 

Not reported 

Not reported 

781168 

ANF-001 

E 

(617) 624-7881 

Not reported 

NORTH NURSES BLDG 
-1 

AC000062 

Not reported 

8-4 

Not reported 

Not reported 

Not reported 

AS REQUIRED 

2 PLY POLY BAG WITH LABEL 
Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

DEPT OF MENTAL RETARDATION 
500 HARRISON AVE 
BOSTON 

MA 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

NESM LLP 

850 WASHINGTON ST 
WEYMOUTH 

MA 

39 

KENNETH FURTNEY 
11/26/2008 

Not reported 

Not reported 
mmitchell 


Not reported 
Not reported 


EDR ID Number 


Database(s) ЕРА ID Number 


5101030598 


ТС5505005.25 Раде 608 


Map ID | MAP FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


WALTER E FERNALD STATE SCHOOL (Continued) 5101030598 


Notifiers Мате: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 


Not reported 
06/01/2015 
06/15/2015 
Not reported 
05/29/2015 
.00 

25.00 
PIPEINSUL 
213956 
AS040082 
AM061040 
AA000028 
2015 
100221568 
ANF-001 
EXEMPT 
6179095404 
Not reported 
STEAM TUNNEL AREA 
0 

AC000096 
WRITTEN 
7AM TO 5PM 
Renv 

Giv 
OUTDOORS 


DROP CLOTHS, BARRIER TAPE, GLOVE BAGS, REMOTE THREE CHAMBER DECON 


DOUBLED 6MIL PLASTIC BAGS 
SCHOOL 

Not reported 

NAW-1505063 

Not reported 

0 

FERNALD DEVELOPMENT CENTER 
200 TRAPELO ROAD 

WALTHAM 

MA 

COMMONWEALTH CONSTRUCTION/CHRIS DESTEFENO 
6179095404 

FEDERAL INSURANCE COMPANY 
0044727476 

2/11/2016 

250000 

YANKEE FIBER CONTROLS 

50 INDUSTRIAL WAY 

SEEKONK 

MA 

Not reported 

JIM HUTZLER 

05/29/2015 

YANKEE FIBER CONTROL 
5083435115 

ROWBOAT 


Not reported 
Not reported 
Not reported 
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Map ID | MAP FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


Decon Process: 
Disposal Methods: 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 


WALTER E FERNALD STATE SCHOOL (Continued) $101030598 
Start Date: 08/15/2016 
End Date: 08/30/2016 
Date Entered: Not reported 
Entry Date: 08/05/2016 
Quantity Materical Removed SF: .00 
Quantity Material Removed LF: 45.00 
Project Description: TRANSPIPE 
AR Tracking ID: 245521 
Super Lic Number: AS034717 
Monitor Lic Number: Not reported 
Lab Lic Number: AA000197 
Year: 2016 
Sticker Number: 100248617 
Form Type: ANF-001 
Fee Status: HUNDRED 
Facility Phone: 5088978062 
Sub Town: Not reported 
Worksite: THROUGHOUT 
Occupied: -1 
Contractor: AC000822 
Contract Type: WRITTEN 
Hours: 7AM-4PM 
Project Type: Renv 
Abatement Process: oth:PPE & WET METHODS 
Location: INDOORS 


CORDONED OFF AREA WITH 6MIL POLY AND REMOTE 3 CHAMBER DECON 


MATERIAL WILL REMAIN WET AND PLACED IN DOUBLE LAYER 6MIL POLY LABELED 


BAGS 
SCHOOL 
Not reported 
Not reported 
Not reported 


Small Owner Occ: 0 

Owner Name: DCAMM 

Owner Address: 1 ASHBURTON PLACE #15 
Owner City: BOSTON 

Owner State: MA 

On Site Manager Name: ROBERT MCLEAN 

On Site Manager Phone: 6177274050 

Ins Comp: NA 

Policy Number: NA 

EXP Date: 12/31/2016 

Facility Size: 0 

Transporter Name: NEWROADS ENVIRONMENTAL SERVICES 
Transporter Address: 338 HOWARD STREET 
Transporter City: BROCKTON 

Transporter State: MA 

Final Site: Not reported 

Certified Name: ERIC AMPUJA 

Cert Sign Date: 08/05/2016 

Certified Company: NEWROADS ENVIRONMENTAL 
Certified Phone: 5088978007 

Entered by: EAMPUJA 

Notification: Not reported 

DEP Region: Not reported 


Notifiers Name: 


Not reported 
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Map ID | MAP FINDINGS 
Direction 
Distance 


EDR ID Number 


Elevation Site Database(s) ЕРА ID Number 


WALTER E FERNALD STATE SCHOOL (Continued) 


Start Date: 04/01/2015 

End Date: 04/06/2015 

Date Entered: Not reported 

Entry Date: 03/16/2015 

Quantity Materical Removed SF: .00 

Quantity Material Removed LF: 130.00 

Project Description: Spr 

AR Tracking ID: 208593 

Super Lic Number: AS040082 

Monitor Lic Number: AM061040 

Lab Lic Number: AA000028 

Year: 2015 

Sticker Number: 100216607 

Form Type: ANF-001 

Fee Status: EXEMPT 

Facility Phone: 6179095404 

Sub Town: Not reported 

Worksite: STEAM TUNNEL AREA 
Occupied: 0 

Contractor: AC000096 

Contract Type: WRITTEN 

Hours: 0800 - 1700 

Project Type: Renv 

Abatement Process: Giv, CInp 

Location: INOUTDOORS 

Decon Process: REMOTE 3 CHAMBER DECAM. 
Disposal Methods: WET METHODS, DOUBLE 6 MIL DISPOSABLE BAGS. 
Facility Usage: OTHER, PRIVATE SCHOOL 
Waiver Given: Not reported 

DEP Waiver Number: Not reported 

DLWD Waiver Number: Not reported 

Small Owner Occ: 0 

Owner Name: FERNALD DEVELOPMENT CENTER 
Owner Address: 200 TRAPELO ROAD 
Owner City: WALTHAM 

Owner State: MA 

On Site Manager Name: COMMONWEALTH CONSTRUCTION/BILL DISTEFENO 
On Site Manager Phone: 6179095404 

Ins Comp: FEDERAL INSURANCE COMPANY 
Policy Number: 0044727476 

EXP Date: 2/11/2016 

Facility Size: 30000 

Transporter Name: YANKEE FIBER CONTROL 
Transporter Address: 50 INDUSTRIAL WAY 
Transporter City: SEEKONK 

Transporter State: MA 

Final Site: Not reported 

Certified Name: JAMES HUTZLER 

Cert Sign Date: 03/16/2015 

Certified Company: YANKEE FIBER CONTROL 
Certified Phone: 5083435115 

Entered by: ROWBOAT 

Notification: Not reported 

DEP Region: Not reported 

Notifiers Name: Not reported 

Start Date: 09/03/2010 


5101030598 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


WALTER E FERNALD STATE SCHOOL (Continued) 


End Date: 09/10/2010 

Date Entered: Not reported 

Entry Date: 08/23/2010 

Quantity Materical Removed SF: 140.00 

Quantity Material Removed LF: .00 

Project Description: Bir, Trns, ROOFING MATER 
AR Tracking ID: 130905 

Super Lic Number: AS052665 

Monitor Lic Number: AA000135 

Lab Lic Number: AA000135 

Year: 2010 

Sticker Number: 100111952 

Form Type: ANF-001 

Fee Status: Exempt 

Facility Phone: Not reported 

Sub Town: Not reported 

Worksite: CERC BUILDING 
Occupied: -1 

Contractor: AC000631 

Contract Type: Off 

Hours: Week days: 7/4 Week end: N/A 
Project Type: Renv 

Abatement Process: Fcontain 

Location: Indoors 

Decon Process: 3 CHAMBERS DECONTAMINATION SYSTEM 
Disposal Methods: DOUBLE BAG SEALED AND LABELED 
Facility Usage: UNIVERSITY 

Waiver Given: Not reported 

DEP Waiver Number: Not reported 

DLWD Waiver Number: Not reported 

Small Owner Occ: 4 

Owner Name: DCAM 

Owner Address: ONE ASHBURTON PLACE 
Owner City: BOSTON 

Owner State: MA 

On Site Manager Name: Not reported 

On Site Manager Phone: Not reported 

Ins Comp: Not reported 

Policy Number: Not reported 

EXP Date: Not reported 

Facility Size: Not reported 

Transporter Name: NG ENVIRONMENTAL CONTRACTORS, LLC 
Transporter Address: 49 BLANCHARD ST 
Transporter City: LAWRENCE, MA 
Transporter State: Not reported 

Final Site: 39 

Certified Name: NOLBERTO GALICIA 

Cert Sign Date: 08/23/2010 

Certified Company: NG ENVIRONMENTAL C 
Certified Phone: 9787947922 

Entered by: Not reported 

Notification: Not reported 

DEP Region: Not reported 

Notifiers Name: Not reported 

Start Date: 12/03/2010 

End Date: 12/03/2010 


EDR ID Number 


Database(s) EPA ID Number 


5101030598 
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Map ID 
Direction 
Distance 


Elevation 


Site 


Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 


MAP FINDINGS 


WALTER E FERNALD STATE SCHOOL (Continued) 


Not reported 

11/22/2010 

200.00 

.00 

Trns 

134790 

AS000699 

Not reported 

Not reported 

2010 

100117033 

ANF-001 

Exempt 

Not reported 

Not reported 

CHRIVER CENTER 

-1 

AC000669 

VERBAL 

Week days: 7AM-3PM Week end: N/A 
Oth:DISPOSAL ONLY 
Disp 

Indoors 

N/A 

WET REMOVAL, DOUBLE BAG 
MEDICAL SCHOOL 

Not reported 

Not reported 

Not reported 

5 

UMASS MEDICAL HEALTH CENTER 
55 LAKE AVE NORTH 
WORCESTER 

MA 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

PREMIER ABATEMENT & LABOR SERVICES 
10 FALCON ST 
METHUEN 

Not reported 

39 

RAMON TEJADA 
11/19/2010 

PREMIER ABATEMENT 
9782087163 

Not reported 


Not reported 
Not reported 
Not reported 
10/27/2010 
10/27/2010 
Not reported 


Database(s) 


EDR ID Number 
EPA ID Number 


5101030598 
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Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation — Site 


WALTER E FERNALD STATE SCHOOL (Continued) 


Entry Date: 12/06/2010 
Quantity Materical Removed SF: Not reported 
Quantity Material Removed LF: 40.00 

Project Description: RENOVATION 
AR Tracking ID: 135262 
Super Lic Number: AS061553 
Monitor Lic Number: AM031319 
Lab Lic Number: AA000153 
Year: Not reported 
Sticker Number: 781474 

Form Type: ANF-001 

Fee Status: E 

Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: AC000749 
Contract Type: Not reported 
Hours: 7-330 

Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
Decon Process: 3 CHAMBER 
Disposal Methods: WET 2 PLY POLY BAG 
Facility Usage: Not reported 
Waiver Given: -1 

DEP Waiver Number: 1010898 
DLWD Waiver Number: SP10619 
Small Owner Occ: Not reported 
Owner Name: DECAN 
Owner Address: 1 ASHBURTON PL 
Owner City: BOSTON 
Owner State: MA 

On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: STG 
Transporter Address: 58 PYLES LN 
Transporter City: NEW CASTLE 
Transporter State: DE 

Final Site: 39 

Certified Name: LUIS JAVIER 
Cert Sign Date: 10/26/2010 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: mmitchell 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 12/04/2008 
End Date: 12/04/2008 
Date Entered: Not reported 
Entry Date: 12/01/2008 


EDR ID Number 


Database(s) EPA ID Number 


5101030598 
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Map ID | МАР FINDINGS 


Direction 


Distance 
Elevation — Site 


WALTER E FERNALD STATE SCHOOL (Continued) 
Quantity Materical Removed SF: .00 


Quantity Material Removed LF: 30.00 

Project Description: Spr 

AR Tracking ID: 107281 

Super Lic Number: AS060773 
Monitor Lic Number: Not reported 
Lab Lic Number: Not reported 
Year: 2008 

Sticker Number: 100081905 
Form Type: ANF-001 

Fee Status: Exempt 

Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: NORTH NURSES BLDG. 
Occupied: -1 

Contractor: AC000196 
Contract Type: Off 

Hours: Week days: 3-9 Week end: 
Project Type: Rpr 

Abatement Process: Fcontain 
Location: Indoors 

Decon Process: AS REQUIRED 
Disposal Methods: AS REQUIRED 
Facility Usage: HOSPITAL 
Waiver Given: Not reported 
DEP Waiver Number: 0811859 
DLWD Waiver Number: 1B08458BS 
Small Owner Occ: 5 

Owner Name: COMM. OF MASS. 
Owner Address: Not reported 
Owner City: Not reported 
Owner State: MA 

On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: NESM LLP 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: 39 

Certified Name: KEN FURTNEY 
Cert Sign Date: 12/01/2008 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 11/22/2004 
End Date: 11/24/2004 
Date Entered: Not reported 
Entry Date: 11/09/2004 


Quantity Materical Removed SF: Not reported 


Database(s) 


EDR ID Number 


EPA ID Number 


5101030598 
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Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation — Site 


WALTER E FERNALD STATE SCHOOL (Continued) 


Quantity Material Removed LF: 20.00 

Project Description: Thermal solid core 
AR Tracking ID: 47115 

Super Lic Number: AS050084 
Monitor Lic Number: AA000144 

Lab Lic Number: AA000144 

Year: Not reported 
Sticker Number: 300735 

Form Type: ANF-001 

Fee Status: F 

Facility Phone: (781) 894-3600 
Sub Town: Not reported 
Worksite: HOT WATER TANK BLDG 
Occupied: Not reported 
Contractor: AC000490 
Contract Type: Not reported 
Hours: 7-2 

Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
Decon Process: AS REQUIRED 
Disposal Methods: WET 2 PLY POLY BAG 
Facility Usage: Not reported 
Waiver Given: Not reported 

DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: Not reported 
Owner Name: COMM OF MA-FERNALD CTR 
Owner Address: 200 TRAPELO RD 
Owner City: WALTHAM 

Owner State: MA 

On Site Manager Name: Not reported 

On Site Manager Phone: Not reported 

Ins Comp: Not reported 
Policy Number: Not reported 

EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: JOB ROLLOFF TRANS 
Transporter Address: BOX 6037 
Transporter City: CHELSEA 
Transporter State: MA 

Final Site: 18 

Certified Name: JIM STADNICKI 
Cert Sign Date: 11/05/2004 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: MMitchell 
Notification: Not reported 

DEP Region: Not reported 
Notifiers Name: Not reported 

Start Date: 10/29/2010 

End Date: 10/29/2010 

Date Entered: Not reported 

Entry Date: 10/28/2010 
Quantity Materical Removed SF: .00 

Quantity Material Removed LF: 5.00 


EDR ID Number 


Database(s) EPA ID Number 


5101030598 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
WALTER E FERNALD STATE SCHOOL (Continued) $101030598 
Project Description: Other: 
AR Tracking ID: 133731 
Super Lic Number: AS071933 
Monitor Lic Number: Not reported 
Lab Lic Number: Not reported 
Year: 2010 
Sticker Number: 100115568 
Form Type: ANF-001 
Fee Status: Fifty 
Facility Phone: 7818943600 
Sub Town: Not reported 
Worksite: WITHINGTON BLDG MECH BSMT 
Occupied: -1 
Contractor: AC000035 
Contract Type: WRITTEN 
Hours: Week days: 7:30A-4P Week end: 
Project Type: Rpr 
Abatement Process: Giv, Fcontain 
Location: Indoors 
Decon Process: THREE STAGE 
Disposal Methods: MATERIALS WILL BE WETTED AND PLACED IN DOUBLE BAGS AND LABELED FOR 
TRANSPORTATION 
Facility Usage: OFFICE SPACE 
Waiver Given: Not reported 
DEP Waiver Number: 1010859 
DLWD Waiver Number: 10-502-NB 
Small Owner Occ: 5 
Owner Name: THE FERNALD CENTER 
Owner Address: 200 TRAPELO ROAD 
Owner City: WALTHAM 
Owner State: MA 
On Site Manager Name: PAUL BERMINGHAM 
On Site Manager Phone: Not reported 
Ins Comp: ZURICH AMERICAN 
Policy Number: WC488324700 
EXP Date: 12/28/2010 
Facility Size: 11,000 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: 39 
Certified Name: ADAM GIRARD 
Cert Sign Date: 10/28/2010 
Certified Company: DEC-TAM 
Certified Phone: 9784702860 
Entered_by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 05/15/2015 
End Date: 05/16/2015 
Date Entered: Not reported 
Entry Date: 05/13/2015 
Quantity Materical Removed SF: .00 
Quantity Material Removed LF: 25.00 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
WALTER E FERNALD STATE SCHOOL (Continued) $101030598 
Project Description: PIPEINSUL 
AR Tracking ID: 212579 
Super Lic Number: AS040082 
Monitor Lic Number: AM061040 
Lab Lic Number: AA000028 
Year: 2015 
Sticker Number: 100220380 
Form Type: ANF-001 
Fee Status: EXEMPT 
Facility Phone: 6179095404 
Sub Town: Not reported 
Worksite: STEAM TUNNEL AREA 
Occupied: 0 
Contractor: AC000096 
Contract Type: WRITTEN 
Hours: 7AM TO 5PM 
Project Type: Renv 
Abatement Process: Giv 
Location: OUTDOORS 
Decon Process: DROP CLOTHS, BARRIER TAPE, GLOVE BAGS, REMOTE THREE CHAMBER 
DECONTAMINATION UNIT 
Disposal Methods: DOUBLED 6 MIL BAGS 
Facility Usage: SCHOOL 
Waiver Given: Not reported 
DEP Waiver Number: NAW-1505063 
DLWD Waiver Number: Not reported 
Small Owner Occ: 0 
Owner Name: FERNALD DEVELOPMENT CENTER 
Owner Address: 200 TRAPELO ROAD 
Owner City: WALTHAM 
Owner State: MA 
On Site Manager Name: COMMONWEALTH CONSTRUCTION/CHRIS DESTEFENO 
On Site Manager Phone: 6179095404 
Ins Comp: FEDERAL INSURANCE COMPANY 
Policy Number: 0044727476 
EXP Date: 2/11/2016 
Facility Size: 250000 
Transporter Name: YANKEE FIBER CONTROLS 
Transporter Address: 50 INDUSTRIAL WAY 
Transporter City: SEEKONK 
Transporter State: MA 
Final Site: Not reported 
Certified Name: JIM HUTZLER 
Cert Sign Date: 05/13/2015 
Certified Company: YANKEE FIBER CONTROL 
Certified Phone: 5083435115 
Entered by: ROWBOAT 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 06/15/2004 
End Date: 06/16/2004 
Date Entered: Not reported 
Entry Date: 06/01/2004 
Quantity Materical Removed SF: .00 
Quantity Material Removed LF: 80.00 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 
WALTER E FERNALD STATE SCHOOL (Continued) $101030598 
Project Description: Spr 
AR Tracking ID: 40309 
Super Lic Number: AS040577 
Monitor Lic Number: Not reported 
Lab Lic Number: Not reported 
Year: 2004 
Sticker Number: 100005434 
Form Type: ANF-001 
Fee Status: Exempt 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: BOILER ROOM 
Occupied: -1 
Contractor: AC000196 
Contract Type: Off 
Hours: Week days: 8-4 Week end: 
Project Type: Rpr 
Abatement Process: Giv, Fcontain 
Location: Indoors 
Decon Process: AS REQUIRED 
Disposal Methods: AS REQUIRED 
Facility Usage: POWER PLANT 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: 5 
Owner Name: COMM. OF MASS - DOR 
Owner Address: 500 HARRISON AV. 
Owner City: BOSTON , MA 
Owner State: MA 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: NESM LLP 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: 7 
Certified Name: KEN FURTNEY 
Cert Sign Date: 06/01/2004 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: 100248617R2 
DEP Region: NE 
Notifiers Name: NEW ROADS ENVIRONMENTAL SERVICES LLC 
Start Date: 08/15/2016 
End Date: 09/16/2016 
Date Entered: 09/09/2016 
Entry Date: 09/09/2016 
Quantity Materical Removed SF: 0 
Quantity Material Removed LF: 45 
Project Description: TRANSPIPE 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


WALTER E FERNALD STATE SCHOOL (Continued) 


AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


HW GEN: 


EPA Id: 


RCRA Generator Status: 


State Generator Status: 


EPA Id: 


RCRA Generator Status: 


State Generator Status: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


MAD073798720 
SQG 
VQG-MA 


MV7818943600 
VSQG 
SQG-MA 


EDR ID Number 


Database(s) ЕРА ID Number 


5101030598 


ТС5505005.25 Раде 620 


Map ID 
Direction 
Distance 


Elevation 


82 
East 
1/2-1 


0.559 mi. 


2952 ft. 


Relative: 
Higher 


Actual: 
94 ft. 


Site 


MAP FINDINGS 


NO LOCATION AID 
1060 BELMONT ST 
WATERTOWN, MA 02472 


SHWS: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 


3-0029029 / RAO 
WATERTOWN 
01/25/2010 

120 DY 

Not reported 


Response Action Outcome 


11/24/2010 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


MA SHWS 5110124994 
MA LUST N/A 
MA RELEASE 
MA ASBESTOS 


A2 - A permanent solution has been achieved. Contamination has not 


been reduced to background. 


Oil and Hazardous Material 
UNKNOWN 
UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


C5 THRU C8 ALIPHATIC HYDROCARBONS 


177 milligrams per kilogram 


C9 THRU C10 AROMATIC HYDROCARBONS 
1200 milligrams per kilogram 


2-METHYLNAPHTHALENE 
1.21 milligrams per kilogram 
NAPHTHALENE 

8.11 milligrams per kilogram 


C9 THRU C18 ALIPHATIC HYDROCARBONS 
1620 milligrams per kilogram 
C9 THRU C12 ALIPHATIC HYDROCARBONS 
3700 milligrams per kilogram 


Release Disposition 


Reportable Release under MGL 21E 


1/25/2010 


A permanent solution has been achieved. Contamination has not been 


reduced to background. 


RNF 


Reportable Release under MGL 21E 


1/25/2010 


A permanent solution has been achieved. Contamination has not been 


reduced to background. 


Response Action Outcome - RAO 


RAO Statement Received 
11/24/2010 


A permanent solution has been achieved. Contamination has not been 


reduced to background. 


Response Action Outcome - RAO 
Fee Received - FMCRA Use Only 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
NO LOCATION AID (Continued) $110124994 
Action Date: 11/26/2010 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: ALSENT 
Action Date: 11/8/2010 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 2/19/2010 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Abatement Measure 
Action Status: Fee Received - FMCRA Use Only 
Action Date: 2/3/2010 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Abatement Measure 
Action Status: Written Plan Received 
Action Date: 2/4/2010 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Abatement Measure 
Action Status: Level | - Technical Screen Audit 
Action Date: 2/8/2010 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 4/20/2010 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: Level | - Technical Screen Audit 
Action Date: 6/30/2011 


Response Action Outcome: 


LUST: 
Facility: 


Release Tracking Number/Current Status: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0029073 / RAO 


Status Date: 11/24/2010 
Source Type: UST 

Release Town: WATERTOWN 
Notification Date: 02/18/2010 
Category: 72 HR 
Associated ID: Not reported 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Phase: 
Response Action Outcome: 
Oil Or Haz Material: 


Location Type: 
Source: 


Not reported 


Oil 


RESIDNTIAL 
UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


C5 THRU C8 ALIPHATIC HYDROCARBONS 
117 UG/M3 

C9 THRU C12 ALIPHATIC HYDROCARBONS 
28.9 UG/M3 


Response Action Outcome - RAO 
RAO Statement Received 
11/24/2010 

Not reported 


Response Action Outcome - RAO 
Fee Received - FMCRA Use Only 
11/26/2010 

Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
2/18/2010 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
2/18/2010 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


$110124994 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


3/16/2010 
Not reported 


RNFE 

Transmittal, Notice, or Notification Received 
4/16/2010 

Not reported 


RNF 

Reportable Release under MGL 21E 
4/16/2010 

Not reported 


Immediate Response Action 
Written Plan Received 
4/20/2010 

Not reported 
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Map ID | 


MAP FINDINGS 


Direction 
Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


$110124994 


Immediate Response Action 
Level | - Technical Screen Audit 
4/21/2010 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
6/16/2010 

Not reported 


Immediate Response Action 
Level | - Technical Screen Audit 
6/18/2010 

Not reported 


Response Action Outcome - RAO 
Level | - Technical Screen Audit 
6/30/2011 

Not reported 


3-0029029 / RAO 

Not reported 

WATERTOWN 

01/25/2010 

120 DY 

11/24/2010 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Release Disposition 

Reportable Release under MGL 21E 

1/25/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

1/25/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

11/24/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 
Fee Received - FMCRA Use Only 
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Map ID | 
Direction 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$110124994 
11/26/2010 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

11/8/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
2/19/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

2/3/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Written Plan Received 

2/4/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Level I - Technical Screen Audit 

2/8/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Status or Interim Report Received 

4/20/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

6/30/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


C5 THRU C8 ALIPHATIC HYDROCARBONS 
177 milligrams per kilogram 

C9 THRU C10 AROMATIC HYDROCARBONS 
1200 milligrams per kilogram 
2-METHYLNAPHTHALENE 

1.21 milligrams per kilogram 

NAPHTHALENE 

8.11 milligrams per kilogram 

C9 THRU C18 ALIPHATIC HYDROCARBONS 
1620 milligrams per kilogram 
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Map ID 
Direction 
Distance 


Elevation 


Site 


NO LOCATION AID (Continued) 


MAP FINDINGS 


Chemical: 
Quantity: 
Location Type: 
Source: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil / Haz Material Type: 


C9 THRU C12 ALIPHATIC HYDROCARBONS 
3700 milligrams per kilogram 


UNKNOWN 
UNKNOWN 


3-0029073 / RAO 
Not reported 
WATERTOWN 
02/18/2010 

72HR 

11/24/2010 

Not reported 


Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Response Action Outcome - RAO 


RAO Statement Received 
11/24/2010 
Not reported 


Response Action Outcome - RAO 
Fee Received - FMCRA Use Only 


11/26/2010 
Not reported 


Immediate Response Action 


Oral Approval of Plan or Action 


2/18/2010 
Not reported 


Release Disposition 


Reportable Release under MGL 21E 


2/18/2010 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


$110124994 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


3/16/2010 
Not reported 


RNFE 


Transmittal, Notice, or Notification Received 


4/16/2010 
Not reported 


RNF 


Reportable Release under MGL 21E 


4/16/2010 
Not reported 


Immediate Response Action 
Written Plan Received 
4/20/2010 

Not reported 
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Map ID | MAP FINDINGS 
Direction 
Distance EDR ID Number 


Elevation — Site 


NO LOCATION AID (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 


ASBESTOS: 
Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 
End Date: 
Date Entered: 
Entry Date: 
Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 
Sticker Number: 
Form Type: 
Fee Status: 
Facility Phone: 
Sub Town: 
Worksite: 
Occupied: 
Contractor: 
Contract Type: 
Hours: 
Project Type: 
Abatement Process: 


Immediate Response Action 
Level I - Technical Screen Audit 
4/21/2010 

Not reported 


Immediate Response Action 


Status or Interim Report Received 


6/16/2010 
Not reported 


Immediate Response Action 
Level I - Technical Screen Audit 
6/18/2010 

Not reported 


Response Action Outcome - RAO 


Level | - Technical Screen Audit 
6/30/2011 
Not reported 


C5 THRU C8 ALIPHATIC HYDROCARBONS 


117 UG/M3 


C9 THRU C12 ALIPHATIC HYDROCARBONS 


28.9 UG/M3 
RESIDNTIAL 
UST 


Not reported 
Not reported 
Not reported 
01/11/2010 
01/15/2010 
Not reported 
12/29/2009 
1760.00 

.00 

Trns 
121512 
AS000782 
Not reported 
Not reported 
2009 
100099663 
ANF-001 
Exempt 

Not reported 
Not reported 
KITCHENS & BATHROOMS 
-1 
AC000167 
WRITTEN 
Week days: 7AM-5PM Week end: 
Renv 
Fcontain 


Database(s) EPA ID Number 


$110124994 


TC5505005.2s Page 627 


Map ID 
Direction 
Distance 


Elevation 


83 
North 
1/2-1 


0.567 mi. 


2992 ft. 


Relative: 


Higher 


Actual: 
221 ft. 


NO LOCATION AID (Continued) 


Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$110124994 
Indoors 


3 CHAMBER DECON 

WET TWO PLY POLY BAGS 
RESIDENTIAL HOUSING 

Not reported 

Not reported 

Not reported 

5 

WATERTOWN COMMUNITY HOUSING 
63 MT. AUBURN STREET 
WATERTOWN, MA 

MA 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

AIR QUALITY EXPERTS, INC. 
Not reported 

Not reported 

Not reported 

39 

CHRISTOPHER THOMPSON 
12/29/2009 

AIR QUALITY EXPERTS, INC. 
6038946465 

Not reported 


FMR HEATING PLANT SOUTH OF 
333 FOREST ST 
WALTHAM, MA 02154 


SHWS: 


MA SHWS 5106132248 


MA INST CONTROL N/A 
MA RELEASE 
MA ASBESTOS 
MA ENF 


Release Tracking Number/Current Status: 3-0022303 / RAO 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 


WALTHAM 

11/13/2002 

TWO HR 

Not reported 

Response Action Outcome 

01/31/2008 

PHASE II 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Hazardous Material 

FEDERAL 

ASBESTOS 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


ASBESTOS 
1 pounds 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
FMR HEATING PLANT SOUTH OF (Continued) 5106132248 
Chemical: ARSENIC 
Quantity: 34.8 milligrams per kilogram 
Actions: 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 1/17/2003 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Compliance and Enforcement Action 

Notice of Non-Compliance Issued 

1/26/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

1/31/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

1/31/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

1/31/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
10/3/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

11/13/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Oral Approval of Plan or Action 

11/13/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
FMR HEATING PLANT SOUTH OF (Continued) $106132248 


been implemented. 


RNF 

Reportable Release under MGL 21E 

11/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Scope of Work Received 

11/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Transmittal, Notice, or Notification Received 

11/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Status or Interim Report Received 

11/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 

Completion Statement Received 

11/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Classification 

11/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Completion Statement Received 

11/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/9/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


INST CONTROL: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release: 


| МАР FINDINGS 
EDR ID Number 
Database(s) ЕРА ID Number 
FMR HEATING PLANT SOUTH OF (Continued) $106132248 
Action Type: RLFA 
Action Status: FLDRAN 
Action Date: 4/24/2012 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

8/6/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FOLOFF 

9/11/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

9/4/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Transfer 

9/5/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


3-0022303 

AUL 

RECPT 

01/31/2008 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


Release Tracking Number/Current Status: 3-0022303 / RAO 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Not reported 

WALTHAM 

11/13/2002 

TWO HR 

01/31/2008 

PHASE II 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) ЕРА ID Number 
FMR HEATING PLANT SOUTH OF (Continued) 5106132248 


Oil / Haz Material Type: 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 1/17/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Compliance and Enforcement Action 
Action Status: Notice of Non-Compliance Issued 
Action Date: 1/26/2007 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Activity and Use Limitation 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 1/31/2008 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Release Abatement Measure 
Action Status: Completion Statement Received 
Action Date: 1/31/2008 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 1/31/2008 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 10/3/2007 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 11/13/2002 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Immediate Response Action 
Action Status: Oral Approval of Plan or Action 
Action Date: 11/13/2002 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
FMR HEATING PLANT SOUTH OF (Continued) $106132248 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

11/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Scope of Work Received 

11/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Transmittal, Notice, or Notification Received 

11/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Status or Interim Report Received 

11/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 

Completion Statement Received 

11/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Classification 

11/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Completion Statement Received 

11/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/9/2002 

A permanent solution has been achieved. Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 


ASBESTOS: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
FMR HEATING PLANT SOUTH OF (Continued) $106132248 


reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRAN 

4/24/2012 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

8/6/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FOLOFF 

9/11/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

9/4/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Transfer 

9/5/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


ASBESTOS 

1 pounds 

ARSENIC 

34.8 milligrams per kilogram 
FEDERAL 

ASBESTOS 


Not reported 
Not reported 
Not reported 
04/01/2003 
04/21/2003 
Not reported 
03/20/2003 
4050.00 

Not reported 
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Map ID | MAP FINDINGS 


Direction 


Distance 
Elevation — Site 


FMR HEATING PLANT SOUTH OF (Continued) 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 


150 yds of asbestos in dirt 
23303 

AS041152 
AA000144 
AA000162 

Not reported 
560981 

ANF-001 

60 

Not reported 

Not reported 

Not reported 

Not reported 
AC00046 1 

Not reported 

7a-5p 

Demolition 
asbestos in dirt 
Outdoors 

neg air 

Wet 2 Ply Poly Bag 
Not reported 

Not reported 

Not reported 

Not reported 

Not reported 
bentley college 

175 forest street 
waltham 

MA 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 
MCCONNELL ENTERPRISES INC 
10 ICE HOUSE LANE PO BOX 187 
ESSEX 

MA 

39 

christy kiriacopoulos 
03/18/2003 

Not reported 

(781) 849-5959 
Not reported 


Not reported 

Not reported 

Not reported 
10/18/2002 
12/18/2002 

Not reported 
10/07/2002 
78000.00 
8000.00 

Piping under slab 


EDR ID Number 


Database(s) EPA ID Number 


5106132248 
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Map ID | MAP FINDINGS 
Direction 
Distance EDR ID Number 


Elevation — Site 


FMR HEATING PLANT SOUTH OF (Continued) 


AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered_by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 


16216 

AS041152 
AA000144 
AA000162 

2002 

558990 

ANF-001 

60 

Not reported 

Not reported 

Not reported 

0 

AC000461 

Not reported 
7am-5pm 
Demolition 

Other 

Outdoors 

Double suit wash station 
Wet 2 Ply Poly Bag 
Not reported 

-1 

0210985 

N/A 

0 

Bentley College 
333 Forest Street 
WALTHAM 

MA 

Not reported 

Not reported 

N/A 

N/A 

N/A 

N/A 

MCCONNELL ENTERPRISES INC 
10 ICE HOUSE LANE PO BOX 187 
ESSEX 

MA 

39 

Christy Kiriacopoulos 
10/04/2002 

Not reported 

(781) 849-5959 
Not reported 


Not reported 
Not reported 
Not reported 
09/08/2002 
01/07/2003 
Not reported 
12/31/2002 
Not reported 
78000.00 
other 

21455 


Database(s) EPA ID Number 


5106132248 
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Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation — Site 


FMR HEATING PLANT SOUTH OF (Continued) 


Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered_by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 


AS041152 
AA000144 
AA000162 
Not reported 
558987 
ANF-001 

60 

Not reported 
Not reported 
Not reported 
Not reported 
AC00046 1 
Not reported 
9-5 
Renovation 
Glove Bag 
Outdoors 
Mini Seal" 

2 Ply Poly Bag with Label 
school 

-1 

0206924 
Sp02-170 
Not reported 
New jewish High School 
333 Forest Street 
WALTHAM 
MA 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


MCCONNELL ENTERPRISES INC 
10 ICE HOUSE LANE PO BOX 187 


ESSEX 

MA 

39 

Christy Kiriacopoulos 
07/02/2002 

Not reported 

(781) 849-5959 

Not reported 


Not reported 
Not reported 
Not reported 
04/01/2003 
04/21/2003 
Not reported 
03/20/2003 
Not reported 
1000.00 
TRANSITE PIPE 
12674 
AS041152 


EDR ID Number 


Database(s) EPA ID Number 


5106132248 
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Map ID | 


MAP FINDINGS 


Direction 
Distance 
Elevation — Site 


FMR HEATING PLANT SOUTH OF (Continued) 


Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


ENFORCEMENT: 
Region: 
DEP Region: 
DEP Program: 
DEP Bureau: 
Program: 
Program Id: 


High Or Low Level Enforcement: 


FMF #: 
Comptroller Billing Name: 


Town Where Violation Occurred: 


Date Executed: 
ENF #: 


AA000144 

Not reported 

Not reported 

560982 

ANF-001 

60 

Not reported 

Not reported 

Not reported 

Not reported 
AC00046 1 

Not reported 

7a-5p 

DEMOLITION 
TRANSITE PIPE 
OUTDOORS 

NEG AIR 

WET 2 PLY POLY BAG 
Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

NEW JEWISH H.S. 
333 FOREST STREET 
WALTHAM 

MA 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 
MCCONNELL ENTERPRISES INC 
10 ICE HOUSE LANE PO BOX 187 
ESSEX 

MA 

39 

CHRISTY KIRIACOPOULOS 
03/18/2003 

Not reported 

(781) 849-5959 

Not reported 


NERO 
NERO 

3R 

BWSC 

Not reported 
3-0022303 
LLE 

Not reported 
Not reported 
Not reported 
01/26/2007 
NON-NE-06-3R072 


EDR ID Number 


Database(s) EPA ID Number 


5106132248 
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Map ID 
Direction 
Distance 


Elevation 


84 
SSE 
1/2-1 


0.598 mi. 


3160 ft. 


Relative: 


Higher 


Actual: 
61 ft. 


MAP FINDINGS 


Site 


EDR ID Number 


Database(s) 


FMR HEATING PLANT SOUTH OF (Continued) 

Document Type: NON 

AG Ref (Y/N): Not reported 
Doc Archived (Y/N): Not reported 
EJ Community (Y/N): Not reported 
Regional Comment: Not reported 
Final Payment Due Date: Not reported 
ACOP $: Not reported 
PAN $: Not reported 
EMS (Y/N): Not reported 
EMS$: Not reported 
SEP (Y/N): Not reported 
SEP $: Not reported 
Demand $: Not reported 
Suspended $: Not reported 
Ownership: Commercially Owned 


NO LOCATION AID 
15-21 MAIN ST 
WALTHAM, MA 02154 


SHWS: 
Release Tracking Number/Current Status: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil Or Haz Material: 


EPA ID Number 


5106132248 


МА SHWS 5102967402 


MA INST CONTROL 
MA RELEASE 

MA ENF 

MA HW GEN 


N/A 


3-0015699 / RAO 
WALTHAM 

11/06/1997 

120 DY 

Not reported 

Response Action Outcome 
06/01/1998 

Not reported 


A3 - A permanent solution has been achieved. Contamination has not 


been reduced to background and an Activity and use Limitation (AUL) 


has been implemented. 
Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 


NAPHTHALENE 

25 milligrams per kilogram 
BENZENE, 1,3,5-TRIMETHYL- 
35 milligrams per kilogram 
VINYL CHLORIDE 

41 micrograms per liter 
BENZENE 

6240 micrograms per liter 
TOLUENE 

11800 micrograms per liter 
XYLENE 

13400 micrograms per liter 
TPH 

6750 milligrams per kilogram 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 


TC5505005.2s 


Page 639 


Map ID | 


Direction 
Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$102967402 
10/29/2009 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFNVD 

10/29/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Compliance and Enforcement Action 

RFI 

10/29/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

11/10/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

11/6/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

11/6/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

11/6/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

2/20/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
3/26/1998 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


5102967402 


А permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

3/27/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

6/1/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

6/1/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

6/1/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

6/8/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

7/23/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NOA 

7/27/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRUN 

8/13/2009 

A permanent solution has been achieved. Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Site 


NO LOCATION AID (Continued) 


MAP FINDINGS 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


INST CONTROL: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 3-0015699 / RAO 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 


Database(s) EPA ID Number 


$102967402 


reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level II - Audit Inspection 

8/13/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


3-0015699 

AUL 

RECPT 

06/01/1998 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0015699 

AUL 

SNAUDI 

08/13/2009 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


Not reported 

WALTHAM 

11/06/1997 

120 DY 

06/01/1998 

Not reported 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Compliance and Enforcement Action 

Interim Deadline Letter Issued 

10/29/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFNVD 

10/29/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


$102967402 


been implemented. 


Compliance and Enforcement Action 

RFI 

10/29/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

11/10/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

11/6/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

11/6/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

11/6/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

2/20/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
3/26/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

3/27/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


5102967402 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

6/1/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

6/1/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

6/1/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

6/8/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

7/23/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NOA 

7/27/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRUN 

8/13/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level II - Audit Inspection 

8/13/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 
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State Generator Status: Not reported 


Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
NO LOCATION AID (Continued) $102967402 
Chemicals: 
Chemical: NAPHTHALENE 
Quantity: 25 milligrams per kilogram 
Chemical: BENZENE, 1,3,5-TRIMETHYL- 
Quantity: 35 milligrams per kilogram 
Chemical: VINYL CHLORIDE 
Quantity: 41 micrograms per liter 
Chemical: BENZENE 
Quantity: 6240 micrograms per liter 
Chemical: TOLUENE 
Quantity: 11800 micrograms per liter 
Chemical: XYLENE 
Quantity: 13400 micrograms per liter 
Chemical: TPH 
Quantity: 6750 milligrams per kilogram 
ENFORCEMENT: 
Region: NERO 
DEP Region: NERO 
DEP Program: 3A 
DEP Bureau: BWSC 
Program: Not reported 
Program Id: 3-0015699 
High Or Low Level Enforcement: LLE 
FMF #: Not reported 
Comptroller Billing Name: Not reported 
Town Where Violation Occurred: Not reported 
Date Executed: 10/29/2009 
ENF #: Not reported 
Document Type: IDL 
AG Ref (Y/N): Not reported 
Doc Archived (Y/N): Not reported 
EJ Community (Y/N): Not reported 
Regional Comment: Not reported 
Final Payment Due Date: Not reported 
ACOP $: Not reported 
PAN $: Not reported 
EMS (Y/N): Not reported 
EMS$: Not reported 
SEP (Y/N): Not reported 
SEP $: Not reported 
Demand $: Not reported 
Suspended $: Not reported 
Ownership: Commercially Owned 
HW GEN: 
EPA Id: MAR000011817 
RCRA Generator Status: SQG 
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Map ID 
Direction 
Distance 


Elevation 


85 
North 
1/2-1 


0.599 mi. 


3162 ft. 
Relative: 
Higher 


Actual: 
223 ft. 


Site 


MAP FINDINGS 


MURPHY FEDERAL CTR BOILER PLANT 
424 TRAPELO RD 
WALTHAM, MA 02154 


SHWS: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 

Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


EDR ID Number 


Database(s) EPA ID Number 
MA SHWS 5101045421 
MA LUST N/A 
MA INST CONTROL 
MA RELEASE 
MA SPILLS 


3-0018887 / RAO 
WALTHAM 

10/18/1999 

120 DY 

Not reported 

Response Action Outcome 
02/21/2001 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


BENZO(A)ANTHRACENE 
2.1 parts per million 
BENZO(A)PYRENE 

2 parts per million 
2-METHYLNAPHTHALENE 
Not reported 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

1/14/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
1/19/2001 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Release Disposition 

Reportable Release under MGL 21E 
10/18/1999 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


RNF 

Reportable Release under MGL 21E 
10/18/1999 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Release Abatement Measure 
Written Plan Received 
10/18/1999 


A permanent solution has been achieved. Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MURPHY FEDERAL CTR BOILER PLANT (Continued) 


MAP FINDINGS 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Source: 


EDR ID Number 
EPA ID Number 


Database(s) 


reduced to background. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

10/20/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Completion Statement Received 

2/21/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

2/21/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

Fee Not Required - Fee Credited-FMCRA Use Only 

2/26/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

Fee Not Required - Fee Refunded-FMCRA Use Only 

2/26/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Status or Interim Report Received 

5/17/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0017581 / RAO 
WALTHAM 
11/16/1998 

72 HR 

Not reported 
Response Action Outcome 
03/15/2001 

Not reported 

C1- C1 

Oil 

FEDERAL 
UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 


NAPL 
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5101045421 


Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
MURPHY FEDERAL CTR BOILER PLANT (Continued) 5101045421 

Quantity: 4 inches 

Chemical: #4 FUEL OIL 

Quantity: 0.5 inches 

Actions: 
Action Type: Release Disposition 


Action Status: 
Action Date: 


Response Action Outcome: 


Reportable Release under MGL 21E 
11/16/1998 
C1 


Action Type: Immediate Response Action 
Action Status: IRA Assessment Only 
Action Date: 11/16/1998 

Response Action Outcome: C1 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 11/20/2000 


Response Action Outcome: 


Action Type: Activity and Use Limitation 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 11/21/2017 

Response Action Outcome: C1 


Action Type: Immediate Response Action 

Action Status: Modified Revised or Updated Plan Received 
Action Date: 11/29/2000 

Response Action Outcome: C1 


C1 


Action Type: Activity and Use Limitation 
Action Status: Legal Notice Published 
Action Date: 11/29/2017 

Response Action Outcome: C1 


Action Type: Tier Classification 

Action Status: Revised Statement or Transmittal Received 
Action Date: 11/3/1999 

Response Action Outcome: C1 


Action Type: Tier Classification 

Action Status: RTN Linked to TCLASS Via Tier Classification Submittal 
Action Date: 11/3/1999 

Response Action Outcome: C1 


Action Type: RAO Not Required 

Action Status: Linked to a Tier Classified Site 
Action Date: 11/3/1999 

Response Action Outcome: C1 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 

Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 12/21/1998 

Response Action Outcome: C1 


Action Type: Compliance and Enforcement Action 
Action Status: Interim Deadline Letter Issued 
Action Date: 12/21/1998 


TC5505005.2s Page 648 


Map ID | МАР FINDINGS 


MURPHY FEDERAL CTR BOILER PLANT (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


C1 


Immediate Response Action 
Written Plan Received 
2/10/1999 

C1 


Phase 2 

Scope of Work Received 
2/10/1999 

C1 


RNF 

Reportable Release under MGL 21E 
2/10/1999 

C1 


Immediate Response Action 
Completion Statement Received 
2/27/2001 

C1 


Immediate Response Action 
Status or Interim Report Received 
2/5/2001 

C1 


Response Action Outcome - RAO 
RAO Statement Received 
3/15/2001 

C1 


Immediate Response Action 
Status or Interim Report Received 
3/16/1999 

C1 


Immediate Response Action 
Status or Interim Report Received 
3/20/2000 

C1 


Response Action Outcome - RAO 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


5101045421 


Periodic Review Opinion Evaluating Temp Solution 


5/3/2002 
C1 


Tier Classification 


Transmittal, Notice, or Notification Received 


7/16/1998 
C1 


Tier Classification 
Tier 2 Classification 
7/16/1998 

C1 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


Database(s) 


MURPHY FEDERAL CTR BOILER PLANT (Continued) 


LUST: 


Facility: 
Release Tracking Number/Current Status: 3-0006013 / PSC 


Status Date: 

Source Type: 

Release Town: 

Notification Date: 
Category: 

Associated ID: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 


Location Type: 
Source: 


11/22/2017 
UST 
WALTHAM 
01/24/1994 
NONE 
3-0006013 
PHASE IV 
PA-PA 
Oil 


FEDERAL 
UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


PETROLEUM 
Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
1/22/2015 

PA 


EDR ID Number 
EPA ID Number 


5101045421 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


1/24/1994 
PA 


Release Disposition 
Valid Transition Site 
1/24/1994 

PA 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
1/24/1994 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
1/31/2008 

PA 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
10/15/2012 

PA 


Response Action Outcome - RAO 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


MURPHY FEDERAL CTR BOILER PLANT (Continued) 


Inspection and Monitoring Report Received 
11/11/2013 
PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/18/2011 

PA 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 
11/21/2017 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/22/2010 

PA 


Response Action Outcome - RAO 
PSARCD 

11/22/2017 

PA 


Activity and Use Limitation 
Legal Notice Published 
11/29/2017 

PA 


Tier Classification 

Revised Statement or Transmittal Received 
11/3/1999 

PA 


Tier Classification 


EDR ID Number 


Database(s) EPA ID Number 


5101045421 


RTN Linked to TCLASS Via Tier Classification Submittal 


11/3/1999 
PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/13/2016 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/15/2008 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/28/2015 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/3/2009 


TC5505005.2s Page 651 


Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation Site 


MURPHY FEDERAL CTR BOILER PLANT (Continued) 


Response Action Outcome: PA 

Action Type: Phase 2 

Action Status: Scope of Work Received 
Action Date: 2/10/1999 

Response Action Outcome: PA 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 2/11/2013 


Response Action Outcome: 


PA 


Action Type: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 2/27/2001 

Response Action Outcome: PA 


Action Type: Response Action Outcome - RAO 

Action Status: Inspection and Monitoring Report Received 
Action Date: 2/6/2008 

Response Action Outcome: PA 

Action Type: Phase 3 

Action Status: Completion Statement Received 

Action Date: 3/13/2001 

Response Action Outcome: PA 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 

Action Date: 3/15/2001 

Response Action Outcome: PA 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/10/2011 


Response Action Outcome: 


PA 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/13/2015 


Response Action Outcome: 


PA 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/20/2016 


Response Action Outcome: 


PA 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/24/2012 


Response Action Outcome: 


PA 


Action Type: Response Action Outcome - RAO 
Action Status: Periodic Review Opinion Evaluating Temp Solution 
Action Date: 5/3/2002 


Response Action Outcome: 


PA 


EDR ID Number 


Database(s) EPA ID Number 


5101045421 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


EDR ID Number 


Database(s) EPA ID Number 


MURPHY FEDERAL CTR BOILER PLANT (Continued) 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
5/7/2010 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/1/2009 

PA 


Phase 2 

Completion Statement Received 
6/19/2000 

PA 


Phase 3 

Notice of Delay in Meeting RA Deadline Received 
6/19/2000 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/19/2014 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/20/2017 

PA 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
7/10/2007 

PA 


Tier Classification 
Tier 2 Classification 
7/16/1998 

PA 


Phase 1 

Completion Statement Received 
7/16/1998 

PA 


Tier Classification 

Transmittal, Notice, or Notification Received 
7/16/1998 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
7/23/2013 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 


5101045421 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


MURPHY FEDERAL CTR BOILER PLANT (Continued) 


Action Date: 
Response Action Outcome: 


INST CONTROL: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 3-0006013 / PSC 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil / Haz Material Type: 


3-0017581 
AUL 
LEGNOT 
11/29/2017 
C1-C1 


3-0017581 
AUL 
RECPT 
11/21/2017 
C1-C1 


3-0006013 
AUL 
LEGNOT 
11/29/2017 
PA-PA 


3-0006013 
AUL 
RECPT 
11/21/2017 
PA-PA 


7/8/2008 
PA 


3-0006013 
WALTHAM 
01/24/1994 
NONE 
11/22/2017 
PHASE IV 
PA - PA 
Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
1/22/2015 

PA 


Database(s) 


EDR ID Number 
EPA ID Number 


5101045421 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


1/24/1994 
PA 


Release Disposition 
Valid Transition Site 
1/24/1994 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


MURPHY FEDERAL CTR BOILER PLANT (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


PA 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
1/24/1994 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
1/31/2008 

PA 


Response Action Outcome - RAO 


Periodic Review Opinion Evaluating Temp Solution 


10/15/2012 
PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/11/2013 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/18/2011 

PA 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 
11/21/2017 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/22/2010 

PA 


Response Action Outcome - RAO 
PSARCD 

11/22/2017 

PA 


Activity and Use Limitation 
Legal Notice Published 
11/29/2017 

PA 


Tier Classification 

Revised Statement or Transmittal Received 
11/3/1999 

PA 


Tier Classification 


EDR ID Number 


Database(s) EPA ID Number 


5101045421 


RTN Linked to TCLASS Via Tier Classification Submittal 


11/3/1999 
PA 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


MURPHY FEDERAL CTR BOILER PLANT (Continued) 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/13/2016 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/15/2008 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/28/2015 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/3/2009 

PA 


Phase 2 

Scope of Work Received 
2/10/1999 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
2/11/2013 

PA 


Immediate Response Action 
Completion Statement Received 
2/27/2001 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
2/6/2008 

PA 


Phase 3 

Completion Statement Received 
3/13/2001 

PA 


Response Action Outcome - RAO 
RAO Statement Received 
3/15/2001 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
5/10/2011 

PA 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 


EDR ID Number 


Database(s) EPA ID Number 


5101045421 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation Site 


MURPHY FEDERAL CTR BOILER PLANT (Continued) 


Action Date: 


Response Action Outcome: 


5/13/2015 
PA 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/20/2016 


Response Action Outcome: 


PA 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/24/2012 


Response Action Outcome: 


PA 


Action Type: Response Action Outcome - RAO 
Action Status: Periodic Review Opinion Evaluating Temp Solution 
Action Date: 5/3/2002 


Response Action Outcome: 


PA 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/7/2010 


Response Action Outcome: 


PA 


Action Type: Response Action Outcome - RAO 

Action Status: Inspection and Monitoring Report Received 
Action Date: 6/1/2009 

Response Action Outcome: PA 

Action Type: Phase 2 

Action Status: Completion Statement Received 

Action Date: 6/19/2000 

Response Action Outcome: PA 

Action Type: Phase 3 

Action Status: Notice of Delay in Meeting RA Deadline Received 
Action Date: 6/19/2000 


Response Action Outcome: 


PA 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 6/19/2014 


Response Action Outcome: 


PA 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 6/20/2017 


Response Action Outcome: 


PA 


Action Type: Response Action Outcome - RAO 
Action Status: Periodic Review Opinion Evaluating Temp Solution 
Action Date: 7/10/2007 


Response Action Outcome: 


PA 


Action Type: Tier Classification 
Action Status: Tier 2 Classification 
Action Date: 7/16/1998 
Response Action Outcome: PA 


EDR ID Number 


Database(s) EPA ID Number 


5101045421 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
MURPHY FEDERAL CTR BOILER PLANT (Continued) 5101045421 

Action Type: Phase 1 

Action Status: Completion Statement Received 

Action Date: 7/16/1998 

Response Action Outcome: PA 

Action Type: Tier Classification 

Action Status: Transmittal, Notice, or Notification Received 

Action Date: 7/16/1998 

Response Action Outcome: PA 

Action Type: Response Action Outcome - RAO 

Action Status: Inspection and Monitoring Report Received 

Action Date: 7/23/2013 

Response Action Outcome: PA 

Action Type: Response Action Outcome - RAO 

Action Status: Inspection and Monitoring Report Received 

Action Date: 7/8/2008 

Response Action Outcome: PA 

Chemicals: 

Chemical: PETROLEUM 

Quantity: Not reported 

Location Type: FEDERAL 

Source: UST 


Release Tracking Number/Current Status: 3-0017581 / RAO 


Primary ID: Not reported 
Official City: WALTHAM 
Notification: 11/16/1998 
Category: 72 HR 
Status Date: 03/15/2001 
Phase: Not reported 
Response Action Outcome: C1-C1 

Oil / Haz Material Type: Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 11/16/1998 
Response Action Outcome: C1 
Action Type: Immediate Response Action 
Action Status: IRA Assessment Only 
Action Date: 11/16/1998 
Response Action Outcome: C1 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 11/20/2000 
Response Action Outcome: C1 
Action Type: Activity and Use Limitation 
Action Status: Transmittal, Notice, or Notification Received 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
MURPHY FEDERAL CTR BOILER PLANT (Continued) 5101045421 
Action Date: 11/21/2017 
Response Action Outcome: C1 
Action Type: Immediate Response Action 
Action Status: Modified Revised or Updated Plan Received 
Action Date: 11/29/2000 
Response Action Outcome: C1 
Action Type: Activity and Use Limitation 
Action Status: Legal Notice Published 
Action Date: 11/29/2017 
Response Action Outcome: C1 
Action Type: Tier Classification 
Action Status: Revised Statement or Transmittal Received 
Action Date: 11/3/1999 
Response Action Outcome: C1 
Action Type: Tier Classification 
Action Status: RTN Linked to TCLASS Via Tier Classification Submittal 
Action Date: 11/3/1999 
Response Action Outcome: C1 
Action Type: RAO Not Required 
Action Status: Linked to a Tier Classified Site 
Action Date: 11/3/1999 
Response Action Outcome: C1 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 12/21/1998 
Response Action Outcome: C1 
Action Type: Compliance and Enforcement Action 
Action Status: Interim Deadline Letter Issued 
Action Date: 12/21/1998 
Response Action Outcome: C1 
Action Type: Immediate Response Action 
Action Status: Written Plan Received 
Action Date: 2/10/1999 
Response Action Outcome: C1 
Action Type: Phase 2 
Action Status: Scope of Work Received 
Action Date: 2/10/1999 
Response Action Outcome: C1 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 2/10/1999 
Response Action Outcome: C1 
Action Type: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 2/27/2001 
Response Action Outcome: C1 
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Map ID 

Direction 
Distance 
Elevation 


| МАР FINDINGS 


Site 


MURPHY FEDERAL CTR BOILER PLANT (Continued) 


Database(s) 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 2/5/2001 

Response Action Outcome: C1 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


Response Action Outcome - RAO 
RAO Statement Received 
3/15/2001 

C1 


Immediate Response Action 
Status or Interim Report Received 
3/16/1999 

C1 


Immediate Response Action 
Status or Interim Report Received 
3/20/2000 

C1 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
5/3/2002 

C1 


Tier Classification 

Transmittal, Notice, or Notification Received 
7/16/1998 

C1 


Tier Classification 
Tier 2 Classification 
7/16/1998 

C1 


NAPL 

4 inches 

#4 FUEL OIL 
0.5 inches 
FEDERAL 
UNKNOWN 


3-0018887 / RAO 
Not reported 
WALTHAM 
10/18/1999 

120 DY 

02/21/2001 

Not reported 


EDR ID Number 
EPA ID Number 


5101045421 


A2 - A permanent solution has been achieved. Contamination has not 


been reduced to background. 
Hazardous Material 


Click here to access the MA DEP site for this facility: 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


MURPHY FEDERAL CTR BOILER PLANT (Continued) 


Release Abatement Measure 


EDR ID Number 
Database(s) EPA ID Number 


5101045421 


Modified Revised or Updated Plan Received 


1/14/2000 
A permanent solution has been achieved 
reduced to background. 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
1/19/2001 

A permanent solution has been achieved 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 
10/18/1999 

A permanent solution has been achieved 
reduced to background. 


RNF 

Reportable Release under MGL 21E 
10/18/1999 

A permanent solution has been achieved 
reduced to background. 


Release Abatement Measure 

Written Plan Received 

10/18/1999 

A permanent solution has been achieved 
reduced to background. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 
10/20/1999 

A permanent solution has been achieved 
reduced to background. 


Release Abatement Measure 
Completion Statement Received 
2/21/2001 

A permanent solution has been achieved 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

2/21/2001 

A permanent solution has been achieved 
reduced to background. 


Response Action Outcome - RAO 


. Contamination has not been 


. Contamination has not been 


. Contamination has not been 


. Contamination has not been 


. Contamination has not been 


. Contamination has not been 


. Contamination has not been 


. Contamination has not been 


Fee Not Required - Fee Credited-FMCRA Use Only 


2/26/2001 
A permanent solution has been achieved 
reduced to background. 


Response Action Outcome - RAO 


. Contamination has not been 


Fee Not Required - Fee Refunded-FMCRA Use Only 
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Map ID 
Direction 
Distance 


Elevation 


86 
SSW 
1/2-1 


0.635 mi. 


3353 ft. 


Relative: 
Lower 


Actual: 
42 ft. 


Site 


MAP FINDINGS 


MURPHY FEDERAL CTR BOILER PLANT (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


MA Spills: 


Facility ID: 
Staff Lead: 
Last Entered: 
Spill Date: 
Report Date: 
Case Closed: 
Virgin Waste: 
Env Impact: 
Material: 

Qty Reported: 
Qty Reported: 
CAS No: 
Source: 
Incident: 
Cleanup Type: 
Referral: 
Report Prep: 
Notifier: 

Notif Tel: 
Days/Close: 


3-6013 
SAYERS, S 
19940207 
19930107 
19930107 
YES 

VIRGIN 

Not reported 
#4 FUEL OIL 
UNKNOWN 


Not reported 


PIPE/HOSE/LINE 


LEAK 

Not reported 
SA 

Not reported 


2/26/2001 


Database(s) 


EDR ID Number 
EPA ID Number 


5101045421 


A permanent solution has been achieved. Contamination has not been 


reduced to background. 


Release Abatement Measure 
Status or Interim Report Received 
5/17/2000 


A permanent solution has been achieved. Contamination has not been 


reduced to background. 


BENZO(A)ANTHRACENE 
2.1 parts per million 
BENZO(A)PYRENE 

2 parts per million 
2-METHYLNAPHTHALENE 
Not reported 


Spill ID: 

Date Entered: 
First Response: 
Spill Time: 
Report Time: 
Mat Type: 
Contam Soil: 
Other Impact: 
Other Material: 
Qty Actual: 

Qty Actual: 
PCB Lev (ppm): 
Other Source: 
Other Incdnt: 
Contractor: 
LUST Elig: 
Category: 


LARRY FAUS/FED CENTER 


Not reported 
0 


N93-0030 
19940207 
19930107 
Not reported 
09:10 
PETROLEUM 
Not reported 
Not reported 
Not reported 
UNKNOWN 


Not reported 
Not reported 
NOT USED 
NO 

Not reported 


FORMER STANDARD THOMSON 


152 GROVE STREET 
WALTHAM, MA 02453 


SHWS: 


Release Tracking Number/Current Status: 


Release Town: 


Notification Date: 


Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 


3-0030860 / RAONR 
WALTHAM 
05/31/2012 

120 DY 

3-0030860 


MA SHWS 5101038788 
MA LUST N/A 
MA INST CONTROL 
MA RELEASE 
MA SPILLS 
MA ASBESTOS 
MA HW GEN 


Response Action Outcome Not Required 


08/18/2015 
PHASE II 
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Map ID | MAP FINDINGS 


FORMER STANDARD THOMSON (Continued) 


Response Action Outcome: 


Oil Or Haz Material: 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


1,2-DICHLOROETHANE 
0.18 milligrams per kilogram 
DICHLOROETHYLENE-CIS 
4.83 milligrams per liter 
VINYL CHLORIDE 

0.504 milligrams per liter 
TETRACHLOROETHYLENE 
6.7 milligrams per kilogram 
TRICHLOROETHENE 

11.1 milligrams per kilogram 
METHYLENE CHLORIDE 
0.444 milligrams per kilogram 
TRICHLOROETHENE 

0.357 milligrams per liter 


RLFA 
FOLOFF 
1/21/2014 
Not reported 


Tier Classification 
Tier 2 Extension 
10/29/1997 

Not reported 


Tier Classification 
Tier 2 Extension 
10/8/2002 

Not reported 


Phase 1 

Level I - Technical Screen Audit 
11/5/2013 

Not reported 


Tier Classification 
Tier 2 Extension 
11/6/1998 

Not reported 


Tier Classification 
Tier 2 Extension 
12/1/1999 

Not reported 


RLFA 
FLDRAN 
12/11/2013 
Not reported 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Раде 663 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


Database(s) 


FORMER STANDARD THOMSON (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Tier Classification 

Transmittal, Notice, or Notification Received 
12/23/1992 

Not reported 


Tier Classification 
Tier 2 Classification 
12/23/1997 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
2/12/2014 

Not reported 


Tier Classification 
Tier 2 Extension 
2/15/2005 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

3/8/2013 

Not reported 


Tier Classification 
Tier 2 Extension 
4/6/2004 

Not reported 


Tier Classification 
Tier 2 Extension 
5/3/2001 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
5/31/2012 

Not reported 


RNFE 

Transmittal, Notice, or Notification Received 
5/31/2012 

Not reported 


RNF 

Reportable Release under MGL 21E 
5/31/2012 

Not reported 


Phase 1 

Completion Statement Received 
5/31/2013 

Not reported 


Phase 1 
Completion Statement Received 


EDR ID Number 


EPA ID Number 


5101038788 


ТС5505005.25 Раде 664 


Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
FORMER STANDARD THOMSON (Continued) $101038788 
Action Date: 6/1/2013 
Response Action Outcome: Not reported 


Tier Classification 
Tier 2 Classification 
6/1/2013 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
6/1/2013 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
6/20/2012 

Not reported 


Tier Classification 
Legal Notice Published 
7/2/2013 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
8/18/2015 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
8/18/2015 

Not reported 


Tier Classification 
Tier 2 Classification 
8/18/2015 

Not reported 


Tier Classification 

Revised Statement or Transmittal Received 
8/18/2015 

Not reported 


Tier Classification 
EPETOP 
8/18/2015 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
8/21/2015 

Not reported 


Phase 1 

Level | - Technical Screen Audit 
9/5/2013 

Not reported 


TC5505005.2s Page 665 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


FORMER STANDARD THOMSON (Continued) 
Release Tracking Number/Current Status: 3-0031910 / RAONR 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Source: 

Source: 

Source: 


WALTHAM 
12/06/2013 

72 HR 

Not reported 
Response Action Outcome Not Required 
08/21/2015 

Not reported 
Hazardous Material 
RESIDNTIAL 
RELATED 
UNKNOWN 
3-30860 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


TRICHLOROETHYLENE 
1.07 UG/M3 


Tier Classification 
Tier 2 Extension 
10/29/1997 

Not reported 


Tier Classification 
Tier 2 Extension 
10/8/2002 

Not reported 


Tier Classification 
Tier 2 Extension 
11/6/1998 

Not reported 


Tier Classification 
Tier 2 Extension 
12/1/1999 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
12/23/1992 

Not reported 


Tier Classification 
Tier 2 Classification 
12/23/1997 

Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
12/6/2013 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Раде 666 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


FORMER STANDARD THOMSON (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Release Disposition 


Reportable Release under MGL 21E 


12/6/2013 
Not reported 


Tier Classification 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


RTN Linked to TCLASS Via IRA Completion Statement 


2/12/2014 
Not reported 


RAO Not Required 


Linked to a Tier Classified Site 


2/12/2014 
Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


2/12/2014 
Not reported 


Tier Classification 
Tier 2 Extension 
2/15/2005 

Not reported 


RNF 


Reportable Release under MGL 21E 


2/4/2014 
Not reported 


Immediate Response Action 


Completion Statement Received 


2/4/2014 
Not reported 


RNFE 


Transmittal, Notice, or Notification Received 


2/4/2014 
Not reported 


Tier Classification 
Tier 2 Extension 
4/6/2004 

Not reported 


Tier Classification 
Tier 2 Extension 
5/3/2001 

Not reported 


Tier Classification 
Tier 2 Classification 
6/1/2013 

Not reported 


Tier Classification 


Transmittal, Notice, or Notification Received 
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Map ID 
Direction 
Distance 
Elevation Site 


| MAP FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


FORMER STANDARD THOMSON (Continued) 5101038788 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Source: 


6/1/2013 
Not reported 


Tier Classification 
Legal Notice Published 
7/2/2013 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
8/18/2015 

Not reported 


Tier Classification 
Tier 2 Classification 
8/18/2015 

Not reported 


Tier Classification 

Revised Statement or Transmittal Received 
8/18/2015 

Not reported 


Tier Classification 
EPETOP 
8/18/2015 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
8/21/2015 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
8/21/2015 

Not reported 


3-0032564 / RAONR 

WALTHAM 

11/26/2014 

120 DY 

Not reported 

Response Action Outcome Not Required 
08/18/2015 

Not reported 

Hazardous Material 

UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


LNAPL 
0.24 inches 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
FORMER STANDARD THOMSON (Continued) $101038788 
Actions: 
Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 10/29/1997 
Response Action Outcome: Not reported 


Tier Classification 
Tier 2 Extension 
10/8/2002 

Not reported 


RNFE 

Transmittal, Notice, or Notification Received 
11/26/2014 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
11/26/2014 

Not reported 


RNF 

Reportable Release under MGL 21E 
11/26/2014 

Not reported 


Tier Classification 
Tier 2 Extension 
11/6/1998 

Not reported 


Tier Classification 
Tier 2 Extension 
12/1/1999 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/12/2014 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
12/23/1992 

Not reported 


Tier Classification 
Tier 2 Classification 
12/23/1997 

Not reported 


Tier Classification 
Tier 2 Extension 
2/15/2005 

Not reported 


Tier Classification 
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Map ID 
Direction 
Distance 
Elevation Site 


| MAP FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


FORMER STANDARD THOMSON (Continued) 5101038788 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Source: 

Source: 

Source: 


Tier 2 Extension 
4/6/2004 
Not reported 


Tier Classification 
Tier 2 Extension 
5/3/2001 

Not reported 


Tier Classification 

Revised Statement or Transmittal Received 
8/18/2015 

Not reported 


Tier Classification 
EPETOP 
8/18/2015 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
8/18/2015 

Not reported 


Tier Classification 
Tier 2 Classification 
8/18/2015 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
8/18/2015 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
8/21/2015 

Not reported 


3-0031910 / RAONR 
WALTHAM 
12/06/2013 

72HR 

Not reported 
Response Action Outcome Not Required 
08/21/2015 

Not reported 
Hazardous Material 
RESIDNTIAL 
RELATED 

UNKNOWN 

3-30860 


Click here to access the MA DEP site for this facility: 
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Map ID | MAP FINDINGS 


Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 10/8/2002 
Response Action Outcome: Not reported 


Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 11/6/1998 
Response Action Outcome: Not reported 


Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 12/1/1999 
Response Action Outcome: Not reported 


Action Type: Tier Classification 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 12/23/1992 


Response Action Outcome: 


Not reported 


Action Type: Tier Classification 

Action Status: Tier 2 Classification 

Action Date: 12/23/1997 

Response Action Outcome: Not reported 

Action Type: Immediate Response Action 
Action Status: Oral Approval of Plan or Action 
Action Date: 12/6/2013 

Response Action Outcome: Not reported 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 12/6/2013 


Response Action Outcome: 


Not reported 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
FORMER STANDARD THOMSON (Continued) $101038788 
Chemicals: 
Chemical: TRICHLOROETHYLENE 
Quantity: 1.07 UG/M3 
Actions: 
Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 10/29/1997 
Response Action Outcome: Not reported 


Action Type: Tier Classification 

Action Status: RTN Linked to TCLASS Via IRA Completion Statement 
Action Date: 2/12/2014 

Response Action Outcome: Not reported 


Action Type: RAO Not Required 

Action Status: Linked to a Tier Classified Site 
Action Date: 2/12/2014 

Response Action Outcome: Not reported 


Action Type: 
Action Status: 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation Site 


FORMER STANDARD THOMSON (Continued) 


Action Date: 


Response Action Outcome: 


2/12/2014 
Not reported 


Action Type: Tier Classification 

Action Status: Tier 2 Extension 

Action Date: 2/15/2005 

Response Action Outcome: Not reported 

Action Type: RNF 

Action Status: Reportable Release under MGL 21E 
Action Date: 2/4/2014 


Response Action Outcome: 


Action Type: Immediate Response Action 

Action Status: Completion Statement Received 

Action Date: 2/4/2014 

Response Action Outcome: Not reported 

Action Type: RNFE 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 2/4/2014 

Response Action Outcome: Not reported 


Not reported 


Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 4/6/2004 
Response Action Outcome: Not reported 


Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 5/3/2001 
Response Action Outcome: Not reported 


Action Type: Tier Classification 
Action Status: Tier 2 Classification 
Action Date: 6/1/2013 
Response Action Outcome: Not reported 


Action Type: Tier Classification 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 6/1/2013 

Response Action Outcome: Not reported 


Action Type: Tier Classification 
Action Status: Legal Notice Published 
Action Date: 7/2/2013 

Response Action Outcome: Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


Action Туре: Tier Classification 

Action Status: RTN Linked to TCLASS Via Tier Classification Submittal 
Action Date: 8/18/2015 

Response Action Outcome: Not reported 


Action Type: Tier Classification 
Action Status: Tier 2 Classification 
Action Date: 8/18/2015 
Response Action Outcome: Not reported 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


Database(s) 


FORMER STANDARD THOMSON (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Source: 

Source: 

Source: 


Tier Classification 

Revised Statement or Transmittal Received 
8/18/2015 

Not reported 


Tier Classification 
EPETOP 
8/18/2015 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
8/21/2015 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
8/21/2015 

Not reported 


3-0031910 / RAONR 
WALTHAM 
12/06/2013 

72 HR 

Not reported 
Response Action Outcome Not Required 
08/21/2015 

Not reported 
Hazardous Material 
RESIDNTIAL 
RELATED 
UNKNOWN 

3-30860 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


TRICHLOROETHYLENE 
1.07 UG/M3 


Tier Classification 
Tier 2 Extension 
10/29/1997 

Not reported 


Tier Classification 
Tier 2 Extension 
10/8/2002 

Not reported 


Tier Classification 
Tier 2 Extension 
11/6/1998 


EDR ID Number 


EPA ID Number 


5101038788 
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FORMER STANDARD THOMSON (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$101038788 
Not reported 


Tier Classification 
Tier 2 Extension 
12/1/1999 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
12/23/1992 

Not reported 


Tier Classification 
Tier 2 Classification 
12/23/1997 

Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
12/6/2013 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
12/6/2013 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
2/12/2014 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
2/12/2014 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
2/12/2014 

Not reported 


Tier Classification 
Tier 2 Extension 
2/15/2005 

Not reported 


RNF 

Reportable Release under MGL 21E 
2/4/2014 

Not reported 


Immediate Response Action 
Completion Statement Received 
2/4/2014 

Not reported 


TC5505005.2s Page 674 


Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation Site 


EDR ID Number 


Database(s) EPA ID Number 


FORMER STANDARD THOMSON (Continued) $101038788 
Action Type: RNFE 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 2/4/2014 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 4/6/2004 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 5/3/2001 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Tier 2 Classification 
Action Date: 6/1/2013 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 6/1/2013 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Legal Notice Published 
Action Date: 7/2/2013 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: RTN Linked to TCLASS Via Tier Classification Submittal 
Action Date: 8/18/2015 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Tier 2 Classification 
Action Date: 8/18/2015 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Revised Statement or Transmittal Received 
Action Date: 8/18/2015 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: EPETOP 
Action Date: 8/18/2015 
Response Action Outcome: Not reported 
Action Type: RAO Not Required 
Action Status: Linked to a Tier Classified Site 
Action Date: 8/21/2015 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: RTN Linked to TCLASS Via Tier Classification Submittal 
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Map ID 
Direction 
Distance 
Elevation Site 


| MAP FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


FORMER STANDARD THOMSON (Continued) 5101038788 


Action Date: 
Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 

Category: 

Associated ID: 

Current Status: 


Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 

Location Type: 

Source: 

Source: 


8/21/2015 
Not reported 


3-0002143 / TIERII 
WALTHAM 
04/15/1989 

NONE 

3-0002143 


Tier II, A site/release receiving a total NRS score of less than 350, 
unless the site meets any of the Tier 1 Inclusionary Criteria (see 
above). Permits are not required at Tier 2 sites/releases and 
response actions may be performed under the supervision of an LSP 
without prior DEP approval. All pre-1993 transition sites that have 


accepted waivers are categorically Tier 2 sites. 


08/18/2015 
PHASE V 
Not reported 
MANUFACT 
INDUSTRIAL 
DRYWELL 
UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


PCBS 
Not reported 


Phase 3 

Completion Statement Received 
1/16/2004 

Not reported 


Activity and Use Limitation 
DEDNOT 

1/17/2017 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
1/29/2014 

Not reported 


Phase 4 

Status or Interim Report Received 
1/29/2014 

Not reported 


Phase 4 

Status or Interim Report Received 
10/18/2007 

Not reported 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


FORMER STANDARD THOMSON (Continued) 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
10/18/2007 

Not reported 


Phase 4 
RMRINT 
10/18/2007 
Not reported 


Response Action Outcome - RAO 
RMRINT 

10/18/2007 

Not reported 


Tier Classification 
Tier 2 Extension 
10/29/1997 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
10/31/2006 

Not reported 


Phase 4 

Status or Interim Report Received 
10/31/2006 

Not reported 


Phase 4 
RMRINT 
10/31/2006 
Not reported 


Tier Classification 
Tier 2 Extension 
10/8/2002 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/1/2011 

Not reported 


Phase 4 

Status or Interim Report Received 
11/1/2011 

Not reported 


TREGS 
WAVSIG 
11/13/1992 
Not reported 


Tier Classification 
Tier 2 Extension 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Page 677 


Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation Site 


FORMER STANDARD THOMSON (Continued) 


Action Date: 


Response Action Outcome: 


11/6/1998 
Not reported 


Action Type: Tier Classification 

Action Status: Tier 2 Extension 

Action Date: 12/1/1999 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 12/12/2017 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 12/21/2016 


Response Action Outcome: 


Action Type: Tier Classification 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 12/23/1992 

Response Action Outcome: Not reported 

Action Type: TREGS 

Action Status: WAVACC 

Action Date: 12/23/1992 

Response Action Outcome: Not reported 


Action Type: Tier Classification 

Action Status: Tier 2 Classification 

Action Date: 12/23/1997 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Modified Revised or Updated Plan Received 
Action Date: 12/4/2015 

Response Action Outcome: Not reported 

Action Type: Phase 3 

Action Status: Revised Statement or Transmittal Received 
Action Date: 12/4/2015 

Response Action Outcome: Not reported 


Not reported 


Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 2/15/2005 
Response Action Outcome: Not reported 


Action Type: Compliance and Enforcement Action 
Action Status: RFI 

Action Date: 2/28/1994 

Response Action Outcome: Not reported 


Action Type: An activity type that is related to an Audit 
Action Status: NOA 

Action Date: 2/28/1994 

Response Action Outcome: Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Page 678 


Map ID | MAP FINDINGS 
Direction 
Distance EDR ID Number 


Elevation Site 


FORMER STANDARD THOMSON (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Phase 4 

Written Plan Received 
4/12/2004 

Not reported 


Phase 4 

Status or Interim Report Received 
4/13/2007 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/13/2007 

Not reported 


Response Action Outcome - RAO 
RMRINT 

4/13/2007 

Not reported 


Release Disposition 
Valid Transition Site 
4/15/1989 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/17/2013 

Not reported 


Phase 4 

Status or Interim Report Received 
4/17/2013 

Not reported 


Response Action Outcome - RAO 
RMRINT 

4/18/2006 

Not reported 


Response Action Outcome - RAO 
RAO Statement Received 
4/18/2006 

Not reported 


Phase 4 

Status or Interim Report Received 
4/18/2006 

Not reported 


Response Action Outcome - RAO 
RMRINT 

4/24/2008 

Not reported 


Phase 4 
Status or Interim Report Received 


Database(s) EPA ID Number 


5101038788 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


FORMER STANDARD THOMSON (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


4/24/2008 
Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/24/2008 

Not reported 


RLFA 
FLDD1U 
4/25/2018 
Not reported 


Tier Classification 
Tier 2 Extension 
4/6/2004 

Not reported 


Phase 4 

Status or Interim Report Received 
5/1/2012 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
5/1/2012 

Not reported 


An activity type that is related to an Audit 
NAFNVD 

5/11/2018 

Not reported 


Phase 4 

Level II - Audit Inspection 
5/11/2018 

Not reported 


TREGS 
WAVREC 
5/18/1992 
Not reported 


Release Abatement Measure 
Written Plan Received 
5/21/2003 

Not reported 


Tier Classification 
Tier 2 Extension 
5/3/2001 

Not reported 


Phase 4 
RMRINT 
5/3/2018 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Раде 680 


Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation Site 


FORMER STANDARD THOMSON (Continued) 


Action Type: Phase 4 

Action Status: RMRINI 

Action Date: 5/3/2018 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 5/3/2018 

Response Action Outcome: Not reported 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 6/17/2015 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 6/17/2015 

Response Action Outcome: Not reported 

Action Type: Phase 5 

Action Status: Work Started 

Action Date: 6/18/2018 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: RMRINT 

Action Date: 6/18/2018 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Completion Statement Received 
Action Date: 6/18/2018 

Response Action Outcome: Not reported 


Action Type: Compliance and Enforcement Action 
Action Status: Notice of Non-Compliance Issued 
Action Date: 6/27/2003 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 6/6/2016 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 6/7/2017 

Response Action Outcome: Not reported 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 7/12/2011 


Response Action Outcome: 


Action Type: 
Action Status: 


Not reported 


Response Action Outcome - RAO 
Periodic Review Opinion Evaluating Temp Solution 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation Site 


EDR ID Number 


Database(s) EPA ID Number 


FORMER STANDARD THOMSON (Continued) $101038788 
Action Date: 7/12/2011 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: Status or Interim Report Received 
Action Date: 7/12/2011 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Completion Statement Received 
Action Date: 7/31/2003 
Response Action Outcome: Not reported 
Action Type: Phase 3 
Action Status: Revised Statement or Transmittal Received 
Action Date: 7/7/2004 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: Written Plan Received 
Action Date: 7/7/2004 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: Status or Interim Report Received 
Action Date: 8/1/2014 
Response Action Outcome: Not reported 
Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 8/1/2014 
Response Action Outcome: Not reported 
Action Type: Activity and Use Limitation 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 8/12/2015 
Response Action Outcome: Not reported 
Action Type: Activity and Use Limitation 
Action Status: Fee Received - FMCRA Use Only 
Action Date: 8/17/2015 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: RTN Linked to TCLASS Via Tier Classification Submittal 
Action Date: 8/18/2015 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Revised Statement or Transmittal Received 
Action Date: 8/18/2015 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: EPETOP 
Action Date: 8/18/2015 
Response Action Outcome: Not reported 


TC5505005.2s Page 682 


Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation — Site Database(s) EPA ID Number 
FORMER STANDARD THOMSON (Continued) $101038788 

Action Type: Tier Classification 

Action Status: Tier 2 Classification 

Action Date: 8/18/2015 

Response Action Outcome: Not reported 

Action Type: Tier Classification 

Action Status: RTN Linked to TCLASS Via Tier Classification Submittal 

Action Date: 8/21/2015 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Modified Revised or Updated Plan Received 

Action Date: 9/2/2005 

Response Action Outcome: Not reported 

Action Type: Activity and Use Limitation 

Action Status: DEDNOT 

Action Date: 9/4/2015 

Response Action Outcome: Not reported 

LUST: 
Facility: 

Release Tracking Number/Current Status: 3-0002143 / TIERII 

Status Date: 08/18/2015 

Source Type: UST 

Release Town: WALTHAM 

Notification Date: 04/15/1989 

Category: NONE 

Associated ID: 3-0002143 

Phase: PHASE V 

Response Action Outcome: - 

Oil Or Haz Material: Not reported 

Location Type: MANUFACT 

Location Type: INDUSTRIAL 

Source: DRYWELL 

Source: UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: PCBS 
Quantity: Not reported 
Actions: 
Action Type: Phase 3 
Action Status: Completion Statement Received 
Action Date: 1/16/2004 
Response Action Outcome: Not reported 
Action Type: Activity and Use Limitation 
Action Status: DEDNOT 
Action Date: 1/17/2017 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


FORMER STANDARD THOMSON (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
1/29/2014 

Not reported 


Phase 4 

Status or Interim Report Received 
1/29/2014 

Not reported 


Phase 4 

Status or Interim Report Received 
10/18/2007 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
10/18/2007 

Not reported 


Phase 4 
RMRINT 
10/18/2007 
Not reported 


Response Action Outcome - RAO 
RMRINT 

10/18/2007 

Not reported 


Tier Classification 
Tier 2 Extension 
10/29/1997 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
10/31/2006 

Not reported 


Phase 4 

Status or Interim Report Received 
10/31/2006 

Not reported 


Phase 4 
RMRINT 
10/31/2006 
Not reported 


Tier Classification 
Tier 2 Extension 
10/8/2002 

Not reported 


Database(s) 


EDR ID Number 
EPA ID Number 


5101038788 


ТС5505005.25 Раде 684 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


FORMER STANDARD THOMSON (Continued) 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/1/2011 

Not reported 


Phase 4 

Status or Interim Report Received 
11/1/2011 

Not reported 


TREGS 
WAVSIG 
11/13/1992 
Not reported 


Tier Classification 
Tier 2 Extension 
11/6/1998 

Not reported 


Tier Classification 
Tier 2 Extension 
12/1/1999 

Not reported 


Phase 4 

Status or Interim Report Received 
12/12/2017 

Not reported 


Phase 4 

Status or Interim Report Received 
12/21/2016 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
12/23/1992 

Not reported 


TREGS 
WAVACC 
12/23/1992 
Not reported 


Tier Classification 
Tier 2 Classification 
12/23/1997 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
12/4/2015 

Not reported 


Phase 3 
Revised Statement or Transmittal Received 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Раде 685 


Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation Site 


FORMER STANDARD THOMSON (Continued) 


Action Date: 12/4/2015 

Response Action Outcome: Not reported 

Action Type: Tier Classification 

Action Status: Tier 2 Extension 

Action Date: 2/15/2005 

Response Action Outcome: Not reported 

Action Type: Compliance and Enforcement Action 
Action Status: RFI 

Action Date: 2/28/1994 

Response Action Outcome: Not reported 

Action Type: An activity type that is related to an Audit 
Action Status: NOA 

Action Date: 2/28/1994 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Written Plan Received 

Action Date: 4/12/2004 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 4/13/2007 

Response Action Outcome: Not reported 

Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 4/13/2007 

Response Action Outcome: Not reported 

Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 4/13/2007 

Response Action Outcome: Not reported 

Action Type: Release Disposition 

Action Status: Valid Transition Site 

Action Date: 4/15/1989 

Response Action Outcome: Not reported 

Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 4/17/2013 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 4/17/2013 

Response Action Outcome: Not reported 

Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 4/18/2006 

Response Action Outcome: Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Раде 686 


Map ID | MAP FINDINGS 
Direction 
Distance EDR ID Number 


Elevation Site 


FORMER STANDARD THOMSON (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Response Action Outcome - RAO 
RAO Statement Received 
4/18/2006 

Not reported 


Phase 4 

Status or Interim Report Received 
4/18/2006 

Not reported 


Response Action Outcome - RAO 
RMRINT 

4/24/2008 

Not reported 


Phase 4 

Status or Interim Report Received 
4/24/2008 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/24/2008 

Not reported 


RLFA 
FLDD1U 
4/25/2018 
Not reported 


Tier Classification 
Tier 2 Extension 
4/6/2004 

Not reported 


Phase 4 

Status or Interim Report Received 
5/1/2012 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
5/1/2012 

Not reported 


An activity type that is related to an Audit 
NAFNVD 

5/11/2018 

Not reported 


Phase 4 

Level II - Audit Inspection 
5/11/2018 

Not reported 


TREGS 
WAVREC 


Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Page 687 


Map ID | MAP FINDINGS 


FORMER STANDARD THOMSON (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


5/18/1992 
Not reported 


Release Abatement Measure 
Written Plan Received 
5/21/2003 

Not reported 


Tier Classification 
Tier 2 Extension 
5/3/2001 

Not reported 


Phase 4 
RMRINT 
5/3/2018 
Not reported 


Phase 4 
RMRINI 
5/3/2018 
Not reported 


Phase 4 

Status or Interim Report Received 
5/3/2018 

Not reported 


Response Action Outcome - RAO 


Inspection and Monitoring Report Received 


6/17/2015 
Not reported 


Phase 4 

Status or Interim Report Received 
6/17/2015 

Not reported 


Phase 5 
Work Started 
6/18/2018 
Not reported 


Phase 4 
RMRINT 
6/18/2018 
Not reported 


Phase 4 

Completion Statement Received 
6/18/2018 

Not reported 


Compliance and Enforcement Action 


Notice of Non-Compliance Issued 
6/27/2003 
Not reported 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Раде 688 


Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation Site 


FORMER STANDARD THOMSON (Continued) 


Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 6/6/2016 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 6/7/2017 

Response Action Outcome: Not reported 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 7/12/2011 


Response Action Outcome: 


Not reported 


Action Type: Response Action Outcome - RAO 

Action Status: Periodic Review Opinion Evaluating Temp Solution 
Action Date: 7/12/2011 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 

Action Date: 7/12/2011 

Response Action Outcome: Not reported 


Action Type: Release Abatement Measure 
Action Status: Completion Statement Received 
Action Date: 7/31/2003 

Response Action Outcome: Not reported 

Action Type: Phase 3 

Action Status: Revised Statement or Transmittal Received 
Action Date: 7/7/2004 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Written Plan Received 

Action Date: 7/7/2004 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 8/1/2014 

Response Action Outcome: Not reported 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 8/1/2014 


Response Action Outcome: 


Not reported 


Action Type: Activity and Use Limitation 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 8/12/2015 


Response Action Outcome: 


Action Type: 
Action Status: 


Not reported 


Activity and Use Limitation 
Fee Received - FMCRA Use Only 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Раде 689 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


Database(s) 


FORMER STANDARD THOMSON (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


INST CONTROL: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 


Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 


Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 


Response Action Outcome: 


3-0002143 
AUL 
DEDNOT 
01/17/2017 


3-0002143 
AUL 
DEDNOT 
09/04/2015 


3-0002143 
AUL 
FEEREC 
08/17/2015 


8/17/2015 
Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
8/18/2015 

Not reported 


Tier Classification 

Revised Statement or Transmittal Received 
8/18/2015 

Not reported 


Tier Classification 
EPETOP 
8/18/2015 

Not reported 


Tier Classification 
Tier 2 Classification 
8/18/2015 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
8/21/2015 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
9/2/2005 

Not reported 


Activity and Use Limitation 
DEDNOT 

9/4/2015 

Not reported 


EDR ID Number 


EPA ID Number 


5101038788 


ТС5505005.25 Раде 690 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


FORMER STANDARD THOMSON (Continued) 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 3-0002143 / TIERII 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil / Haz Material Type: 


3-0002143 
AUL 
RECPT 
08/12/2015 


3-0002143 
WALTHAM 
04/15/1989 
NONE 
08/18/2015 
PHASE V 


Not reported 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


Phase 3 

Completion Statement Received 
1/16/2004 

Not reported 


Activity and Use Limitation 
DEDNOT 

1/17/2017 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
1/29/2014 

Not reported 


Phase 4 

Status or Interim Report Received 
1/29/2014 

Not reported 


Phase 4 

Status or Interim Report Received 
10/18/2007 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
10/18/2007 

Not reported 


Phase 4 
RMRINT 
10/18/2007 
Not reported 


Response Action Outcome - RAO 


Database(s) 


EDR ID Number 
EPA ID Number 


5101038788 


TC5505005.2s Page 691 


Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation Site 


FORMER STANDARD THOMSON (Continued) 


Action Status: RMRINT 
Action Date: 10/18/2007 
Response Action Outcome: Not reported 


Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 10/29/1997 
Response Action Outcome: Not reported 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 10/31/2006 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 10/31/2006 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: RMRINT 

Action Date: 10/31/2006 

Response Action Outcome: Not reported 


Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 10/8/2002 
Response Action Outcome: Not reported 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 11/1/2011 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 11/1/2011 

Response Action Outcome: Not reported 

Action Type: TREGS 

Action Status: WAVSIG 

Action Date: 11/13/1992 

Response Action Outcome: Not reported 


Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 11/6/1998 
Response Action Outcome: Not reported 


Action Type: Tier Classification 

Action Status: Tier 2 Extension 

Action Date: 12/1/1999 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 12/12/2017 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Раде 692 


Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site Database(s) 
FORMER STANDARD THOMSON (Continued) 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: Status or Interim Report Received 
Action Date: 12/21/2016 
Response Action Outcome: Not reported 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Tier Classification 

Transmittal, Notice, or Notification Received 
12/23/1992 

Not reported 


TREGS 
WAVACC 
12/23/1992 
Not reported 


Tier Classification 
Tier 2 Classification 
12/23/1997 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
12/4/2015 

Not reported 


Phase 3 

Revised Statement or Transmittal Received 
12/4/2015 

Not reported 


Tier Classification 
Tier 2 Extension 
2/15/2005 

Not reported 


Compliance and Enforcement Action 
RFI 

2/28/1994 

Not reported 


An activity type that is related to an Audit 
NOA 

2/28/1994 

Not reported 


Phase 4 

Written Plan Received 
4/12/2004 

Not reported 


Phase 4 

Status or Interim Report Received 
4/13/2007 

Not reported 


EDR ID Number 


EPA ID Number 


5101038788 


ТС5505005.25 Раде 693 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


FORMER STANDARD THOMSON (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/13/2007 

Not reported 


Response Action Outcome - RAO 
RMRINT 

4/13/2007 

Not reported 


Release Disposition 
Valid Transition Site 
4/15/1989 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/17/2013 

Not reported 


Phase 4 

Status or Interim Report Received 
4/17/2013 

Not reported 


Response Action Outcome - RAO 
RMRINT 

4/18/2006 

Not reported 


Response Action Outcome - RAO 
RAO Statement Received 
4/18/2006 

Not reported 


Phase 4 

Status or Interim Report Received 
4/18/2006 

Not reported 


Response Action Outcome - RAO 
RMRINT 

4/24/2008 

Not reported 


Phase 4 

Status or Interim Report Received 
4/24/2008 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/24/2008 

Not reported 


RLFA 
FLDD1U 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Раде 694 


Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation Site 


FORMER STANDARD THOMSON (Continued) 


Action Date: 


Response Action Outcome: 


4/25/2018 
Not reported 


Action Type: Tier Classification 

Action Status: Tier 2 Extension 

Action Date: 4/6/2004 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 5/1/2012 


Response Action Outcome: 


Not reported 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/1/2012 


Response Action Outcome: 


Not reported 


Action Type: An activity type that is related to an Audit 
Action Status: NAFNVD 

Action Date: 5/11/2018 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Level II - Audit Inspection 
Action Date: 5/11/2018 

Response Action Outcome: Not reported 

Action Type: TREGS 

Action Status: WAVREC 

Action Date: 5/18/1992 

Response Action Outcome: Not reported 


Action Type: Release Abatement Measure 
Action Status: Written Plan Received 
Action Date: 5/21/2003 

Response Action Outcome: Not reported 


Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 5/3/2001 
Response Action Outcome: Not reported 
Action Type: Phase 4 

Action Status: RMRINT 

Action Date: 5/3/2018 
Response Action Outcome: Not reported 
Action Type: Phase 4 

Action Status: RMRINI 

Action Date: 5/3/2018 
Response Action Outcome: Not reported 
Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 5/3/2018 


Response Action Outcome: 


Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Раде 695 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


FORMER STANDARD THOMSON (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Database(s) 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/17/2015 

Not reported 


Phase 4 

Status or Interim Report Received 
6/17/2015 

Not reported 


Phase 5 
Work Started 
6/18/2018 
Not reported 


Phase 4 
RMRINT 
6/18/2018 
Not reported 


Phase 4 

Completion Statement Received 
6/18/2018 

Not reported 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
6/27/2003 

Not reported 


Phase 4 

Status or Interim Report Received 
6/6/2016 

Not reported 


Phase 4 

Status or Interim Report Received 
6/7/2017 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
7/12/2011 

Not reported 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
7/12/2011 

Not reported 


Phase 4 

Status or Interim Report Received 
7/12/2011 

Not reported 


Release Abatement Measure 
Completion Statement Received 


EDR ID Number 
EPA ID Number 


5101038788 


ТС5505005.25 Раде 696 


Map ID 
Direction 
Distance 


Elevation 


Site 


| МАР FINDINGS 
Database(s) 
FORMER STANDARD THOMSON (Continued) 
Action Date: 7/31/2003 
Response Action Outcome: Not reported 
Action Type: Phase 3 
Action Status: Revised Statement or Transmittal Received 
Action Date: 7/7/2004 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Not reported 


Phase 4 

Written Plan Received 
7/7/2004 

Not reported 


Phase 4 

Status or Interim Report Received 
8/1/2014 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
8/1/2014 

Not reported 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 
8/12/2015 

Not reported 


Activity and Use Limitation 

Fee Received - FMCRA Use Only 
8/17/2015 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
8/18/2015 

Not reported 


Tier Classification 

Revised Statement or Transmittal Received 
8/18/2015 

Not reported 


Tier Classification 
EPETOP 
8/18/2015 

Not reported 


Tier Classification 
Tier 2 Classification 
8/18/2015 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
8/21/2015 

Not reported 


EDR ID Number 


EPA ID Number 


5101038788 


ТС5505005.25 Page 697 


Map ID 
Direction 
Distance 


Elevation 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Location Type: 
Location Type: 
Source: 
Source: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil / Haz Material Type: 


MAP FINDINGS 
FORMER STANDARD THOMSON (Continued) 
Action Type: Phase 4 
Action Status: Modified Revised or Updated Plan Received 
Action Date: 9/2/2005 
Response Action Outcome: Not reported 


Activity and Use Limitation 
DEDNOT 

9/4/2015 

Not reported 


PCBS 

Not reported 
MANUFACT 
INDUSTRIAL 
DRYWELL 
UST 


3-0030860 / RAONR 
3-0030860 
WALTHAM 
05/31/2012 

120 DY 

08/18/2015 

PHASE II 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


RLFA 
FOLOFF 
1/21/2014 
Not reported 


Tier Classification 
Tier 2 Extension 
10/29/1997 

Not reported 


Tier Classification 
Tier 2 Extension 
10/8/2002 

Not reported 


Phase 1 

Level I - Technical Screen Audit 
11/5/2013 

Not reported 


Tier Classification 
Tier 2 Extension 
11/6/1998 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Раде 698 


Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


FORMER STANDARD THOMSON (Continued) 5101038788 


Action Туре: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Tier Classification 
Tier 2 Extension 
12/1/1999 

Not reported 


RLFA 
FLDRAN 
12/11/2013 
Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
12/23/1992 

Not reported 


Tier Classification 
Tier 2 Classification 
12/23/1997 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
2/12/2014 

Not reported 


Tier Classification 
Tier 2 Extension 
2/15/2005 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

3/8/2013 

Not reported 


Tier Classification 
Tier 2 Extension 
4/6/2004 

Not reported 


Tier Classification 
Tier 2 Extension 
5/3/2001 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
5/31/2012 

Not reported 


RNFE 

Transmittal, Notice, or Notification Received 
5/31/2012 

Not reported 


RNF 
Reportable Release under MGL 21E 


TC5505005.2s Page 699 


Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
FORMER STANDARD THOMSON (Continued) $101038788 
Action Date: 5/31/2012 
Response Action Outcome: Not reported 
Action Type: Phase 1 
Action Status: Completion Statement Received 
Action Date: 5/31/2013 
Response Action Outcome: Not reported 
Action Type: Phase 1 
Action Status: Completion Statement Received 
Action Date: 6/1/2013 
Response Action Outcome: Not reported 


Tier Classification 
Tier 2 Classification 
6/1/2013 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
6/1/2013 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
6/20/2012 

Not reported 


Tier Classification 
Legal Notice Published 
7/2/2013 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
8/18/2015 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
8/18/2015 

Not reported 


Tier Classification 
Tier 2 Classification 
8/18/2015 

Not reported 


Tier Classification 

Revised Statement or Transmittal Received 
8/18/2015 

Not reported 


Tier Classification 
EPETOP 
8/18/2015 

Not reported 


TC5505005.2s Page 700 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil / Haz Material Type: 


Database(s) 


FORMER STANDARD THOMSON (Continued) 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
8/21/2015 

Not reported 


Phase 1 

Level | - Technical Screen Audit 
9/5/2013 

Not reported 


1,2-DICHLOROETHANE 
0.18 milligrams per kilogram 
DICHLOROETHYLENE-CIS 
4.83 milligrams per liter 
VINYL CHLORIDE 

0.504 milligrams per liter 
TETRACHLOROETHYLENE 
6.7 milligrams per kilogram 
TRICHLOROETHENE 

11.1 milligrams per kilogram 
METHYLENE CHLORIDE 
0.444 milligrams per kilogram 
TRICHLOROETHENE 

0.357 milligrams per liter 


3-0031910 / RAONR 
Not reported 
WALTHAM 
12/06/2013 

72 HR 

08/21/2015 

Not reported 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Tier Classification 
Tier 2 Extension 
10/29/1997 

Not reported 


Tier Classification 
Tier 2 Extension 
10/8/2002 

Not reported 


Tier Classification 
Tier 2 Extension 
11/6/1998 

Not reported 


Tier Classification 
Tier 2 Extension 


EDR ID Number 


EPA ID Number 


5101038788 


ТС5505005.25 Раде 701 


Map ID 
Direction 
Distance 


Elevation 


FORMER STANDARD THOMSON (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
5101038788 
12/1/1999 


Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
12/23/1992 

Not reported 


Tier Classification 
Tier 2 Classification 
12/23/1997 

Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
12/6/2013 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
12/6/2013 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
2/12/2014 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
2/12/2014 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
2/12/2014 

Not reported 


Tier Classification 
Tier 2 Extension 
2/15/2005 

Not reported 


RNF 

Reportable Release under MGL 21E 
2/4/2014 

Not reported 


Immediate Response Action 
Completion Statement Received 
2/4/2014 

Not reported 


RNFE 

Transmittal, Notice, or Notification Received 
2/4/2014 

Not reported 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


FORMER STANDARD THOMSON (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Chemicals: 
Chemical: 


Tier Classification 
Tier 2 Extension 
4/6/2004 

Not reported 


Tier Classification 
Tier 2 Extension 
5/3/2001 

Not reported 


Tier Classification 
Tier 2 Classification 
6/1/2013 

Not reported 


Tier Classification 


Transmittal, Notice, or Notification Received 


6/1/2013 
Not reported 


Tier Classification 
Legal Notice Published 
7/2/2013 

Not reported 


Tier Classification 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


RTN Linked to TCLASS Via Tier Classification Submittal 


8/18/2015 
Not reported 


Tier Classification 
Tier 2 Classification 
8/18/2015 

Not reported 


Tier Classification 


Revised Statement or Transmittal Received 


8/18/2015 
Not reported 


Tier Classification 
EPETOP 
8/18/2015 

Not reported 


RAO Not Required 


Linked to a Tier Classified Site 


8/21/2015 
Not reported 


Tier Classification 


RTN Linked to TCLASS Via Tier Classification Submittal 


8/21/2015 
Not reported 


TRICHLOROETHYLENE 


TC5505005.2s Page 703 


Map ID 
Direction 
Distance 


Elevation 


Site 


| МАР FINDINGS 
Database(s) 
FORMER STANDARD THOMSON (Continued) 

Quantity: 1.07 UG/M3 

Location Type: RESIDNTIAL 

Source: RELATED 

Source: UNKNOWN 

Source: 3-30860 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil / Haz Material Type: 


3-0032564 / RAONR 
Not reported 
WALTHAM 
11/26/2014 

120 DY 

08/18/2015 

Not reported 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Tier Classification 
Tier 2 Extension 
10/29/1997 

Not reported 


Tier Classification 
Tier 2 Extension 
10/8/2002 

Not reported 


RNFE 

Transmittal, Notice, or Notification Received 
11/26/2014 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
11/26/2014 

Not reported 


RNF 

Reportable Release under MGL 21E 
11/26/2014 

Not reported 


Tier Classification 
Tier 2 Extension 
11/6/1998 

Not reported 


Tier Classification 
Tier 2 Extension 
12/1/1999 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 


EDR ID Number 


EPA ID Number 


5101038788 


A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


12/12/2014 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Database(s) 


FORMER STANDARD THOMSON (Continued) 


Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
12/23/1992 

Not reported 


Tier Classification 
Tier 2 Classification 
12/23/1997 

Not reported 


Tier Classification 
Tier 2 Extension 
2/15/2005 

Not reported 


Tier Classification 
Tier 2 Extension 
4/6/2004 

Not reported 


Tier Classification 
Tier 2 Extension 
5/3/2001 

Not reported 


Tier Classification 

Revised Statement or Transmittal Received 
8/18/2015 

Not reported 


Tier Classification 
EPETOP 
8/18/2015 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
8/18/2015 

Not reported 


Tier Classification 
Tier 2 Classification 
8/18/2015 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
8/18/2015 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
8/21/2015 

Not reported 


EDR ID Number 


EPA ID Number 


5101038788 


ТС5505005.25 Page 705 


Map ID | 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 


Not reported 
Not reported 
Not reported 
Not reported 


Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 


Worksite: Not reported 


Occupied: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 


MAP FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
FORMER STANDARD THOMSON (Continued) $101038788 
Chemicals: 
Chemical: LNAPL 
Quantity: 0.24 inches 
Source: UNKNOWN 
MA Spills: 
Facility ID: 3-2143 Spill ID: N91-0290 
Staff Lead: FAGAN, J Date Entered: 19910913 
Last Entered: 19940204 First Response: 19910301 
Spill Date: 19910301 Spill Time: Not reported 
Report Date: 19910301 Report Time: 12:15PM 
Case Closed: YES Mat Type: PETROLEUM 
Virgin Waste: ------ Contam Soil: Not reported 
Env Impact: SOIL Other Impact: Not reported 
Material: LUBRICATING OIL Other Material: Not reported 
Qty Reported: UNKNOWN Qty Actual: — ----------- 
Qty Reported: ---------- Qty Actual: —  ---—— 
CAS No: Not reported PCB Lev (ppm): — UNKNOWN 
Зошсе и  -————————- Other Source: Not reported 
Incident: = ---------- Other Incdnt: Not reported 
Cleanup Type: --- Contractor: NOT USED 
Referral: SA LUST Elig: NO 
Report Prep: Not reported Category: Not reported 
Notifier: J PEACOCK/STANDARD THOMPSON 
Notif Tel: Not reported 
Days/Close: 0 
ASBESTOS: 
Notification: 100230881R5 
DEP Region: NE 
Notifiers Name: GREEN ENVIRONMENTAL 
Start Date: 12/07/2015 
End Date: 03/11/2016 
Date Entered: 01/12/2015 
Entry Date: 12/01/2015 
Quantity Materical Removed SF: 66800 
Quantity Material Removed LF: 700 


BOILER PIPEINSUL TRANSPANEL CLOTHS OTHER TILE MASTIC JOINT CMPOUND 


TC5505005.2s Page 706 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


FORMER STANDARD THOMSON (Continued) 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Not reported 
Not reported 
Not reported 
10/28/2015 
01/26/2016 
Not reported 
10/14/2015 
66800.00 
700.00 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


BOILER PIPEINSUL TRANSPANEL CLOTHS OTHER TILE MAST 


224514 
AS901702 

Not reported 
Not reported 
2015 
100230881 
ANF-001 
HUNDRED 
6177375041 
Not reported 
BUILDINGS A, B, C 
0 

AC000688 
WRITTEN 
7AM-3:30PM 
Renv 

Fcontain 
INOUTDOORS 


3 CHAMBER WITH FULLY FUNCTIONING SHOWER 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 


FORMER STANDARD THOMSON (Continued) 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


DOUBLE BAGGED AND PLACED INTO LINED DUMPSTER 


MANUFACTURING 

Not reported 

Not reported 

Not reported 

0 

152 GROVE STREET LLC 


99 SUMMER STREET SUITE 500 


BOSTON 

MA 

TOM GALLO 
9787714496 

GREAT DIVIDE 
152840915 

1/1/2016 

146650 

RED TECHNOLOGIES 
10 NORTHWOOD DRIVE 
BLOOMFIELD 

CT 

Not reported 

DEREK BAGGETT 
10/14/2015 

GREEN ENVIRONMENTAL INC 
6174790550 
FERGUSON120 


Not reported 
Not reported 
Not reported 
05/14/2002 
05/15/2002 
Not reported 
04/29/2002 
75.00 
250.00 
other 

14756 
AS060847 
Not reported 
AA000128 
2002 
556228 
ANF-001 

50 

(781) 894-7310 
Not reported 


attic store main bldg & garage annex bldg 


-1 

AC000464 

Not reported 

7-5 

Repair 

Full Containment 

Indoors 

3 chamber 

2 Ply Poly Bag with Label 
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Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation Site 


FORMER STANDARD THOMSON (Continued) 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 
Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 


light manufactoring 
0 

Not reported 

Not reported 

-1 

standard thomson corp 
152 grove street 
WALTHAM 

MA 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 
20000 

lew bay co 

po box 175 
centerville 

MA 

41 

david f/patrick j walsh 
04/25/2002 

Not reported 

(781) 762-3390 
Not reported 


Not reported 
Not reported 
Not reported 
08/23/2004 
08/24/2004 
Not reported 
08/10/2004 
31700.00 
150.00 

Trns 

43229 
AS032579 
AM030636 
Not reported 
2004 
100007809 
ANF-001 
Fifty 

Not reported 
Not reported 
BLDG #3 

-1 
AC000167 
WRITTEN 


Week days: 7AM-5PM Week end: 


Renv 

Fcontain 

Indoors 

3 CHAMBER DECON 
2 PLY WET POLYBAG 
OFFICES 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Page 709 


Map ID | MAP FINDINGS 
Direction 
Distance EDR ID Number 


Elevation Site 


FORMER STANDARD THOMSON (Continued) 


Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 


Not reported 

Not reported 

Not reported 

5 

SAME AS LOCATION 

Not reported 

Not reported 

MA 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

SAME AS ASBESTOS CONTRACTOR 
Not reported 

Not reported 

Not reported 

47 

CHRISTOPHER THOMPSON 
08/10/2004 

AIR QUALITY EXPERTS, INC. 
6038946465 

Not reported 


Not reported 
Not reported 
Not reported 
03/01/2016 
03/01/2016 
Not reported 
03/01/2016 
.00 

10.00 
CLOTHS 
232967 
AS001045 
AM033696 
AA000197 
2016 
100238176 
ANF-001 
HUNDRED 
3399877471 
Not reported 
STANFORD BUILDING 
0 

AC000701 
WRITTEN 
0600-2000 
Renv 

Giv 
INDOORS 


Database(s) EPA ID Number 


5101038788 


ALL ACM WILL BE ABATED WITHIN А GLOVE BAG. ALL ACM WILL BE WET TO 
REDUCE THE RISK OF DUST. ALL TECHNICIANS WILL WEAR FR CLOTHING AND 
PROPER PPE DURING ABATEMENT ACTIVITIES 

ALL ACM WILL BE REMOVED USING WET MOTHEDS. ALL ACM WILL BE PLACED 


Decon Process: 


Disposal Methods: 


TC5505005.2s Раде 710 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


FORMER STANDARD THOMSON (Continued) 


INSIDE TWO 6 MIL BAGS. THE BAGS WILL BE LABELED AND SEALED FOR 
TRANSPORTATION ACCORDING TO THE EPA GUIDE LINES. 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 


SUBSTATION 

Not reported 

B-BL16001 

B-BL-16-001 

0 

EVERSOURCE ENERGY 
ONE NSTARWAY NE 250 
WESTWOOD 

MA 

RALPH TENAGLIA 
3399877471 

WILLIS OF CONNECTICUT 
152728414 

2/28/2017 

2000 

MORAN ENVIRONMENTAL 
75 D YORK AVE 
RANDOLPH 

MA 

Not reported 

JOSEPH METZLER 
03/01/2016 

MORAN ENVIRONMENTAL 
7818151100 

MORAN 


100238849R2 

NE 

GREEN ENVIRONMENTAL 
04/25/2016 

04/29/2016 

18/04/2016 

04/18/2016 

0 

5250 


OTHER CAULKINGGLAZING ROOFING 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Раде711 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


FORMER STANDARD THOMSON (Continued) 


Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 
Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


100238849R3 
NE 

GREEN ENVIRONMENTAL 
04/25/2016 
04/29/2016 
21/04/2016 
04/21/2016 

0 

5250 

OTHER CAULKINGGLAZING ROOFING 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Раде712 


Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation — Site Database(s) EPA ID Number 

FORMER STANDARD THOMSON (Continued) $101038788 

Facility Usage: Not reported 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: Not reported 
Owner Name: Not reported 
Owner Address: Not reported 
Owner City: Not reported 
Owner State: Not reported 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: 100230881R1 
DEP Region: NE 
Notifiers Name: GREEN ENVIRONMENTAL 
Start Date: 11/16/2015 
End Date: 02/05/2016 
Date Entered: 30/10/2015 
Entry Date: 10/30/2015 
Quantity Materical Removed SF: 66800 
Quantity Material Removed LF: 700 
Project Description: BOILER PIPEINSUL TRANSPANEL CLOTHS OTHER TILE MASTIC JOINT CMPOUND 
AR Tracking ID: Not reported 
Super Lic Number: Not reported 
Monitor Lic Number: Not reported 
Lab Lic Number: Not reported 
Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
Decon Process: Not reported 
Disposal Methods: Not reported 
Facility Usage: Not reported 


TC5505005.2s Page 713 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


FORMER STANDARD THOMSON (Continued) 


Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Not reported 
Not reported 
Not reported 
07/01/2006 
07/05/2006 
Not reported 
06/15/2006 
.00 

250.00 

Spr 

69353 
AS060847 
Not reported 
Not reported 
2006 
100034412 
ANF-001 
Fifty 
7813923546 
Not reported 
1ST FLOOR 
-1 
AC000464 
WRITTEN 
Week days: 7AM-9PM Week end: 
Rpr 

Giv 

Indoors 


3 CHAMBER DECONTAMINATION FACILITY 
6 MIL POLY LABELED BGS, DOUBLED 


MANUFACTURING 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Раде714 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


FORMER STANDARD THOMSON (Continued) 


DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 


Not reported 
Not reported 
5 

SAME 

Not reported 
Not reported 
MA 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
20,000 
AIRSAFE 
Not reported 
Not reported 
Not reported 
47 

DF WALSH 
06/15/2006 
AIRSAFE 
7817623390 
Not reported 


Not reported 
Not reported 
Not reported 
10/18/2003 
10/18/2003 
Not reported 
10/02/2003 
Not reported 
Not reported 
Spr, Trns 
31589 
AS060847 
Not reported 
Not reported 
2003 
100001180 
ANF-001 
Fifty 
7813923546 
Not reported 
SAME 

-1 
AC000464 
Off 


Week days: 7:00-5:00 Week end: 7:00-5:00 


Rpr 

Giv 

Indoors 

3 CHAMBER 

2 PLY POLY BAG WITH LABEL 
LIGHT MANUFACTURING 

Not reported 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Раде715 


Map ID | MAP FINDINGS 


Direction 


Distance 
Elevation Site 


FORMER STANDARD THOMSON (Continued) 


DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 


Not reported 

4 

ROGER GILBERT 
SAME 

Not reported 
MA 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
47 

DAVID F. WALSH 
10/02/2003 
AIR SAFE INC 
7817623390 
Not reported 


Not reported 

Not reported 

Not reported 

04/11/2005 

04/11/2005 

Not reported 

03/29/2005 

.00 

12.00 

Spr 

51608 

AS060847 

Not reported 

Not reported 

2005 

100015505 

ANF-001 

Fifty 

7813923546 

Not reported 

SAME 

-1 

AC000464 

Off 

Week days: 7:00-5:00 Week end: 
Oth:PICK UP AND DISP 
Disp 

Not reported 

3 CHAMBER 

6 MIL POLY LABELLED DOUBLE BAGS 
LIGHT MANUFACTURING 
Not reported 

Not reported 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101038788 


ТС5505005.25 Page 716 


Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
FORMER STANDARD THOMSON (Continued) $101038788 
Small Owner Occ: 4 
Owner Name: SAME 
Owner Address: Not reported 
Owner City: Not reported 


Owner State: 
On Site Manager Name: 
On Site Manager Phone: 


Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: AIR SAFE INC 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: 47 

Certified Name: DAVID F. WALSH 
Cert Sign Date: 03/29/2005 
Certified Company: AIR SAFE INC 
Certified Phone: 7817623390 
Entered by: Not reported 
Notification: 100230881R6 
DEP Region: NE 

Notifiers Name: GREEN ENVIRONMENTAL 
Start Date: 12/07/2015 
End Date: 03/18/2016 
Date Entered: 10/03/2016 
Entry Date: 03/10/2016 
Quantity Materical Removed SF: 66800 
Quantity Material Removed LF: 700 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 


MA 
ROGERT GILBERT 
Not reported 


BOILER PIPEINSUL TRANSPANEL CLOTHS OTHER TILE MASTIC JOINT CMPOUND 


Not reported 
Not reported 
Not reported 
Not reported 


Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


TC5505005.2s Page 717 


Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation — Site Database(s) EPA ID Number 

FORMER STANDARD THOMSON (Continued) $101038788 

Owner Name: Not reported 
Owner Address: Not reported 
Owner City: Not reported 
Owner State: Not reported 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: 100230881R7 
DEP Region: NE 
Notifiers Name: GREEN ENVIRONMENTAL 
Start Date: 12/07/2015 
End Date: 03/25/2016 
Date Entered: 17/03/2016 
Entry Date: 03/17/2016 
Quantity Materical Removed SF: 66800 
Quantity Material Removed LF: 700 
Project Description: BOILER PIPEINSUL TRANSPANEL CLOTHS OTHER TILE MASTIC JOINT CMPOUND 
AR Tracking ID: Not reported 
Super Lic Number: Not reported 
Monitor Lic Number: Not reported 
Lab Lic Number: Not reported 
Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
Decon Process: Not reported 
Disposal Methods: Not reported 
Facility Usage: Not reported 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: Not reported 
Owner Name: Not reported 


TC5505005.2s Page 718 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


Database(s) 


FORMER STANDARD THOMSON (Continued) 


Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Not reported 

Not reported 

Not reported 

03/23/2016 

04/22/2016 

Not reported 

03/10/2016 

.00 

5250.00 

OTHER CAULKINGGLAZING ROOFING 
233698 

AS901358 

Not reported 

Not reported 

2016 

100238849 

ANF-001 

HUNDRED 

9785008886 

Not reported 

BUILDINGS A, B, C 

0 

AC000688 

WRITTEN 

7AM-3:30PM 

Renv 

oth:PER 310 CMR 7.15 (10,11) 
INDOORS 

REMOTE 3 CHAMBER WITH FULLY FUNCTIONING SHOWER 
DOUBLE BAGGED AND PLACED INTO A LINED DUMPSTER 
MANUFACTURING 

Not reported 

Not reported 

Not reported 

0 

152 GROVE STREET LLC 

99 SUMMER STREET SUITE 500 


EDR ID Number 


EPA ID Number 


5101038788 


ТС5505005.25 Раде719 


Map ID 
Direction 
Distance 


Elevation 


| МАР FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
FORMER STANDARD THOMSON (Continued) $101038788 
Owner City: BOSTON 
Owner State: MA 
On Site Manager Name: JOEL MATTHEWS 
On Site Manager Phone: 9785008886 
Ins Comp: GREAT DIVIDE INSURANCE CO 
Policy Number: 152840915 
EXP Date: 1/1/2017 
Facility Size: 146650 
Transporter Name: RED TECHNOLOGIES 
Transporter Address: 10 NORTHWOOD DRIVE 
Transporter City: BLOOMFIELD 
Transporter State: CT 
Final Site: Not reported 
Certified Name: DEREK BAGGETT 
Cert Sign Date: 03/10/2016 
Certified Company: GREEN ENVIRONMENTAL, INC 
Certified Phone: 6174790550 
Entered by: FERGUSON120 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 08/13/2002 
End Date: 08/14/2002 
Date Entered: Not reported 
Entry Date: 07/31/2002 
Quantity Materical Removed SF: 3000.00 
Quantity Material Removed LF: .00 
Project Description: vinyl floor tile 
AR Tracking ID: 15526 
Super Lic Number: AS060847 
Monitor Lic Number: Not reported 
Lab Lic Number: AA000128 
Year: 2002 
Sticker Number: 557608 
Form Type: ANF-001 
Fee Status: 50 
Facility Phone: (781) 392-3546 
Sub Town: Not reported 
Worksite: former air hangar building 
Occupied: -1 
Contractor: AC000464 
Contract Type: Not reported 
Hours: 7am-5pm 
Project Type: Renovation 
Abatement Process: Full Containment 
Location: Indoors 
Decon Process: 3 chamber 


Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 


wet 2 Ply Poly Bag Labelled 
light industrial 

0 

Not reported 

Not reported 

0 

Standard Thomson Corp 
152 Grove Street 
WALTHAM 


TC5505005.2s Page 720 


Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
FORMER STANDARD THOMSON (Continued) $101038788 


Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 


MA 

Not reported 
Not reported 
Not reported 
Not reported 


EXP Date: Not reported 

Facility Size: 5000 

Transporter Name: Service Transport Group 
Transporter Address: PO Box 2132 
Transporter City: Bristol 

Transporter State: PA 

Final Site: 42 


Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 


David F./Patrick J. Walsh 
07/29/2002 

Not reported 

(781) 762-3390 


Entered by: Not reported 

Notification: 100230881R3 

DEP Region: NE 

Notifiers Name: GREEN ENVIRONMENTAL 
Start Date: 11/30/2015 

End Date: 03/06/2016 

Date Entered: 18/11/2015 

Entry Date: 11/18/2015 

Quantity Materical Removed SF: 66800 

Quantity Material Removed LF: 700 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 


BOILER PIPEINSUL TRANSPANEL CLOTHS OTHER TILE MASTIC JOINT CMPOUND 


Not reported 
Not reported 
Not reported 
Not reported 


Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 


Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


TC5505005.2s Page 721 


Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation — Site Database(s) ЕРА ID Number 

FORMER STANDARD THOMSON (Continued) $101038788 

On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: 100230881R2 
DEP Region: NE 
Notifiers Name: GREEN ENVIRONMENTAL 
Start Date: 11/23/2015 
End Date: 02/26/2016 
Date Entered: 16/11/2015 
Entry Date: 11/16/2015 
Quantity Materical Removed SF: 66800 
Quantity Material Removed LF: 700 
Project Description: BOILER PIPEINSUL TRANSPANEL CLOTHS OTHER TILE MASTIC JOINT CMPOUND 
AR Tracking ID: Not reported 
Super Lic Number: Not reported 
Monitor Lic Number: Not reported 
Lab Lic Number: Not reported 
Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
Decon Process: Not reported 
Disposal Methods: Not reported 
Facility Usage: Not reported 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: Not reported 
Owner Name: Not reported 
Owner Address: Not reported 
Owner City: Not reported 
Owner State: Not reported 
On Site Manager Name: Not reported 


TC5505005.2s Page 722 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


FORMER STANDARD THOMSON (Continued) 


On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 

Year: 

Sticker Number: 

Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 

Contractor: 

Contract Type: 

Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


100238849R1 
NE 

GREEN ENVIRONMENTAL 
03/23/2016 
04/22/2016 
30/03/2016 
03/30/2016 
0 

5250 
OTHER CAULKINGGLAZING ROOFING 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Database(s) 


EDR ID Number 
EPA ID Number 


5101038788 


ТС5505005.25 Раде 723 


Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation — Site Database(s) ЕРА ID Number 

FORMER STANDARD THOMSON (Continued) $101038788 

Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: 100230881R4 
DEP Region: NE 
Notifiers Name: GREEN ENVIRONMENTAL 
Start Date: 12/01/2015 
End Date: 03/09/2016 
Date Entered: 30/11/2015 
Entry Date: 11/30/2015 
Quantity Materical Removed SF: 66800 
Quantity Material Removed LF: 700 
Project Description: BOILER PIPEINSUL TRANSPANEL CLOTHS OTHER TILE MASTIC JOINT CMPOUND 
AR Tracking ID: Not reported 
Super Lic Number: Not reported 
Monitor Lic Number: Not reported 
Lab Lic Number: Not reported 
Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
Decon Process: Not reported 
Disposal Methods: Not reported 
Facility Usage: Not reported 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: Not reported 
Owner Name: Not reported 
Owner Address: Not reported 
Owner City: Not reported 
Owner State: Not reported 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 


TC5505005.2s Page 724 


Map ID 
Direction 
Distance 


Elevation 


87 
East 
1/2-1 


0.641 mi. 


3384 ft. 


Relative: 


Higher 


Actual: 
70 ft. 


| МАР FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
FORMER STANDARD THOMSON (Continued) 5101038788 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
HW GEN: 
EPA Id: MAR000519199 
RCRA Generator Status: LQG 
State Generator Status: Not reported 


NSTAR UTILITY POLE ft 316/4 
NEAR 21 DWIGHT ST 
WATERTOWN, MA 02472 


SHWS: 


MA SHWS 5107405629 
MA RELEASE N/A 


Release Tracking Number/Current Status: 3-0025095 / RAO 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 


WATERTOWN 

08/03/2005 

TWO HR 

Not reported 

Response Action Outcome 

08/11/2005 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
Oil 

COMMERCIAL 

TRANSFORM 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 


MODF 

30 gallons 
TRANSFORMER OIL 
30 gallons 


Response Action Outcome - RAO 

RAO Statement Received 

8/11/2005 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 


TC5505005.2s Page 725 


Map ID 
Direction 
Distance 


Elevation 


Site 


NSTAR UTILITY POLE ft 316/4 (Continued) 


MAP FINDINGS 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


5107405629 


Reportable Release under MGL 21E 

8/11/2005 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

8/3/2005 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
9/16/2005 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


3-0025095 / RAO 

Not reported 

WATERTOWN 

08/03/2005 

TWO HR 

08/11/2005 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Response Action Outcome - RAO 

RAO Statement Received 

8/11/2005 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

8/11/2005 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

8/3/2005 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
9/16/2005 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


TC5505005.2s Page 726 


Map ID 
Direction 
Distance 


Elevation 


88 
SSE 
1/2-1 


0.648 mi. 


3420 ft. 
Relative: 
Higher 


Actual: 
66 ft. 


| МАР FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
NSTAR UTILITY POLE # 316/4 (Continued) 5107405629 
Chemicals: 

Chemical: MODF 

Quantity: 30 gallons 

Chemical: TRANSFORMER OIL 

Quantity: 30 gallons 

Location Type: COMMERCIAL 

Source: TRANSFORM 


AT INTERSECTION OF LONGFELLOW RD 


MAIN ST 
WATERTOWN, MA 02472 


SHWS: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Location Type: 
Source: 


MA SHWS 5106030081 
MA RELEASE N/A 


3-0023097 / RAO 

WATERTOWN 

08/17/2003 

TWO HR 

Not reported 

Response Action Outcome 

08/25/2003 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
Oil 

COMMERCIAL 

ROADWAY 

TRANSFORM 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


MODF 

120 gallons 
TRANSFORMER OIL 
120 gallons 


Immediate Response Action 

Oral Approval of Plan or Action 

8/17/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

8/17/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

8/25/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
AT INTERSECTION OF LONGFELLOW RD (Continued) $106030081 
Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 8/25/2003 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
9/5/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


3-0023097 / RAO 

Not reported 

WATERTOWN 

08/17/2003 

TWO HR 

08/25/2003 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Immediate Response Action 

Oral Approval of Plan or Action 

8/17/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

8/17/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

8/25/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

8/25/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
9/5/2003 

A permanent solution has been achieved. Contamination has been reduced 
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Map ID 
Direction 
Distance 


Elevation 


89 
WSW 
1/2-1 


0.691 mi. 


3648 ft. 


Relative: 
Higher 


Actual: 
62 ft. 


MAP FINDINGS 


Site 


AT INTERSECTION OF LONGFELLOW RD (Continued) 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Location Type: 
Source: 


EDR ID Number 


Database(s) EPA ID Number 


5106030081 


to background or a threat of release has been eliminated. 


MODF 

120 gallons 
TRANSFORMER OIL 
120 gallons 
COMMERCIAL 
ROADWAY 
TRANSFORM 


PRIVATE RESIDENCE 
8-10 LYMAN TER 
WALTHAM, MA 02452 


SHWS: 
Release Tracking Number/Current Status: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 


MA SHWS 5106863323 


MA RELEASE N/A 


3-0024536 / RAO 
WALTHAM 

01/03/2005 

TWO HR 

Not reported 

Response Action Outcome 
01/10/2006 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 

RESIDNTIAL 

PIPE 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


FUEL OIL #2 
300 gallons 
#2 FUEL OIL 
300 gallons 


Immediate Response Action 

Completion Statement Received 

1/10/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

1/10/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 
Completion Statement Received 
1/10/2006 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


PRIVATE RESIDENCE (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


5106863323 


А permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

1/12/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

1/14/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
1/19/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

1/3/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FLDD1A 

1/4/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

FLDISS 

1/4/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

1/4/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

FLDISS 

1/5/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLOFF 

11/15/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


PRIVATE RESIDENCE (Continued) 5106863323 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 11/15/2006 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Compliance and Enforcement Action 

Notice of Non-Compliance Issued 

12/7/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

12/9/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Written Plan Received 

3/11/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

3/3/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Compliance and Enforcement Action 

Notice of Non-Compliance Issued 

6/22/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Status or Interim Report Received 

7/11/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0024536 / RAO 

Not reported 

WALTHAM 

01/03/2005 

TWO HR 

01/10/2006 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


PRIVATE RESIDENCE (Continued) 


EDR ID Number 
Database(s) EPA ID Number 


5106863323 


Click here to access the МА DEP site for this facility: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Immediate Response Action 

Completion Statement Received 

1/10/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

1/10/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Completion Statement Received 

1/10/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

1/12/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

1/14/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
1/19/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

1/3/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FLDD1A 

1/4/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

FLDISS 

1/4/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
PRIVATE RESIDENCE (Continued) $106863323 
Action Type: Immediate Response Action 


Action Status: 
Action Date: 
Response Action Outcome: 


Oral Approval of Plan or Action 

1/4/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: FLDISS 
Action Date: 1/5/2005 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 11/15/2006 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 11/15/2006 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Compliance and Enforcement Action 
Action Status: Notice of Non-Compliance Issued 
Action Date: 12/7/2005 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: ALSENT 
Action Date: 12/9/2005 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Written Plan Received 
Action Date: 3/11/2005 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 3/3/2005 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Compliance and Enforcement Action 
Action Status: Notice of Non-Compliance Issued 
Action Date: 6/22/2005 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 7/11/2005 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


PRIVATE RESIDENCE (Continued) 


Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


5106863323 


А permanent solution has been achieved. Contamination has not been 
reduced to background. 


Chemicals: 
Chemical: FUEL OIL #2 
Quantity: 300 gallons 
Chemical: #2 FUEL OIL 
Quantity: 300 gallons 
Location Type: RESIDNTIAL 
Source: PIPE 
90 GROVE ST Q GORE ST MA SHWS 5118421833 
South GROVE ST Q GORE ST MA RELEASE N/A 
1/2-1 WALTHAM, MA 02453 
0.696 mi. 
3674 ft. 
Relative: SHWS: 
Lower Release Tracking Number/Current Status: 3-0033188 / PSNC 
Actual: Release Town: WALTHAM 
39 ft. Notification Date: 10/07/2015 
Category: 120 DY 
Associated ID: Not reported 
Current Status: PSNC 
Status Date: 02/01/2016 
Phase: Not reported 
Response Action Outcome: PN - PN 
Oil Or Haz Material: Hazardous Material 
Source: UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


TRICHLOROETHENE 
9.4 micrograms per liter 


Response Action Outcome - RAO 
PSCRCD 

1/29/2016 

PN 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
10/15/2015 

PN 


RNFE 

Transmittal, Notice, or Notification Received 
10/7/2015 

PN 


RNF 

Reportable Release under MGL 21E 
10/7/2015 

PN 


TC5505005.2s Page 734 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


GROVE ST @ GORE ST (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil / Haz Material Type: 


Release Disposition 

Reportable Release under MGL 21E 
10/7/2015 

PN 


Response Action Outcome - RAO 
PSNRCD 

2/1/2016 

PN 


3-0033188 / PSNC 
Not reported 
WALTHAM 
10/07/2015 

120 DY 

02/01/2016 

Not reported 

PN - PN 

Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Response Action Outcome - RAO 
PSCRCD 

1/29/2016 

PN 


EDR ID Number 


Database(s) EPA ID Number 


5118421833 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


10/15/2015 
PN 


RNFE 

Transmittal, Notice, or Notification Received 
10/7/2015 

PN 


RNF 

Reportable Release under MGL 21E 
10/7/2015 

PN 


Release Disposition 

Reportable Release under MGL 21E 
10/7/2015 

PN 


Response Action Outcome - RAO 
PSNRCD 

2/1/2016 

PN 
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Map ID 
Direction 
Distance 


Elevation 


N91 
WSW 
1/2-1 


0.700 mi. 


3694 ft. 


Relative: 


Higher 


Actual: 
66 ft. 


MAP FINDINGS 
Site 
GROVE ST @ GORE ST (Continued) 
Chemicals: 
Chemical: TRICHLOROETHENE 
Quantity: 9.4 micrograms per liter 
Source: UNKNOWN 


NO LOCATION AID 
476 MAIN STREET 
WALTHAM, MA 02452 


Site 1 of 3 in cluster N 


SHWS: 
Release Tracking Number/Current Status: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Source: 
Source: 


3-0034659 / PSNC 
WALTHAM 
12/06/2017 
TWO HR 
Not reported 
PSNC 
03/26/2018 
Not reported 
PN- PN 
Oil 
MUNICIPAL 
TANK 

UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


WASTE OIL 
1 gallons 


EDR ID Number 


Database(s) EPA ID Number 


5118421833 


МА SHWS 5111989473 
MA LUST N/A 
MA RELEASE 
MA HW GEN 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


1/19/2018 
PN 


Release Disposition 


Reportable Release under MGL 21E 


12/6/2017 
PN 


Immediate Response Action 


Oral Approval of Plan or Action 


12/6/2017 
PN 


A Notice sent to a Potentially Responsible Party (PRP) 


FLDISS 
12/6/2017 
PN 


RLFA 
FLDD1U 
12/6/2017 
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Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


LUST: 
Facility: 


Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation — Site 
NO LOCATION AID (Continued) 
Response Action Outcome: PN 
Action Type: BOL 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 2/13/2018 
Response Action Outcome: PN 
Action Type: BOL 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 2/20/2018 
Response Action Outcome: PN 
Action Type: BOL 
Action Status: NOTSHP 
Action Date: 2/20/2018 
Response Action Outcome: PN 
Action Type: BOL 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 2/21/2018 
Response Action Outcome: PN 


Immediate Response Action 
Written Plan Received 
2/5/2018 

PN 


Immediate Response Action 
Level | - Technical Screen Audit 
2/5/2018 

PN 


RNFE 

Transmittal, Notice, or Notification Received 
2/5/2018 

PN 


RNF 

Reportable Release under MGL 21E 
2/5/2018 

PN 


BOL 
SHPFAC 
3/22/2018 
PN 


Response Action Outcome - RAO 
PSNRCD 

3/26/2018 

PN 


Release Tracking Number/Current Status: 3-0030866 / RAO 


EDR ID Number 


Database(s) EPA ID Number 


$111989473 


TC5505005.2s Page 737 


Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
NO LOCATION AID (Continued) $111989473 
Status Date: 08/02/2012 
Source Type: UST 
Release Town: WALTHAM 
Notification Date: 06/05/2012 
Category: 72 HR 
Associated ID: Not reported 
Phase: Not reported 


Response Action Outcome: 
Oil Or Haz Material: 


Location Type: 
Source: 


A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil and Hazardous Material 


COMMERCIAL 
UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


NAPHTHALENE 

6.86 milligrams per kilogram 
SILVER 

103 milligrams per kilogram 
C9 THRU C10 AROMATIC HYDROCARBONS 
333 milligrams per kilogram 
ACENAPHTHYLENE 

2.28 milligrams per kilogram 
2-METHYLNAPHTHALENE 
5.09 milligrams per kilogram 
FUEL OIL 

136 parts per million 
DIBENZO[A,HJANTHRACENE 
0.85 milligrams per kilogram 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

12/28/2012 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
6/20/2012 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

6/27/2012 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNFE 

Transmittal, Notice, or Notification Received 

6/27/2012 

A permanent solution has been achieved. Contamination has not been 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
NO LOCATION AID (Continued) $111989473 


reduced to background. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 6/5/2012 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Oral Approval of Plan or Action 
Action Date: 6/5/2012 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 7/25/2012 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 8/2/2012 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Facility: 
Release Tracking Number/Current Status: 3-0034659 / PSNC 
Status Date: 03/26/2018 
Source Type: UST 
Release Town: WALTHAM 
Notification Date: 12/06/2017 
Category: TWO HR 
Associated ID: Not reported 
Phase: Not reported 
Response Action Outcome: PN - PN 
Oil Or Haz Material: Oil 
Location Type: MUNICIPAL 
Source: TANK 
Source: UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: WASTE OIL 
Quantity: 1 gallons 
Actions: 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 1/19/2018 


Response Action Outcome: 


PN 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Release Disposition 

Reportable Release under MGL 21E 
12/6/2017 

PN 


Immediate Response Action 
Oral Approval of Plan or Action 
12/6/2017 

PN 


EDR ID Number 


Database(s) EPA ID Number 


$111989473 


A Notice sent to a Potentially Responsible Party (PRP) 


FLDISS 
12/6/2017 
PN 


RLFA 
FLDD1U 
12/6/2017 
PN 


BOL 

Transmittal, Notice, or Notification Received 
2/13/2018 

PN 


BOL 

Transmittal, Notice, or Notification Received 
2/20/2018 

PN 


BOL 
NOTSHP 
2/20/2018 
PN 


BOL 

Transmittal, Notice, or Notification Received 
2/21/2018 

PN 


Immediate Response Action 
Written Plan Received 
2/5/2018 

PN 


Immediate Response Action 
Level | - Technical Screen Audit 
2/5/2018 

PN 


RNFE 

Transmittal, Notice, or Notification Received 
2/5/2018 

PN 


RNF 
Reportable Release under MGL 21E 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
NO LOCATION AID (Continued) $111989473 
Action Date: 2/5/2018 
Response Action Outcome: PN 
Action Type: BOL 
Action Status: SHPFAC 
Action Date: 3/22/2018 
Response Action Outcome: PN 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil / Haz Material Type: 


Response Action Outcome - RAO 
PSNRCD 

3/26/2018 

PN 


3-0030866 / RAO 

Not reported 

WALTHAM 

06/05/2012 

72 HR 

08/02/2012 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

12/28/2012 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
6/20/2012 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

6/27/2012 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNFE 

Transmittal, Notice, or Notification Received 

6/27/2012 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 


Reportable Release under MGL 21E 
6/5/2012 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
NO LOCATION AID (Continued) $111989473 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Oral Approval of Plan or Action 
Action Date: 6/5/2012 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 7/25/2012 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 8/2/2012 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Chemicals: 
Chemical: NAPHTHALENE 
Quantity: 6.86 milligrams per kilogram 
Chemical: SILVER 
Quantity: 103 milligrams per kilogram 
Chemical: C9 THRU C10 AROMATIC HYDROCARBONS 
Quantity: 333 milligrams per kilogram 
Chemical: ACENAPHTHYLENE 
Quantity: 2.28 milligrams per kilogram 
Chemical: 2-METHYLNAPHTHALENE 
Quantity: 5.09 milligrams per kilogram 
Chemical: FUEL OIL 
Quantity: 136 parts per million 
Chemical: DIBENZO[A,HJANTHRACENE 
Quantity: 0.85 milligrams per kilogram 
Location Type: COMMERCIAL 
Source: UST 


Release Tracking Number/Current Status: 


3-0034659 / PSNC 


Primary ID: Not reported 
Official City: WALTHAM 
Notification: 12/06/2017 
Category: TWO HR 
Status Date: 03/26/2018 
Phase: Not reported 
Response Action Outcome: PN - PN 

Oil / Haz Material Type: Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 1/19/2018 


Response Action Outcome: 


PN 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Release Disposition 

Reportable Release under MGL 21E 
12/6/2017 

PN 


Immediate Response Action 
Oral Approval of Plan or Action 
12/6/2017 

PN 


EDR ID Number 


Database(s) EPA ID Number 


$111989473 


A Notice sent to a Potentially Responsible Party (PRP) 


FLDISS 
12/6/2017 
PN 


RLFA 
FLDD1U 
12/6/2017 
PN 


BOL 

Transmittal, Notice, or Notification Received 
2/13/2018 

PN 


BOL 

Transmittal, Notice, or Notification Received 
2/20/2018 

PN 


BOL 
NOTSHP 
2/20/2018 
PN 


BOL 

Transmittal, Notice, or Notification Received 
2/21/2018 

PN 


Immediate Response Action 
Written Plan Received 
2/5/2018 

PN 


Immediate Response Action 
Level | - Technical Screen Audit 
2/5/2018 

PN 


RNFE 

Transmittal, Notice, or Notification Received 
2/5/2018 

PN 


RNF 
Reportable Release under MGL 21E 
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Map ID 
Direction 
Distance 


Elevation 


92 

North 
1/2-1 
0.704 mi. 
3717 ft. 


Relative: 
Higher 


Actual: 
188 ft. 


WALTHAM, MA 02154 


SHWS: 
Release Tracking Number/Current Status: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 


| МАР FINDINGS 
EDR ID Number 

Site Database(s) EPA ID Number 
NO LOCATION AID (Continued) $111989473 

Action Date: 2/5/2018 

Response Action Outcome: PN 

Action Type: BOL 

Action Status: SHPFAC 

Action Date: 3/22/2018 

Response Action Outcome: PN 

Action Type: Response Action Outcome - RAO 

Action Status: PSNRCD 

Action Date: 3/26/2018 

Response Action Outcome: PN 

Chemicals: 

Chemical: WASTE OIL 

Quantity: 1 gallons 

Location Type: MUNICIPAL 

Source: TANK 

Source: UST 

HW GEN: 

EPA Id: MAD981071392 

RCRA Generator Status: VSQG 

State Generator Status: Not reported 
NO LOCATION AID MA SHWS  S102967429 
426 TRAPELO RD MA RELEASE N/A 


3-0015749 / RAO 

WALTHAM 

11/25/1997 

TWO HR 

Not reported 

Response Action Outcome 

01/26/1998 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
Oil 

FEDERAL 

VEHICLE 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 


DIESEL FUEL 
10 gallons 
DIESEL FUEL 
12 gallons 


A Notice sent to a Potentially Responsible Party (PRP) 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


$102967429 


A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
1/12/1998 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

1/26/1998 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

1/26/1998 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

11/25/1997 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

11/25/1997 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Compliance and Enforcement Action 

Notice of Non-Compliance Issued 

12/1/1997 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


3-0015749 / RAO 

Not reported 

WALTHAM 

11/25/1997 

TWO HR 

01/26/1998 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
1/12/1998 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
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Map ID 
Direction 
Distance 


Elevation 


N93 
WSW 
1/2-1 


0.707 mi. 


3733 ft. 


Relative: 


Higher 


Actual: 
66 ft. 


| МАР FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
NO LOCATION AID (Continued) 5102967429 
Action Туре: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 1/26/1998 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

1/26/1998 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

11/25/1997 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

11/25/1997 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Compliance and Enforcement Action 

Notice of Non-Compliance Issued 

12/1/1997 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Chemicals: 

Chemical: DIESEL FUEL 

Quantity: 10 gallons 

Chemical: DIESEL FUEL 

Quantity: 12 gallons 

Location Type: FEDERAL 

Source: VEHICLE 
9 NEWTON ST MA SHWS 5113411771 
9 NEWTON ST MA RELEASE N/A 


WALTHAM, MA 02451 


Site 2 of 3 in cluster N 


SHWS: 
Release Tracking Number/Current Status: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil Or Haz Material: 


3-0031421 / RAO 
WALTHAM 

03/13/2013 

120 DY 

Not reported 

Response Action Outcome 
03/14/2013 

Not reported 

B1- Remedial actions have not been conducted because a level of No 
Significant Risk exists. 
Hazardous Material 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


9 NEWTON ST (Continued) $113411771 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: TETRACHLOROETHYLENE 
Quantity: 1.5 milligrams per kilogram 

Actions: 
Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 3/13/2013 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


RNF 

Reportable Release under MGL 21E 

3/13/2013 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


RNFE 

Transmittal, Notice, or Notification Received 

3/13/2013 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

RAO Statement Received 

3/14/2013 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


3-0031421 / RAO 

Not reported 

WALTHAM 

03/13/2013 

120 DY 

03/14/2013 

Not reported 

B1 - Remedial actions have not been conducted because a level of No 
Significant Risk exists. 

Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


Release Disposition 

Reportable Release under MGL 21E 

3/13/2013 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


RNF 
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Map ID | 


МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
9 NEWTON ST (Continued) $113411771 
Action Status: Reportable Release under MGL 21E 
Action Date: 3/13/2013 
Response Action Outcome: Remedial actions have not been conducted because a level of No 
Significant Risk exists. 
Action Type: RNFE 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 3/13/2013 
Response Action Outcome: Remedial actions have not been conducted because a level of No 
Significant Risk exists. 
Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 3/14/2013 
Response Action Outcome: Remedial actions have not been conducted because a level of No 
Significant Risk exists. 
Chemicals: 
Chemical: TETRACHLOROETHYLENE 
Quantity: 1.5 milligrams per kilogram 
94 NO LOCATION AID MA SHWS 5118562831 
East 32 CHANDLER STREET MA RELEASE N/A 
1/2-1 WATERTOWN, MA 02472 
0.724 mi. 
3821 ft. 
Relative: SHWS: 
Higher Release Tracking Number/Current Status: 3-0033328 / PSNC 
Actual: Release Town: WATERTOWN 
71 ft. Notification Date: 12/22/2015 
Category: TWO HR 
Associated ID: Not reported 
Current Status: PSNC 
Status Date: 01/19/2016 
Phase: Not reported 
Response Action Outcome: PN - PN 
Oil Or Haz Material: Oil 
Location Type: ROADWAY 
Location Type: RESIDNTIAL 
Source: LINE 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 
Action Status: 


HYDRAULIC FLUID 
15 gallons 


RNFE 

Transmittal, Notice, or Notification Received 
1/19/2016 

PN 


RNF 
Reportable Release under MGL 21E 
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Map ID | 
Direction 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil / Haz Material Type: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$118562831 
1/19/2016 
PN 


Response Action Outcome - RAO 
PSNRCD 

1/19/2016 

PN 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
1/20/2016 

PN 


Immediate Response Action 
Oral Approval of Plan or Action 
12/22/2015 

PN 


Release Disposition 

Reportable Release under MGL 21E 
12/22/2015 

PN 


3-0033328 / PSNC 
Not reported 
WATERTOWN 
12/22/2015 

TWO HR 
01/19/2016 

Not reported 

PN - PN 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


RNFE 

Transmittal, Notice, or Notification Received 
1/19/2016 

PN 


RNF 

Reportable Release under MGL 21E 
1/19/2016 

PN 


Response Action Outcome - RAO 
PSNRCD 

1/19/2016 

PN 


A Notice sent to a Potentially Responsible Party (PRP) 


A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
1/20/2016 
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Map ID 
Direction 
Distance 


Elevation 


N95 
WSW 
1/2-1 


0.729 mi. 


3850 ft. 


Relative: 


Higher 


Actual: 
66 ft. 


| МАР FINDINGS 
EDR ID Number 

Site Database(s) EPA ID Number 
NO LOCATION AID (Continued) $118562831 

Response Action Outcome: PN 

Action Type: Immediate Response Action 

Action Status: Oral Approval of Plan or Action 

Action Date: 12/22/2015 

Response Action Outcome: PN 

Action Type: Release Disposition 

Action Status: Reportable Release under MGL 21E 

Action Date: 12/22/2015 

Response Action Outcome: PN 

Chemicals: 

Chemical: HYDRAULIC FLUID 

Quantity: 15 gallons 

Location Type: ROADWAY 

Location Type: RESIDNTIAL 

Source: LINE 
ADJACENT TO GOVERNMENT BLDG MA SHWS  S104482506 
488 MAIN ST MA RELEASE N/A 
WALTHAM, MA 02452 MA ASBESTOS 


Site 3 of 3 in cluster N 


SHWS: 
Release Tracking Number/Current Status: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil Or Haz Material: 


3-0019152 / RAO 
WALTHAM 

01/06/2000 

120 DY 

Not reported 

Response Action Outcome 
01/05/2001 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 


C9 THRU C18 ALIPHATIC HYDROCARBONS 
3400 milligrams per kilogram 

C11 THRU C22 AROMATIC HYDROCARBONS 
1400 milligrams per kilogram 
2-METHYLNAPHTHALENE 

6.7 milligrams per kilogram 


Response Action Outcome - RAO 

RAO Statement Received 

1/5/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 
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Map ID 
Direction 
Distance 


Elevation 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Release: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
ADJACENT TO GOVERNMENT BLDG (Continued) $104482506 


Reportable Release under MGL 21E 

1/6/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

1/6/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
4/20/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Tracking Number/Current Status: 3-0019152 / RAO 


Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 


Response Action Outcome: 


Oil / Haz Material Type: 


Not reported 

WALTHAM 

01/06/2000 

120 DY 

01/05/2001 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Response Action Outcome - RAO 

RAO Statement Received 

1/5/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

1/6/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

1/6/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
4/20/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID | MAP FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 


AS REQUIRED 

WET 2 PLY POLY BAG 
Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

CITY OF WALTHAM 

14 CHURCH ST 
WALTHAM 

MA 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 
ENVIRONMENTAL SOLUTIONS INC 
29 CALVARY ST 


ADJACENT TO GOVERNMENT BLDG (Continued) $104482506 
Chemicals: 
Chemical: C9 THRU C18 ALIPHATIC HYDROCARBONS 
Quantity: 3400 milligrams per kilogram 
Chemical: C11 THRU C22 AROMATIC HYDROCARBONS 
Quantity: 1400 milligrams per kilogram 
Chemical: 2-METHYLNAPHTHALENE 
Quantity: 6.7 milligrams per kilogram 
ASBESTOS: 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 01/30/2006 
End Date: 01/31/2006 
Date Entered: Not reported 
Entry Date: 01/13/2006 
Quantity Materical Removed SF: Not reported 
Quantity Material Removed LF: 100.00 
Project Description: Corrugated Pipe 
AR Tracking ID: 63395 
Super Lic Number: Not reported 
Monitor Lic Number: AA000131 
Lab Lic Number: AA000131 
Year: Not reported 
Sticker Number: 778851 
Form Type: ANF-001 
Fee Status: E 
Facility Phone: (781) 899-7228 
Sub Town: Not reported 
Worksite: BASEMENT AIR HANDLING ROOM AND FREEZER ROOM 
Occupied: -1 
Contractor: AC000042 
Contract Type: Not reported 
Hours: 730-330 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
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Map ID | MAP FINDINGS 
Direction 
Distance EDR ID Number 


Elevation — Site 


ADJACENT TO GOVERNMENT BLDG (Continued) 


Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 

Year: 

Sticker Number: 

Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 

Contractor: 

Contract Type: 

Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 


WALTHAM 

MA 

17 

JOSEPH E DUFFEY 
01/11/2006 

Not reported 

Not reported 
mmitchell 


Not reported 
Not reported 
Not reported 
09/06/2002 
09/06/2002 
Not reported 
09/13/2002 
.00 

2.00 
THERMAL SOLID CORE 
6491 
AS053117 
Not reported 
Not reported 
2002 
761760 
ANF-001 
EXEMPT 
Not reported 
Not reported 
BSMT 

0 

AC000042 
Not reported 
8 am - 11 am 
REPAIR 
GLOVE BAG 
Not reported 
PER REGS. 


WET 2 PLY POLY BAG WITH DUMPSTER 


SENIOR CENTER 

-1 

0209982 

Not reported 

0 

CITY OF WALTHAM 
14 CHURCH ST. 
WALTHAM 

MA 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

10k 
ENVIRONMENTAL SOLUTIONS INC 
50 GUINAN STREET 
WALTHAM 


Database(s) EPA ID Number 


5104482506 


ТС5505005.25 Раде 753 


Map ID 
Direction 
Distance 


Elevation 


96 
SSW 
1/2-1 


0.740 mi. 


3906 ft. 


Relative: 
Lower 


Actual: 
50 ft. 


Certified Company: 
Certified Phone: 
Entered by: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
ADJACENT TO GOVERNMENT BLDG (Continued) $104482506 
Transporter State: MA 
Final Site: 7 
Certified Name: JOSEPH E. DUFFEY 
Cert Sign Date: 09/10/2002 


Not reported 
(781) 899-3370 
Not reported 


LEBLANC, PAUL 
18 HAGAR ST 
WALTHAM, MA 02452 


SHWS: 


MA SHWS  S108962827 
MA RELEASE N/A 
MA ENF 


Release Tracking Number/Current Status: 3-0027302 / RAO 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


WALTHAM 

12/03/2007 

120 DY 

Not reported 

Response Action Outcome 

04/28/2014 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


C9 THRU C18 ALIPHATIC HYDROCARBONS 
11000 milligrams per kilogram 

NAPHTHALENE 

90 milligrams per kilogram 

C11 THRU C22 AROMATIC HYDROCARBONS 
13000 milligrams per kilogram 

C19 THRU C36 ALIPHATIC HYDROCARBONS 
3500 milligrams per kilogram 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
1/25/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

10/15/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

12/3/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


LEBLANC, PAUL (Continued) 5108962827 


Action Туре: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


RNF 

Reportable Release under MGL 21E 
12/3/2007 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


RLFA 

FOLOFF 

3/20/2014 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
4/1/2010 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


RAO - DEP Lead 

RAO Statement Received 

4/28/2014 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


3-0027302 / RAO 

Not reported 

WALTHAM 

12/03/2007 

120 DY 

04/28/2014 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
1/25/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

10/15/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

12/3/2007 

A permanent solution has been achieved. Contamination has not been 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 


Elevation Site 


LEBLANC, PAUL (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


ENFORCEMENT: 
Region: 
DEP Region: 
DEP Program: 
DEP Bureau: 
Program: 
Program Id: 
High Or Low Level Enforcement: 
FMF #: 
Comptroller Billing Name: 
Town Where Violation Occurred: 
Date Executed: 
ENF #: 
Document Type: 
AG Ref (Y/N): 
Doc Archived (Y/N): 
EJ Community (Y/N): 
Regional Comment: 
Final Payment Due Date: 
ACOP $: 


reduced to background. 


RNF 
Reportable Release under MGL 21E 
12/3/2007 


A permanent solution has been achieved. 


reduced to background. 


RLFA 
FOLOFF 
3/20/2014 


A permanent solution has been achieved. 


reduced to background. 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
4/1/2010 


A permanent solution has been achieved. 


reduced to background. 


RAO - DEP Lead 
RAO Statement Received 
4/28/2014 


A permanent solution has been achieved. 


reduced to background. 


EDR ID Number 
EPA ID Number 


Database(s) 


5108962827 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


C9 THRU C18 ALIPHATIC HYDROCARBONS 


11000 milligrams per kilogram 
NAPHTHALENE 
90 milligrams per kilogram 


C11 THRU C22 AROMATIC HYDROCARBONS 


13000 milligrams per kilogram 


C19 THRU C36 ALIPHATIC HYDROCARBONS 


3500 milligrams per kilogram 


NERO 
NERO 

3A 

BWSC 

Not reported 
3-0027302 
LLE 

Not reported 
Not reported 
Not reported 
04/01/2010 
NON-NE-09-3A033 
NON 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
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Map ID 
Direction 
Distance 


Elevation 


97 
SSW 
1/2-1 


0.774 mi. 


4088 ft. 
Relative: 
Lower 


Actual: 
45 ft. 


47 FOUNDRY AVE 
WALTHAM, MA 02453 


SHWS: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 

Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
LEBLANC, PAUL (Continued) 5108962827 
РАМ $: Not reported 
EMS (Y/N): Not reported 
EMS$: Not reported 
SEP (Y/N): Not reported 
SEP $: Not reported 
Demand $: Not reported 
Suspended $: Not reported 
Ownership: Individually Owned 
PARKING LOT MA SHWS 5106863485 


MA RELEASE N/A 
MA ASBESTOS 


3-0024705 / RAO 
WALTHAM 

03/15/2005 

120 DY 

Not reported 

Response Action Outcome 
03/22/2006 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


LEAD 
3030 milligrams per kilogram 


RNF 

Reportable Release under MGL 21E 

3/15/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

3/15/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

3/22/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

3/22/2006 

A permanent solution has been achieved. Contamination has not been 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 


PARKING LOT (Continued) 5106863485 


Action Туре: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


reduced to background. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

3/6/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Written Plan Received 

3/7/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0024705 / RAO 

Not reported 

WALTHAM 

03/15/2005 

120 DY 

03/22/2006 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


RNF 

Reportable Release under MGL 21E 
3/15/2005 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Release Disposition 

Reportable Release under MGL 21E 
3/15/2005 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Response Action Outcome - RAO 

RAO Statement Received 

3/22/2006 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 
3/22/2006 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Release Abatement Measure 
Fee Received - FMCRA Use Only 
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Map ID | 
Direction 


Distance 
Elevation Site 


PARKING LOT (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 


ASBESTOS: 
Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$106863485 
3/6/2006 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Written Plan Received 

3/7/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


LEAD 
3030 milligrams per kilogram 


Not reported 

Not reported 

Not reported 
04/18/2009 
04/20/2009 

Not reported 
04/17/2009 

.00 

15.00 

Trns 

111664 

AS031004 
AA000186 
AA000145 

2009 

100087241 

ANF-001 

Fifty 

Not reported 

Not reported 
MANHOLE 

0 

AC000097 
WRITTEN 

Week days: 7AM-3PM Week end: N/A 
Renv 

Giv 

Indoors 
2-CHAMBERED DECONTAMINATION FACILITY WITH WASH STATION. 
ACM WILL BE WET (HAND TO BAG) ACM WILL BE LABELED, PACKAGED & 
TRANSPORTED. 
MANHOLE 

Not reported 
0904952 
NWA-09-237 

5 

TC SARANCEN LLC 
130 TURNER STREET - BLDG 3, SUITE 620 
WALTHAM, MA 

MA 

SEAN CASSIDY 


TC5505005.2s Page 759 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


PARKING LOT (Continued) 


On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 


Disposal Methods: 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 


978 886 3712 
Not reported 
Not reported 
Not reported 
Not reported 


LVI ENVIRONMENTAL SERVICES INC. 


401 S SECOND STREET 
EVERETT, MA 

Not reported 

39 

WENDY CARIAS 
04/17/2009 

LVI 

6173898880 

Not reported 


Not reported 

Not reported 

Not reported 
09/09/2005 
09/23/2005 

Not reported 
08/26/2005 

2150.00 

15.00 

Bir, Trns, VAT/MASTIC 
57969 

AS031211 

AA000035 

AA000145 

2005 

100021951 

ANF-001 

Fifty 

7816422842 

Not reported 

BLDG. #41 - VARIOUS ARE 
-1 

AC000097 

WRITTEN 

Week days: 7AM-3PM' Week end: N/A 
Renv 

Giv, Fcontain 

Indoors 


3-CHAMBERED DECON. WITH SHOWER AND/OR 2-CHAMBERED DECON. WITH WASH 


STATION 


ACM WILL BE WET (HAND TO BAG). ACM WILL BE PROPERLY LABELED, PACKAGED 


AND TRANSPORTED. 
OFFICES/LABS 

Not reported 

Not reported 

Not reported 

5 

RAYTHEON CO. 

47 FOUNDRY AVENUE 
WALTHAM 

MA 


EDR ID Number 


Database(s) EPA ID Number 


5106863485 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


PARKING LOT (Continued) 


On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 

Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 

Year: 

Sticker Number: 

Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 

Contractor: 

Contract Type: 

Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 


JOE JOYCE 
781-642-2842 
Not reported 
Not reported 
Not reported 
Not reported 


LVI ENVIRONMENTAL SERVICES INC. 
401-S SECOND STREET 


EVERETT, MA 

Not reported 

7 

SARAH MARCONE 
08/26/2005 

LVI 

6173898880 

Not reported 


Not reported 
Not reported 
Not reported 
06/09/2008 
08/31/2008 
Not reported 
05/23/2008 
163000.00 
7500.00 

Br, Ctr, Spr, Clth, Insl, Trns 
98658 
AS073035 
AA000186 
AA000186 
2008 
100072530 
ANF-001 
Fifty 
7812508000 
Not reported 
CENTER POINT 
0 

AC000626 
WRITTEN 


Week days: 7AM - 4PM Week end: 7AM - 4PM 


Renv 
Giv, Encl,Fcontain 
Indoors 


3 STAGE DECONTAMINATION UNIT 


WET, DOUBLE BAG 
OFFICE 

Not reported 

Not reported 

Not reported 

5 

TC SARAEEN LLC 


130 TURNER ST. - BUILDING 3 - SUITE 620 


WALTHAM 
MA 
DON CASEY 


EDR ID Number 


Database(s) EPA ID Number 


5106863485 


ТС5505005.25 Раде 761 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


PARKING LOT (Continued) 


On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 

Year: 

Sticker Number: 

Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 

Contractor: 

Contract Type: 

Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 


617-828-1117 

Not reported 

Not reported 

Not reported 

150,000 

ABSOLUTE ENVIRONMENTAL INC. 
26 D KEEWAYDIN DRIVE 
SALEM, NH 

Not reported 

47 

GARY MCCAFFREY 
05/23/2008 

ABSOLUTE ENVIRONMENTAL 
6038906500 

Not reported 


Not reported 

Not reported 

Not reported 
12/08/2008 
02/06/2009 

Not reported 
11/24/2008 
30500.00 

2500.00 

Ctr, Spr, Trns 

107113 

AS073035 
AA000186 
AA000186 

2008 

100081719 

ANF-001 

Fifty 

7812508000 

Not reported 
CENTER POINT/FOUNDRY AVE 
0 

AC000626 
WRITTEN 

Week days: 7AM - 4PM Week end: 7AM - 4 PM 
Renv 

Giv, Encl,Fcontain 
Indoors 

3 STAGE DECONTAMINATION UNIT 
WET, DOUBLE BAG 
OFFICE 

Not reported 

Not reported 

Not reported 

5 

TC SARAEEN LLC 
130 TURNER ST. - BUILDING 3 - SUITE 620 
WALTHAM, MA 

MA 

DON CASEY 
617-828-1117 


Database(s) 


EDR ID Number 
EPA ID Number 


5106863485 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


PARKING LOT (Continued) 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 

Year: 

Sticker Number: 

Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 

Contractor: 

Contract Type: 

Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 


Not reported 

Not reported 

Not reported 

150,000 

ABSOLUTE ENVIRONMENTAL INC. 
26D KEEWAYDIN DRIVE 
SALEM, NH 

Not reported 

39 

GARY MCCAFFREY 
11/24/2008 

ABSOLUTE ENVIRONMENTAL 
6038906500 

Not reported 


Not reported 

Not reported 

Not reported 
04/03/2009 
04/10/2009 

Not reported 
03/23/2009 

5000.00 

.00 

Trns 

110721 

AS073035 
AA000186 
AA000186 

2009 

100086063 

ANF-001 

Fifty 

7812508000 

Not reported 
CENTER POINT/FOUNDRY PLAZA 
0 

AC000626 
WRITTEN 

Week days: 7AM - 4PM Week end: 
Renv 

Giv, Encl,Fcontain 
Indoors 

3 STAGE DECONTAMINATION UNIT 
WET, DOUBLE BAG 
OFFICE 

Not reported 

Not reported 

Not reported 

5 

TC SARAEEN LLC 


130 TURNER ST. - BUILDING 3 - SUITE 620 


WALTHAM, MA 
MA 

DON CASEY 
617-828-1117 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5106863485 


ТС5505005.25 Раде 763 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


PARKING LOT (Continued) 


Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 


Not reported 

Not reported 

150,000 

ABSOLUTE ENVIRONMENTAL INC. 
26D KEEWAYDIN DRIVE 
SALEM, NH 

Not reported 

39 

GARY MCCAFFREY 
03/23/2009 

ABSOLUTE ENVIRONMENTAL 
6038906500 

Not reported 


Not reported 
Not reported 
Not reported 
12/07/2004 
12/07/2004 
Not reported 
11/22/2004 
150.00 

.00 

Trns 

47610 
AS040079 
AA000035 
AA000145 
2004 
100011682 
ANF-001 
Fifty 
7816422842 
Not reported 
RESPONSE ROOM 
-1 
AC000097 
WRITTEN 
Week days: 7AM-4PM Week end: N/A 
Renv 
Fcontain 
Indoors 


EDR ID Number 


Database(s) EPA ID Number 


5106863485 


THREE-CHAMBERED DECONTAMINATION FACILITY W/ SHOWER 
ACM WILL BE WET (HAND TO BAG). ACM WILL BE LABELED, PACKAGED & 


TRANSPORTED. 
OFFICES/LABS 
Not reported 

Not reported 

Not reported 

5 

RAYTHEON CO. 
47 FOUNDRY AVENUE 
WALTHAM 

MA 

JOE JOYCE 
781-642-2842 
Not reported 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


PARKING LOT (Continued) 


Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 

Year: 

Sticker Number: 

Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 

Contractor: 

Contract Type: 

Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 


Not reported 

Not reported 

Not reported 

LVI ENVIRONMENTAL SERVICES INC 
401-S SECOND STREET 
EVERETT 

Not reported 

7 

SARAH MARCONE 
11/22/2004 

LVI 

6173898880 

Not reported 


Not reported 

Not reported 

Not reported 
06/21/2011 
08/31/2011 

Not reported 
06/07/2011 
20000.00 

300.00 

Spr, Trns 

142951 

AS073035 
AA000186 
AA000186 

2011 

100127733 
ANF-001 

Fifty 

7812508000 

Not reported 
CENTER POINT 

0 

AC000755 
WRITTEN 

Week days: 7AM-4PM Week end: 
Renv 
Glv,Encl,Fcontain 
Indoors 

3 STAGE DECONTAMINATION UNIT 
WET, DOUBLE BAG 
OFFICE 

Not reported 

Not reported 

Not reported 

5 

SARACEN PROPERTIES 
2 OLIVER STREET 
BOSTON, MA 

MA 

DON CASEY 
978-886-3712 

Not reported 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5106863485 


ТС5505005.25 Page 765 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


PARKING LOT (Continued) 


EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 

Year: 

Sticker Number: 

Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 

Contractor: 

Contract Type: 

Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 


Not reported 

150,000 

ABSOLUTE ENVIRONMENTAL CONTRACTO 
114 KENOZA AVE 
HAVERHILL, MA 

Not reported 

39 

CHRIS MCNULTY 
06/07/2011 

ABSOLUTE ENVIRONME 
9784201492 

Not reported 


Not reported 

Not reported 

Not reported 
09/22/2009 
10/28/2009 

Not reported 
09/09/2009 
18000.00 

.00 

Trns 

117346 

AS030091 
AM061044 
AA000186 

2009 

100094427 
ANF-001 

Fifty 

7818281116 

Not reported 
ROOFING/ DECK 
-1 

AC000197 
WRITTEN 

Week days: 7-5:00 Week end: 7-5:00 
Renv 
Fcontain,POLY AROUND STRUCTURE 
Indoors 

3 CHAMBER DECON 
ALL METHODS WILL COMPLY 
MFG 

Not reported 

Not reported 

Not reported 

5 

TC SERACAN, LLC 
47 FOUNDRY AVE 
WALTHAM 

MA 

RAY 

Not reported 

Not reported 

Not reported 

Not reported 


Database(s) 


EDR ID Number 
EPA ID Number 


5106863485 


ТС5505005.25 Раде766 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


PARKING LOT (Continued) 


Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 


34000 

Not reported 
Not reported 
Not reported 
Not reported 
39 

PHIL TRACHIER 
09/09/2009 
ABEST 
6038934696 
Not reported 


Not reported 
Not reported 
Not reported 
11/22/2005 
11/28/2005 
Not reported 
11/17/2005 
5500.00 

.00 

Trns 

61652 
AS031004 
AA000035 
AA000145 
2005 
100025766 
ANF-001 
Twenty 
7816422842 
Not reported 
BLDG. #41 - 2ND FL. 
-1 
AC000097 
WRITTEN 


Week days: 7AM-3PM' Week end: N/A 


Renv 
Fcontain 
Indoors 


EDR ID Number 


Database(s) EPA ID Number 


5106863485 


THREE-CHAMBERED DECONTAMINATION FACILITY WITH SHOWER 


ACM WILL BE WET (HAND TO BAG). ACM WILL BE PROPERLY LABELED, PACKAGED 


AND TRANSPORTED. 
OFFICE BUILDING 
Not reported 

#31077 

N/A 

5 

RAYTHEON CO. 

47 FOUNDRY AVENUE 
WALTHAM, MA 

MA 

JOE JOYCE 
781-642-2842 

Not reported 

Not reported 

Not reported 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


PARKING LOT (Continued) 


Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 

Year: 

Sticker Number: 

Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 

Contractor: 

Contract Type: 

Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 


Not reported 


LVI ENVIRONMENTAL SERVICES INC. 


401-S SECOND STREET 
EVERETT 

Not reported 

7 

SARAH MARCONE 
11/17/2005 

LVI 

6173898880 

Not reported 


Not reported 

Not reported 

Not reported 
07/15/2009 
07/18/2009 

Not reported 
06/30/2009 

50.00 

.00 

Trns 

114530 

AS033431 

AM061044 
AA000186 

2009 

100090852 

ANF-001 

Fifty 

7812508000 

Not reported 
BUILDING W-4 

-1 

AC000197 

VERBAL 

Week days: 7:30-3:30 Week end: 
Renv 

Encl, POLY AROUND STRUCTURE 
Not reported 

3 CHAMBER DECON 
ALL METHODS WILL COMPLY 
MFG 

Not reported 

Not reported 

Not reported 

5 

TC SARACEN LLC 
130 TURNER STREET 
WALTHAM 

MA 

HENRY HILAIRE 

Not reported 

Not reported 

Not reported 

Not reported 

20000 


EDR ID Number 


Database(s) EPA ID Number 


5106863485 


ТС5505005.25 Раде768 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


PARKING LOT (Continued) 


Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 

Year: 

Sticker Number: 

Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 

Contractor: 

Contract Type: 

Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 


ABEST ABATEMENT 
24 KEEWAYDIN DRIVE 
SALEM 

Not reported 

39 

PHIL TRACHIER 
06/30/2009 

A-BEST 

6038934696 

Not reported 


Not reported 
Not reported 
Not reported 
10/24/2003 
11/14/2003 
Not reported 
10/15/2003 
Not reported 
800.00 
WINDOW CAULKING 
32165 
AS033237 
AA000006 
AA000006 
Not reported 
202929 
ANF-001 

F 

Not reported 
Not reported 
APT #411 

-1 
AC000551 
Not reported 
5A-2P 
REPair, RENO 
Cleanup 
Outdoors 

3 CHAMBER 
WET 2 PLY POLY BAG 
OFFICES 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


SPECIALTY SERVICE CONTRACTING INC 


EDR ID Number 


Database(s) EPA ID Number 


5106863485 


ТС5505005.25 Раде 769 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


PARKING LOT (Continued) 


Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 


150 RECREATION PARK DRIVE UNIT 5 
HINGHAM 

MA 

39 

SHAWN CHRISTMAS 

10/08/2003 

Not reported 

(617) 332-4274 

MMitchell 


Not reported 
Not reported 
Not reported 
11/22/2005 
11/28/2005 
Not reported 
11/17/2005 
6300.00 

.00 

Trns 

61651 
AS031004 
AA000035 
AA000145 
2005 
100025768 
ANF-001 
Twenty 
7816422842 
Not reported 
BLDG. #41 - 2ND FL. 
-1 
AC000097 
WRITTEN 
Week days: 7AM-3PM' Week end: N/A 
Renv 
Fcontain 
Indoors 


EDR ID Number 


Database(s) EPA ID Number 


5106863485 


THREE-CHAMBERED DECONTAMINATION FACILITY WITH SHOWER 


ACM WILL BE WET (HAND TO BAG). ACM WILL BE PROPERLY LABELED, PACKAGED 


AND TRANSPORTED. 
OFFICE BUILDING 

Not reported 

#301077 

N/A 

5 

RAYTHEON CO. 

47 FOUNDRY AVENUE 
WALTHAM, MA 

MA 

JOE JOYCE 
781-642-2842 

Not reported 

Not reported 

Not reported 

Not reported 

LVI ENVIRONMENTAL SERVICES INC. 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


PARKING LOT (Continued) 


Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 

Year: 

Sticker Number: 

Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 

Contractor: 

Contract Type: 

Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 


401-S SECOND STREET 
EVERETT, MA 

Not reported 

7 

SARAH MARCONE 
11/17/2005 

LVI 

6173898880 

Not reported 


Not reported 

Not reported 

Not reported 

04/13/2009 

05/01/2009 

Not reported 

04/10/2009 

.00 

1500.00 

Other: 

111425 

AS073035 

AA000186 

AA000186 

2009 

100086970 

ANF-001 

Fifty 

7812508000 

Not reported 

CENTER POINT/FOUNDRY PLAZA 
0 

AC000626 

WRITTEN 

Week days: 7AM - 4PM Week end: 7AM - 4PM 
Renv 

Giv, Encl,Fcontain 

Indoors 

3 STAGE DECONTAMINATION UNIT 
WET, DOUBLE BAG 

OFFICE 

Not reported 

0904973 

NWA09234 

5 

TC SARAEEN LLC 

130 TURNER ST. - BUILDING 3 - SUITE 620 
WALTHAM, MA 

MA 

DON CASEY 

617-828-1117 

Not reported 

Not reported 

Not reported 

150,000 

ABSOLUTE ENVIRONMENTAL ING. 
26D KEEWAYDIN DRIVE 


EDR ID Number 


Database(s) EPA ID Number 


5106863485 
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Map ID 
Direction 
Distance 


Elevation 


98 
West 
1/2-1 


0.786 mi. 


4151 ft. 
Relative: 
Lower 


Actual: 
45 ft. 


Site 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
PARKING LOT (Continued) 5106863485 
Transporter City: SALEM, NH 
Transporter State: Not reported 
Final Site: 39 
Certified Name: GARY MCCAFFREY 
Cert Sign Date: 04/10/2009 
Certified Company: ABSOLUTE ENVIRONMENTAL 
Certified Phone: 6038906500 


Entered by: 


Not reported 


NO LOCATION AID 
21 OAKLEY LN NEAR 


WALTHAM, MA 02154 


SHWS: 
Release Tracking Number/Current Status: 3-0020876 / RAO 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 


MA SHWS 5105199911 
MA RELEASE N/A 


WALTHAM 

07/04/2001 

TWO HR 

Not reported 

Response Action Outcome 

07/10/2001 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
Oil 

ROADWAY 

TRANSFORM 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


TRANSFORMER FLUID 

10 gallons 

MINERAL OIL DIELECTRIC FLUID 
40 gallons 


Response Action Outcome - RAO 

RAO Statement Received 

7/10/2001 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

7/10/2001 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

7/4/2001 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
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Map ID | 


MAP FINDINGS 


Direction 
Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


5105199911 


Release Disposition 

Reportable Release under MGL 21E 

7/4/2001 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
8/2/2001 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


3-0020876 / RAO 

Not reported 

WALTHAM 

07/04/2001 

TWO HR 

07/10/2001 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Response Action Outcome - RAO 

RAO Statement Received 

7/10/2001 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

7/10/2001 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

7/4/2001 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

7/4/2001 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
8/2/2001 

A permanent solution has been achieved. Contamination has been reduced 
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Map ID 
Direction 
Distance 


Elevation 


99 
SSW 
1/2-1 


0.789 mi. 


4167 ft. 


Relative: 


Lower 


Actual: 
49 ft. 


MAP FINDINGS 


NO LOCATION AID (Continued) 


EDR ID Number 
Database(s) ЕРА ID Number 


5105199911 


to background or a threat of release has been eliminated. 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 


Chemicals: 
Chemical: TRANSFORMER FLUID 
Quantity: 10 gallons 
Chemical: MINERAL OIL DIELECTRIC FLUID 
Quantity: 40 gallons 
Location Type: ROADWAY 
Source: TRANSFORM 
NEAR 27 SCHOOL AVE MA SHWS 5103546162 
SCHOOL AVE MA RELEASE N/A 
WALTHAM, MA 
SHWS: 


3-0017373 / RAO 
WALTHAM 

10/02/1998 

TWO HR 

Not reported 

Response Action Outcome 
10/22/1998 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 

RESIDNTIAL 

TRANSFORM 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


MODF NON PCB 
25 gallons 


Release Disposition 

Reportable Release under MGL 21E 

10/2/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

10/2/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

10/22/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
NEAR 27 SCHOOL AVE (Continued) 5103546162 
Action Туре: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 10/22/1998 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil / Haz Material Type: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/16/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0017373 / RAO 

Not reported 

WALTHAM 

10/02/1998 

TWO HR 

10/22/1998 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Disposition 

Reportable Release under MGL 21E 

10/2/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

10/2/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

10/22/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

10/22/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/16/1998 

A permanent solution has been achieved. Contamination has not been 
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Map ID | 


MAP FINDINGS 


Direction 
Distance 
Elevation — Site 


NEAR 27 SCHOOL AVE (Continued) 


reduced to background. 


EDR ID Number 
Database(s) EPA ID Number 


5103546162 


Chemicals: 
Chemical: MODF NON PCB 
Quantity: 25 gallons 
Location Type: RESIDNTIAL 
Source: TRANSFORM 
100 RAYTHEON CO EQUIPT DIV MFG SEMS-ARCHIVE 1000407722 
South 20 SEYON ST RCRA-LQG MAD001923408 
1/2-1 WALTHAM, MA 02154 MA SHWS 
0.790 mi. MA UST 
4170 ft. MA SPILLS 
. MA RELEASE 
Relative: FINDS 
Lower 
ECHO 
Actual: MA Financial Assurance 
атп. RI MANIFEST 
SEMS Archive: 
Site ID: 
EPA ID: MAD001923408 
Cong District: 
FIPS Code: 
FF: 
NPL: Not on the NPL 


Non NPL Status: 


SEMS Archive Detail: 
Region: 
Site ID: 
EPA ID: 
Site Name: 
NPL: 
FF: 
OU: 
Action Code: 
Action Name: 
SEQ: 
Start Date: 
Finish Date: 
Qual: 
Current Action Lead: 


Region: 

Site ID: 

EPA ID: 

Site Name: 
NPL: 

FF: 

OU: 

Action Code: 
Action Name: 
SEQ: 

Start Date: 
Finish Date: 
Qual: 
Current Action Lead: 


1 
100454 
MAD001923408 


NFRAP-Site does not qualify for the NPL based on existing information 


RAYTHEON CO EQUIPT DIV MFG 


N 

N 

0 

VS 

ARCH SITE 

1 

Not reported 
1998-10-05 00:00:00 
Not reported 

EPA Perf In-Hse 


1 
100454 
MAD001923408 


RAYTHEON CO EQUIPT DIV MFG 


N 

N 

0 

DS 

DISCVRY 

1 

1981-06-01 00:00:00 
1981-06-01 00:00:00 
Not reported 

EPA Perf 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 


RCRA-LQG: 


Date form received by agency: 03/01/2016 


Facility name: 


RAYTHEON FORMER WALTHAM FACILITY 


Facility address: 41 SEYON ST 

WALTHAM, MA 02454 
EPA ID: MAD001923408 
Mailing address: APPLE HILL R 


Contact: 
Contact address: 


Contact country: 
Contact telephone: 
Contact email: 


TEWKSBURY, MA 01876 

LOUIS J BURKHARDT 

APPLE HILL DRIVE 

TEWKSBURY, MA 01876 

Not reported 

978-858-1885 

LOUIS J BURKHARDTØRAYTHEON.COM 


RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 
Region: 1 
Site ID: 100454 
EPA ID: MAD001923408 
Site Name: RAYTHEON CO EQUIPT DIV MFG 
NPL: N 
FF: N 
OU: 0 
Action Code: PA 
Action Name: PA 
SEQ: 1 
Start Date: Not reported 
Finish Date: 1983-08-01 00:00:00 
Qual: H 
Current Action Lead: EPA Perf 
Region: 1 
Site ID: 100454 
EPA ID: MAD001923408 
Site Name: RAYTHEON CO EQUIPT DIV MFG 
NPL: N 
FF: N 
OU: 0 
Action Code: SI 
Action Name: SI 
SEQ: 1 
Start Date: Not reported 
Finish Date: 1987-06-30 00:00:00 
Qual: H 
Current Action Lead: St Perf 


EPA Region: 01 

Land type: Private 

Classification: Large Quantity Generator 

Description: Handler: generates 1,000 kg or more of hazardous waste during any 


calendar month; or generates more than 1 kg of acutely hazardous waste 
during any calendar month; or generates more than 100 kg of any 

residue or contaminated soil, waste or other debris resulting from the 
cleanup of a spill, into or on any land or water, of acutely hazardous 

waste during any calendar month; or generates 1 kg or less of acutely 
hazardous waste during any calendar month, and accumulates more than 1 
kg of acutely hazardous waste at any time; or generates 100 kg or less 

of any residue or contaminated soil, waste or other debris resulting 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Owner/Operator Summary: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Owner/operator name: 
Owner/operator address: 


Owner/operator country: 


Owner/operator telephone: 


Owner/operator email: 
Owner/operator fax: 


Owner/operator extension: 


Legal status: 
Owner/Operator Type: 
Owner/Op start date: 
Owner/Op end date: 


Database(s) 


RAYTHEON CO EQUIPT DIV MFG (Continued) 


from the cleanup of a spill, into or on any land or water, of acutely 
hazardous waste during any calendar month, and accumulates more than 
100 kg of that material at any time 


RAYTHEON COMPANY 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Private 
Operator 
10/29/1943 
Not reported 


UBS WARBURG C/O SARACEN PROPERTIES 
RAYTHEON COMPANY 880 TECHNOLOGY PARK M/S 2-2124 
BILLERICA, MA 01821 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Owner 

12/31/1999 

Not reported 


SARACEN PROPERTIES 
SEYON STREET, SUITE 200 
WALTHAM, MA 02453 
Not reported 
781-250-8029 

Not reported 

Not reported 

Not reported 

Private 

Owner 

12/31/1999 

Not reported 


RAYTHEON COMPANY 
RAYTHEON COMPANY 880 TECHNOLOGY PARK M/S 2-2124 
BILLERICA, MA 01821 
Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Private 

Operator 

10/29/1943 

Not reported 


EDR ID Number 


EPA ID Number 


1000407722 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) ЕРА ID Number 
RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 


Handler Activities Summary: 
U.S. importer of hazardous waste: No 
Mixed waste (haz. and radioactive): No 


Recycler of hazardous waste: No 

Transporter of hazardous waste: No 

Treater, storer or disposer of HW: No 

Underground injection activity: No 

On-site burner exemption: No 

Furnace exemption: No 

Used oil fuel burner: No 

Used oil processor: No 

User oil refiner: No 

Used oil fuel marketer to burner: No 

Used oil Specification marketer: No 

Used oil transfer facility: No 

Used oil transporter: No 
Waste code: D028 
Waste name: 1,2-DICHLOROETHANE 
Waste code: D029 
Waste name: 1,1-DICHLOROETHYLENE 
Waste code: D039 
Waste name: TETRACHLOROETHYLENE 
Waste code: D040 
Waste name: TRICHLOROETHYLENE 
Waste code: F002 
Waste name: THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 


METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 


Waste code: MAO1 
Waste name: MAO1 
Waste code: MA99 
Waste name: MA99 


Historical Generators: 
Date form received by agency:03/01/2014 


Site name: FORMER RAYTHEON FACILITY 
Classification: Large Quantity Generator 

Waste code: D028 

Waste name: 1,2-DICHLOROETHANE 

Waste code: D029 

Waste name: 1,1-DICHLOROETHYLENE 
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Map ID MAP FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 
Waste code: D039 
Waste name: TETRACHLOROETHYLENE 
Waste code: D040 
Waste name: TRICHLOROETHYLENE 
Waste code: D043 
Waste name: VINYL CHLORIDE 
Waste code: F002 
Waste name: THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 


METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 


Date form received by agency:02/14/2012 


Site name: 
Classification: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


FORMER RAYTHEON FACILITY 
Large Quantity Generator 


D028 
1,2-DICHLOROETHANE 


D029 
1,1-DICHLOROETHYLENE 


D039 
TETRACHLOROETHYLENE 


D040 
TRICHLOROETHYLENE 


F002 

THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 
METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 


Date form received by agency: 03/01/2010 


Site name: 
Classification: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


RAYTHEON FORMER WALTHAM FACILITY 
Large Quantity Generator 


D028 
1,2-DICHLOROETHANE 


D029 
1,1-DICHLOROETHYLENE 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 
EDR ID Number 
Site Database(s) ЕРА ID Number 
RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 
Waste code: D039 
Waste name: TETRACHLOROETHYLENE 
Waste code: D040 
Waste name: TRICHLOROETHYLENE 
Waste code: F002 
Waste name: THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 


METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 


Date form received by agency: 03/01/2010 


Site name: 
Classification: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


RAYTHEON FORMER WALTHAM FACILITY 
Large Quantity Generator 


D008 
LEAD 


D028 
1,2-DICHLOROETHANE 


D029 
1,1-DICHLOROETHYLENE 


D039 
TETRACHLOROETHYLENE 


D040 
TRICHLOROETHYLENE 


F002 

THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 
METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 


Date form received by agency: 02/26/2008 


Site name: 
Classification: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


RAYTHEON FORMER WALTHAM FACILITY 
Large Quantity Generator 


D008 
LEAD 


D028 
1,2-DICHLOROETHANE 


TC5505005.2s Page 781 


Map ID MAP FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 
Waste code: D029 
Waste name: 1,1-DICHLOROETHYLENE 
Waste code: D039 
Waste name: TETRACHLOROETHYLENE 
Waste code: D040 
Waste name: TRICHLOROETHYLENE 
Waste code: F002 
Waste name: THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 


METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 


Date form received by agency: 02/26/2008 


Site name: 
Classification: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


RAYTHEON FORMER WALTHAM FACILITY 
Large Quantity Generator 


D028 
1,2-DICHLOROETHANE 


D029 
1,1-DICHLOROETHYLENE 


D039 
TETRACHLOROETHYLENE 


D040 
TRICHLOROETHYLENE 


F002 

THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 
METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 


Date form received by agency: 05/04/2007 


Site name: 
Classification: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


RAYTHEON FORMER WALTHAM FACILITY 
Large Quantity Generator 


D008 
LEAD 


D028 
1,2-DICHLOROETHANE 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 
Waste code: D029 
Waste name: 1,1-DICHLOROETHYLENE 
Waste code: D039 
Waste name: TETRACHLOROETHYLENE 
Waste code: D040 
Waste name: TRICHLOROETHYLENE 
Waste code: F002 
Waste name: THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 


METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 


Date form received by agency: 03/30/2006 


Site name: RAYTHEON COMPANY 
Classification: Large Quantity Generator 
Waste code: D001 
Waste name: IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 


LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 
FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 
WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


Waste code: D009 

Waste name: MERCURY 

Waste code: D039 

Waste name: TETRACHLOROETHYLENE 

Waste code: D040 

Waste name: TRICHLOROETHYLENE 

Waste code: F003 

Waste name: THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: XYLENE, ACETONE, ETHYL 


ACETATE, ETHYL BENZENE, ETHYL ETHER, METHYL ISOBUTYL KETONE, N-BUTYL 
ALCOHOL, CYCLOHEXANONE, AND METHANOL; ALL SPENT SOLVENT 
MIXTURES/BLENDS CONTAINING, BEFORE USE, ONLY THE ABOVE SPENT 
NON-HALOGENATED SOLVENTS; AND ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, ONE OR MORE OF THE ABOVE NON-HALOGENATED 
SOLVENTS, AND, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR 
MORE OF THOSE SOLVENTS LISTED IN F001, F002, F004, AND F005, AND STILL 
BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND SPENT SOLVENT 


MIXTURES. 
Waste code: F005 
Waste name: THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: TOLUENE, METHYL ETHYL 


KETONE, CARBON DISULFIDE, ISOBUTANOL, PYRIDINE, BENZENE, 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 


2-ETHOXYETHANOL, AND 2-NITROPROPANE; ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF 
ONE OR MORE OF THE ABOVE NON-HALOGENATED SOLVENTS OR THOSE SOLVENTS 
LISTED IN F001, F002, OR F004; AND STILL BOTTOMS FROM THE RECOVERY OF 
THESE SPENT SOLVENTS AND SPENT SOLVENT MIXTURES. 


Waste code: MAO1 
Waste name: MAO1 
Waste code: MA99 
Waste name: MA99 


Date form received by agency: 02/27/2004 


Site name: RAYTHEON CO 
Classification: Large Quantity Generator 
Waste code: D001 
Waste name: IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 


LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 
FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 
WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


Waste code: D002 

Waste name: A WASTE WHICH HAS A PH OF LESS THAN 2 OR GREATER THAN 12.5 IS 
CONSIDERED TO BE A CORROSIVE HAZARDOUS WASTE. SODIUM HYDROXIDE, A 
CAUSTIC SOLUTION WITH A HIGH PH, IS OFTEN USED BY INDUSTRIES TO CLEAN 
OR DEGREASE PARTS. HYDROCHLORIC ACID, A SOLUTION WITH A LOW PH, IS 
USED BY MANY INDUSTRIES TO CLEAN METAL PARTS PRIOR TO PAINTING. WHEN 
THESE CAUSTIC OR ACID SOLUTIONS BECOME CONTAMINATED AND MUST BE 
DISPOSED, THE WASTE WOULD BE A CORROSIVE HAZARDOUS WASTE. 


Waste code: D003 

Waste name: A MATERIAL IS CONSIDERED TO BE A REACTIVE HAZARDOUS WASTE IF IT IS 
NORMALLY UNSTABLE, REACTS VIOLENTLY WITH WATER, GENERATES TOXIC GASES 
WHEN EXPOSED TO WATER OR CORROSIVE MATERIALS, OR IF IT IS CAPABLE OF 
DETONATION OR EXPLOSION WHEN EXPOSED TO HEAT OR A FLAME. ONE EXAMPLE 
OF SUCH WASTE WOULD BY WASTE GUNPOWDER. 


Waste code: D006 
Waste name: CADMIUM 
Waste code: D008 
Waste name: LEAD 
Waste code: D009 
Waste name: MERCURY 
Waste code: D018 
Waste name: BENZENE 
Waste code: D028 
Waste name: 1,2-DICHLOROETHANE 
Waste code: D029 
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Map ID MAP FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 
Waste name: 1,1-DICHLOROETHYLENE 
Waste code: D039 
Waste name: TETRACHLOROETHYLENE 
Waste code: D040 
Waste name: TRICHLOROETHYLENE 
Waste code: F002 
Waste name: THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 
METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 
Waste code: F005 
Waste name: THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: TOLUENE, METHYL ETHYL 
KETONE, CARBON DISULFIDE, ISOBUTANOL, PYRIDINE, BENZENE, 
2-ETHOXYETHANOL, AND 2-NITROPROPANE; ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF 
ONE OR MORE OF THE ABOVE NON-HALOGENATED SOLVENTS OR THOSE SOLVENTS 
LISTED IN F001, F002, OR F004; AND STILL BOTTOMS FROM THE RECOVERY OF 
THESE SPENT SOLVENTS AND SPENT SOLVENT MIXTURES. 
Waste code: MAO1 
Waste name: MAO1 
Waste code: MAO02 
Waste name: MAO02 
Waste code: MA98 
Waste name: MA98 
Waste code: MA99 
Waste name: MA99 


Date form received by agency: 02/11/2002 


Site name: 
Classification: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


RAYTHEON COMPANY 
Large Quantity Generator 


D001 

IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 
LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 

FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 

WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


D002 

A WASTE WHICH HAS A PH OF LESS THAN 2 OR GREATER THAN 12.5 IS 
CONSIDERED TO BE A CORROSIVE HAZARDOUS WASTE. SODIUM HYDROXIDE, A 
CAUSTIC SOLUTION WITH A HIGH PH, IS OFTEN USED BY INDUSTRIES TO CLEAN 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 


OR DEGREASE PARTS. HYDROCHLORIC ACID, A SOLUTION WITH A LOW PH, IS 
USED BY MANY INDUSTRIES TO CLEAN METAL PARTS PRIOR TO PAINTING. WHEN 
THESE CAUSTIC OR ACID SOLUTIONS BECOME CONTAMINATED AND MUST BE 
DISPOSED, THE WASTE WOULD BE A CORROSIVE HAZARDOUS WASTE. 


Waste code: D003 

Waste name: A MATERIAL IS CONSIDERED TO BE A REACTIVE HAZARDOUS WASTE IF IT IS 
NORMALLY UNSTABLE, REACTS VIOLENTLY WITH WATER, GENERATES TOXIC GASES 
WHEN EXPOSED TO WATER OR CORROSIVE MATERIALS, OR IF IT IS CAPABLE OF 
DETONATION OR EXPLOSION WHEN EXPOSED TO HEAT OR A FLAME. ONE EXAMPLE 
OF SUCH WASTE WOULD BY WASTE GUNPOWDER. 


Waste code: D004 

Waste name: ARSENIC 

Waste code: D006 

Waste name: CADMIUM 

Waste code: D007 

Waste name: CHROMIUM 

Waste code: D008 

Waste name: LEAD 

Waste code: D009 

Waste name: MERCURY 

Waste code: D011 

Waste name: SILVER 

Waste code: D018 

Waste name: BENZENE 

Waste code: D022 

Waste name: CHLOROFORM 

Waste code: D028 

Waste name: 1,2-DICHLOROETHANE 
Waste code: D029 

Waste name: 1,1-DICHLOROETHYLENE 
Waste code: D039 

Waste name: TETRACHLOROETHYLENE 
Waste code: D040 

Waste name: TRICHLOROETHYLENE 
Waste code: F001 

Waste name: THE FOLLOWING SPENT HALOGENATED SOLVENTS USED IN DEGREASING: 


TETRACHLOROETHYLENE, TRICHLOROETHYLENE, METHYLENE CHLORIDE, 
1,1,1-TRICHLOROETHANE, CARBON TETRACHLORIDE, AND CHLORINATED 
FLUOROCARBONS; ALL SPENT SOLVENT MIXTURES/BLENDS USED IN DEGREASING 
CONTAINING, BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF 

ONE OR MORE OF THE ABOVE HALOGENATED SOLVENTS OR THOSE SOLVENTS LISTED 
IN F002, F004, AND F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE 

SPENT SOLVENTS AND SPENT SOLVENT MIXTURES. 


TC5505005.2s Page 786 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


EDR ID Number 
Database(s) EPA ID Number 


RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


F002 

THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 
METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 


F003 

THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: XYLENE, ACETONE, ETHYL 
ACETATE, ETHYL BENZENE, ETHYL ETHER, METHYL ISOBUTYL KETONE, N-BUTYL 
ALCOHOL, CYCLOHEXANONE, AND METHANOL; ALL SPENT SOLVENT 
MIXTURES/BLENDS CONTAINING, BEFORE USE, ONLY THE ABOVE SPENT 
NON-HALOGENATED SOLVENTS; AND ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, ONE OR MORE OF THE ABOVE NON-HALOGENATED 
SOLVENTS, AND, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR 
MORE OF THOSE SOLVENTS LISTED IN F001, F002, F004, AND F005, AND STILL 
BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND SPENT SOLVENT 
MIXTURES. 


F005 

THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: TOLUENE, METHYL ETHYL 
KETONE, CARBON DISULFIDE, ISOBUTANOL, PYRIDINE, BENZENE, 
2-ETHOXYETHANOL, AND 2-NITROPROPANE; ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF 
ONE OR MORE OF THE ABOVE NON-HALOGENATED SOLVENTS OR THOSE SOLVENTS 
LISTED IN F001, F002, OR F004; AND STILL BOTTOMS FROM THE RECOVERY OF 
THESE SPENT SOLVENTS AND SPENT SOLVENT MIXTURES. 


Date form received by agency: 03/14/2000 


Site name: 
Classification: 


RAYTHEON COMPANY 
Large Quantity Generator 


Date form received by agency: 03/03/1998 


Site name: 
Classification: 


RAYTHEON SYSTEMS COMPANY 
Large Quantity Generator 


Date form received by agency: 02/29/1996 


Site name: 
Classification: 


RAYTHEON COMPANY, ELECTRONIC SYSTEMS 
Large Quantity Generator 


Date form received by agency: 02/16/1994 


Site name: 
Classification: 


RAYTHEON COMPANY, EDM 
Large Quantity Generator 


Date form received by agency: 03/17/1992 


Site name: 
Classification: 


RAYTHEON COMPANY EQUIP DIV MANUF 
Large Quantity Generator 


Date form received by agency: 08/18/1980 


Site name: 
Classification: 


Waste code: 


RAYTHEON FORMER WALTHAM FACILITY 
Large Quantity Generator 


D001 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


EDR ID Number 
Database(s) EPA ID Number 


RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


Waste code: 


Waste name: 


IGNITABLE HAZARDOUS WASTES ARE THOSE WASTES WHICH HAVE A FLASHPOINT OF 
LESS THAN 140 DEGREES FAHRENHEIT AS DETERMINED BY A PENSKY-MARTENS 
CLOSED CUP FLASH POINT TESTER. ANOTHER METHOD OF DETERMINING THE 

FLASH POINT OF A WASTE IS TO REVIEW THE MATERIAL SAFETY DATA SHEET, 

WHICH CAN BE OBTAINED FROM THE MANUFACTURER OR DISTRIBUTOR OF THE 
MATERIAL. LACQUER THINNER IS AN EXAMPLE OF A COMMONLY USED SOLVENT 
WHICH WOULD BE CONSIDERED AS IGNITABLE HAZARDOUS WASTE. 


D002 

A WASTE WHICH HAS A PH OF LESS THAN 2 OR GREATER THAN 12.5 IS 
CONSIDERED TO BE A CORROSIVE HAZARDOUS WASTE. SODIUM HYDROXIDE, A 
CAUSTIC SOLUTION WITH A HIGH PH, IS OFTEN USED BY INDUSTRIES TO CLEAN 
OR DEGREASE PARTS. HYDROCHLORIC ACID, A SOLUTION WITH A LOW PH, IS 
USED BY MANY INDUSTRIES TO CLEAN METAL PARTS PRIOR TO PAINTING. WHEN 
THESE CAUSTIC OR ACID SOLUTIONS BECOME CONTAMINATED AND MUST BE 
DISPOSED, THE WASTE WOULD BE A CORROSIVE HAZARDOUS WASTE. 


D003 

A MATERIAL IS CONSIDERED TO BE A REACTIVE HAZARDOUS WASTE IF IT IS 
NORMALLY UNSTABLE, REACTS VIOLENTLY WITH WATER, GENERATES TOXIC GASES 
WHEN EXPOSED TO WATER OR CORROSIVE MATERIALS, OR IF IT IS CAPABLE OF 
DETONATION OR EXPLOSION WHEN EXPOSED TO HEAT OR A FLAME. ONE EXAMPLE 
OF SUCH WASTE WOULD BY WASTE GUNPOWDER. 


F001 

THE FOLLOWING SPENT HALOGENATED SOLVENTS USED IN DEGREASING: 
TETRACHLOROETHYLENE, TRICHLOROETHYLENE, METHYLENE CHLORIDE, 
1,1,1-TRICHLOROETHANE, CARBON TETRACHLORIDE, AND CHLORINATED 
FLUOROCARBONS; ALL SPENT SOLVENT MIXTURES/BLENDS USED IN DEGREASING 
CONTAINING, BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF 

ONE OR MORE OF THE ABOVE HALOGENATED SOLVENTS OR THOSE SOLVENTS LISTED 
IN F002, F004, AND F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE 

SPENT SOLVENTS AND SPENT SOLVENT MIXTURES. 


F002 

THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 
METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 


F003 

THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: XYLENE, ACETONE, ETHYL 
ACETATE, ETHYL BENZENE, ETHYL ETHER, METHYL ISOBUTYL KETONE, N-BUTYL 
ALCOHOL, CYCLOHEXANONE, AND METHANOL; ALL SPENT SOLVENT 
MIXTURES/BLENDS CONTAINING, BEFORE USE, ONLY THE ABOVE SPENT 
NON-HALOGENATED SOLVENTS; AND ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, ONE OR MORE OF THE ABOVE NON-HALOGENATED 
SOLVENTS, AND, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR 
MORE OF THOSE SOLVENTS LISTED IN F001, F002, F004, AND F005, AND STILL 
BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND SPENT SOLVENT 
MIXTURES. 


TC5505005.2s Page 788 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 
Waste code: F005 
Waste name: THE FOLLOWING SPENT NON-HALOGENATED SOLVENTS: TOLUENE, METHYL ETHYL 
KETONE, CARBON DISULFIDE, ISOBUTANOL, PYRIDINE, BENZENE, 
2-ETHOXYETHANOL, AND 2-NITROPROPANE; ALL SPENT SOLVENT MIXTURES/BLENDS 
CONTAINING, BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF 
ONE OR MORE OF THE ABOVE NON-HALOGENATED SOLVENTS OR THOSE SOLVENTS 
LISTED IN F001, F002, OR F004; AND STILL BOTTOMS FROM THE RECOVERY OF 
THESE SPENT SOLVENTS AND SPENT SOLVENT MIXTURES. 
Waste code: F006 
Waste name: WASTEWATER TREATMENT SLUDGES FROM ELECTROPLATING OPERATIONS EXCEPT 
FROM THE FOLLOWING PROCESSES: (1) SULFURIC ACID ANODIZING OF ALUMINUM; 
(2) TIN PLATING ON CARBON STEEL; (3) ZINC PLATING (SEGREGATED BASIS) 
ON CARBON STEEL; (4) ALUMINUM OR ZINC-ALUMINUM PLATING ON CARBON 
STEEL; (5) CLEANING/STRIPPING ASSOCIATED WITH TIN, ZINC AND ALUMINUM 
PLATING ON CARBON STEEL; AND (6) CHEMICAL ETCHING AND MILLING OF 
ALUMINUM. 
Waste code: F007 
Waste name: SPENT CYANIDE PLATING BATH SOLUTIONS FROM ELECTROPLATING OPERATIONS 
Waste code: F008 
Waste name: PLATING BATH RESIDUES FROM THE BOTTOM OF PLATING BATHS FROM 
ELECTROPLATING OPERATIONS WHERE CYANIDES ARE USED IN THE PROCESS. 
Waste code: F009 
Waste name: SPENT STRIPPING AND CLEANING BATH SOLUTIONS FROM ELECTROPLATING 
OPERATIONS WHERE CYANIDES ARE USED IN THE PROCESS. 
Waste code: P012 
Waste name: ARSENIC OXIDE AS203 
Waste code: P029 
Waste name: COPPER CYANIDE 
Waste code: P030 
Waste name: CYANIDES (SOLUBLE CYANIDE SALTS), NOT OTHERWISE SPECIFIED 
Waste code: P056 
Waste name: FLUORINE 
Waste code: P098 
Waste name: POTASSIUM CYANIDE 
Waste code: P099 
Waste name: ARGENTATE(1-), BIS(CYANO-C)-, POTASSIUM 
Waste code: P104 
Waste name: SILVER CYANIDE 
Waste code: P106 
Waste name: SODIUM CYANIDE 
Waste code: P121 
Waste name: ZINC CYANIDE 
Waste code: U002 


TC5505005.2s Page 789 


Map ID 
Direction 
Distance 
Elevation — Site 


MAP FINDINGS 


RAYTHEON CO EQUIPT DIV MFG (Continued) 


Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 
Waste name: 


Waste code: 


ACETONE (I) 


U031 
1-BUTANOL (I) 


U043 
ETHENE, CHLORO- 


U057 
CYCLOHEXANONE (1) 


U075 
DICHLORODIFLUOROMETHANE 


U080 
METHANE, DICHLORO- 


U112 
ACETIC ACID ETHYL ESTER (1) 


U121 
METHANE, TRICHLOROFLUORO- 


U122 
FORMALDEHYDE 


U123 
FORMIC ACID (C,T) 


U133 
HYDRAZINE (R,T) 


U134 
HYDROFLUORIC ACID (C,T) 


U144 
ACETIC ACID, LEAD(2+) SALT 


U151 
MERCURY 


U154 
METHANOL (1) 


U159 
2-BUTANONE (LT) 


U161 
METHYL ISOBUTYL KETONE (I) 


U162 
METHYL METHACRYLATE (LT) 


U165 
NAPHTHALENE 


U188 


EDR ID Number 


Database(s) ЕРА ID Number 


1000407722 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 
Waste name: PHENOL 
Waste code: U194 
Waste name: 1-PROPANAMINE (L,T) 
Waste code: U196 
Waste name: PYRIDINE 
Waste code: U197 
Waste name: P-BENZOQUINONE 
Waste code: U201 
Waste name: 1,3-BENZENEDIOL 
Waste code: U202 
Waste name: 1,2-BENZISOTHIAZOL-3(2H)-ONE, 1,1-DIOXIDE, & SALTS 
Waste code: U210 
Waste name: ETHENE, TETRACHLORO- 
Waste code: U211 
Waste name: CARBON TETRACHLORIDE 
Waste code: U213 
Waste name: FURAN, TETRAHYDRO-(I) 
Waste code: U219 
Waste name: THIOUREA 
Waste code: U220 
Waste name: BENZENE, METHYL- 
Waste code: U223 
Waste name: BENZENE, 1,3-DIISOCYANATOMETHYL- (R,T) 
Waste code: U226 
Waste name: ETHANE, 1,1,1-TRICHLORO- 
Waste code: U227 
Waste name: ETHANE, 1,1,2-TRICHLORO- 
Waste code: U228 
Waste name: ETHENE, TRICHLORO- 
Waste code: U238 
Waste name: CARBAMIC ACID, ETHYL ESTER 
Waste code: U239 
Waste name: BENZENE, DIMETHYL- (LT) 
Date form received by agency: 08/18/1980 
Site name: RAYTHEON FORMER WALTHAM FACILITY 
Classification: Large Quantity Generator 


Biennial Reports: 


Last Biennial Reporting Year: 2017 
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Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation — Site 


RAYTHEON CO EQUIPT DIV MFG (Continued) 


Annual Waste Handled: 


EDR ID Number 


Database(s) EPA ID Number 


1000407722 


Waste code: 
Waste name: 
Amount (Lbs): 


Waste code: 
Waste name: 
Amount (Lbs): 


Waste code: 
Waste name: 
Amount (Lbs): 


Waste code: 
Waste name: 
Amount (Lbs): 


Waste code: 
Waste name: 


Amount (Lbs): 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


D028 
1,2-DICHLOROETHANE 
6460 


D029 
1,1-DICHLOROETHYLENE 
6460 


D039 
TETRACHLOROETHYLENE 
6460 


D040 
TRICHLOROETHYLENE 
6460 


F002 

THE FOLLOWING SPENT HALOGENATED SOLVENTS: TETRACHLOROETHYLENE, 
METHYLENE CHLORIDE, TRICHLOROETHYLENE, 1,1,1-TRICHLOROETHANE, 
CHLOROBENZENE, 1,1,2-TRICHLORO-1,2,2-TRIFLUOROETHANE, 
ORTHO-DICHLOROBENZENE, TRICHLOROFLUOROMETHANE, AND 
1,1,2-TRICHLOROETHANE; ALL SPENT SOLVENT MIXTURES/BLENDS CONTAINING, 
BEFORE USE, A TOTAL OF TEN PERCENT OR MORE (BY VOLUME) OF ONE OR MORE 
OF THE ABOVE HALOGENATED SOLVENTS OR THOSE LISTED IN F001, F004, OR 
F005, AND STILL BOTTOMS FROM THE RECOVERY OF THESE SPENT SOLVENTS AND 
SPENT SOLVENT MIXTURES. 

11457 


Facility Has Received Notices of Violations: 


SR - 685 

Generators - General 
05/11/1998 
05/11/1999 

EPA 

WRITTEN INFORMAL 
04/19/1999 

Not reported 

Not reported 

EPA 

Not reported 

Not reported 

Not reported 


SR - 686 

Generators - Pre-transport 
05/11/1998 
05/11/1999 

EPA 

WRITTEN INFORMAL 
04/19/1999 

Not reported 

Not reported 

EPA 

Not reported 
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Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation — Site 


RAYTHEON CO EQUIPT DIV MFG (Continued) 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 


Not reported 
Not reported 


SR - 516(1) 
Generators - Pre-transport 
05/11/1998 
05/11/1999 

EPA 

WRITTEN INFORMAL 
04/19/1999 

Not reported 

Not reported 

EPA 

Not reported 

Not reported 

Not reported 


SR - 302 

Generators - General 
05/11/1998 
05/11/1999 

EPA 

WRITTEN INFORMAL 
04/19/1999 

Not reported 

Not reported 

EPA 

Not reported 

Not reported 

Not reported 


SR - 340(1)(b) 
Generators - Pre-transport 
05/11/1998 
05/11/1999 

EPA 

WRITTEN INFORMAL 
04/19/1999 

Not reported 

Not reported 

EPA 

Not reported 

Not reported 

Not reported 


SR - 340(4)(d) 
Generators - Pre-transport 
05/11/1998 
05/11/1999 

EPA 

WRITTEN INFORMAL 
04/19/1999 

Not reported 

Not reported 

EPA 

Not reported 

Not reported 


EDR ID Number 


Database(s) ЕРА ID Number 


1000407722 
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Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation — Site 


RAYTHEON CO EQUIPT DIV MFG (Continued) 


Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Not reported 


SR - 340(4)(1) 
Generators - Pre-transport 
05/11/1998 
05/11/1999 

EPA 

WRITTEN INFORMAL 
04/19/1999 

Not reported 

Not reported 

EPA 

Not reported 

Not reported 

Not reported 


SR - 340(4) 
Generators - Pre-transport 
09/28/1994 
01/18/1995 

State 

VERBAL INFORMAL 
11/30/1994 

Not reported 

Not reported 

State 

Not reported 

Not reported 

Not reported 


SR - 340(1)(f) 
Generators - Pre-transport 
09/28/1994 
01/18/1995 

State 

VERBAL INFORMAL 
11/30/1994 

Not reported 

Not reported 

State 

Not reported 

Not reported 

Not reported 


SR - 340(1)(b) 
Generators - Pre-transport 
09/28/1994 
01/18/1995 

State 

VERBAL INFORMAL 
11/30/1994 

Not reported 

Not reported 

State 

Not reported 

Not reported 

Not reported 


EDR ID Number 


Database(s) ЕРА ID Number 


1000407722 
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Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation — Site 


RAYTHEON CO EQUIPT DIV MFG (Continued) 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 


SR - 340(1)(k) 
Generators - Pre-transport 
09/28/1994 
01/18/1995 

State 

VERBAL INFORMAL 
11/30/1994 

Not reported 

Not reported 

State 

Not reported 

Not reported 

Not reported 


SR - 524(6)(d) 
Generators - Pre-transport 
09/28/1994 
01/18/1995 

State 

VERBAL INFORMAL 
11/30/1994 

Not reported 

Not reported 

State 

Not reported 

Not reported 

Not reported 


SR - 340(1)(j) 
Generators - Pre-transport 
09/28/1994 
01/18/1995 

State 

VERBAL INFORMAL 
11/30/1994 

Not reported 

Not reported 

State 

Not reported 

Not reported 

Not reported 


SR - 561 

Generators - General 
09/28/1994 
01/18/1995 

State 

VERBAL INFORMAL 
11/30/1994 

Not reported 

Not reported 

State 

Not reported 

Not reported 

Not reported 


SR - 683 


EDR ID Number 


Database(s) ЕРА ID Number 


1000407722 
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Map ID | MAP FINDINGS 


RAYTHEON CO EQUIPT DIV MFG (Continued) 


Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 
Area of violation: 


Generators - Pre-transport 
09/28/1994 
01/18/1995 

State 

VERBAL INFORMAL 
11/30/1994 

Not reported 

Not reported 

State 

Not reported 

Not reported 

Not reported 


SR - 685(1) 
Generators - Pre-transport 
09/28/1994 
01/18/1995 

State 

VERBAL INFORMAL 
11/30/1994 

Not reported 

Not reported 

State 

Not reported 

Not reported 

Not reported 


SR - 686 

Generators - Records/Reporting 
09/28/1994 
01/18/1995 

State 

VERBAL INFORMAL 
11/30/1994 

Not reported 

Not reported 

State 

Not reported 

Not reported 

Not reported 


Not reported 
Generators - General 
07/11/1989 
10/27/1989 

State 

WRITTEN INFORMAL 
04/19/1999 

Not reported 

Not reported 

EPA 

Not reported 

Not reported 

Not reported 


Not reported 
Generators - General 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 


1000407722 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


RAYTHEON CO EQUIPT DIV MFG (Continued) 


Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Regulation violated: 

Area of violation: 

Date violation determined: 

Date achieved compliance: 

Violation lead agency: 
Enforcement action: 
Enforcement action date: 
Enf. disposition status: 
Enf. disp. status date: 


Enforcement lead agency: 
Proposed penalty amount: 


Final penalty amount: 
Paid penalty amount: 


Evaluation Action Summary: 


Evaluation date: 
Evaluation: 

Area of violation: 

Date achieved compliance: 
Evaluation lead agency: 


Evaluation date: 
Evaluation: 

Area of violation: 

Date achieved compliance: 
Evaluation lead agency: 


Evaluation date: 
Evaluation: 

Area of violation: 

Date achieved compliance: 


07/11/1989 
10/27/1989 
State 
WRITTEN INFORMAL 
08/10/1989 
Not reported 
Not reported 
State 

Not reported 
Not reported 
Not reported 


Not reported 
Generators - General 
04/05/1985 
01/18/1995 
State 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Not reported 
Generators - General 
04/05/1985 
06/10/1985 

State 

WRITTEN INFORMAL 
04/25/1985 

Not reported 

Not reported 

State 

Not reported 

Not reported 

Not reported 


11/21/2006 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
Not reported 

Not reported 

State 


05/11/1998 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
Generators - General 

05/11/1999 

EPA 


05/11/1998 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
Generators - Pre-transport 

05/11/1999 


EDR ID Number 


Database(s) EPA ID Number 


1000407722 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


RAYTHEON CO EQUIPT DIV MFG (Continued) 


Evaluation lead agency: 


Evaluation date: 
Evaluation: 
Area of violation: 


Date achieved compliance: 


Evaluation lead agency: 


Evaluation date: 
Evaluation: 
Area of violation: 


Date achieved compliance: 


Evaluation lead agency: 


Evaluation date: 
Evaluation: 
Area of violation: 


Date achieved compliance: 


Evaluation lead agency: 


Evaluation date: 
Evaluation: 
Area of violation: 


Date achieved compliance: 


Evaluation lead agency: 


Evaluation date: 
Evaluation: 
Area of violation: 


Date achieved compliance: 


Evaluation lead agency: 


Evaluation date: 
Evaluation: 
Area of violation: 


Date achieved compliance: 


Evaluation lead agency: 


Evaluation date: 
Evaluation: 
Area of violation: 


Date achieved compliance: 


Evaluation lead agency: 


Evaluation date: 
Evaluation: 
Area of violation: 


Date achieved compliance: 


Evaluation lead agency: 


SHWS: 


EPA 


01/18/1995 

COMPLIANCE SCHEDULE EVALUATION 
Not reported 

Not reported 

State 


09/28/1994 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
Generators - Pre-transport 

01/18/1995 

State 


09/28/1994 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
Generators - Records/Reporting 

01/18/1995 

State 


09/28/1994 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
Generators - General 

01/18/1995 

State 


10/27/1989 

COMPLIANCE SCHEDULE EVALUATION 
Not reported 

Not reported 

State 


07/11/1989 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
Generators - General 

10/27/1989 

State 


04/05/1985 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
Generators - General 

01/18/1995 

State 


04/05/1985 

COMPLIANCE EVALUATION INSPECTION ON-SITE 
Generators - General 

06/10/1985 

State 


Release Tracking Number/Current Status: 3-0032286 / RAONR 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 


WALTHAM 

07/01/2014 

72 HR 

Not reported 

Response Action Outcome Not Required 
07/02/2015 


EDR ID Number 


Database(s) EPA ID Number 


1000407722 


TC5505005.2s Page 798 


Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation — Site Database(s) EPA ID Number 
RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 
Phase: Not reported 
Response Action Outcome: - 
Oil Or Haz Material: Hazardous Material 
Location Type: INDUSTRIAL 
Location Type: RESIDNTIAL 
Source: RTN 3-0449 
Source: UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: TRICHLOROETHYLENE 
Quantity: 8.6 micrograms per liter 
Actions: 
Action Type: Tier Classification 
Action Status: RTN Linked to TCLASS Via IRA Completion Statement 
Action Date: 11/11/2010 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: RTN Linked to TCLASS Via Tier Classification Submittal 
Action Date: 11/11/2010 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 11/6/2014 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 2/12/2015 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Legal Notice Published 
Action Date: 2/24/2010 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Tier 1B Classification 
Action Date: 2/26/2010 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Revised Statement or Transmittal Received 
Action Date: 2/26/2010 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: TCEXT 
Action Date: 2/26/2015 
Response Action Outcome: Not reported 
Action Type: Tier Classification 


TC5505005.2s Page 799 


Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 
RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 
Action Status: TCEXT 
Action Date: 2/27/2017 
Response Action Outcome: Not reported 


Action Type: Tier Classification 
Action Status: Permit Effective Date 
Action Date: 4/7/2010 

Response Action Outcome: Not reported 


Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 5/24/1996 
Response Action Outcome: Not reported 


Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 5/26/1995 
Response Action Outcome: Not reported 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: ALSENT 

Action Date: 5/5/2015 

Response Action Outcome: Not reported 


Action Type: Immediate Response Action 
Action Status: IRA Assessment Only 
Action Date: 7/1/2014 

Response Action Outcome: Not reported 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 7/1/2014 


Response Action Outcome: 


Not reported 


Action Type: RAO Not Required 
Action Status: Linked to a Tier Classified Site 
Action Date: 7/2/2015 


Response Action Outcome: 


Not reported 


Action Type: Tier Classification 

Action Status: RTN Linked to TCLASS Via Tier Classification Submittal 
Action Date: 7/2/2015 

Response Action Outcome: Not reported 


Action Type: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 7/2/2015 


Response Action Outcome: 


Not reported 


Action Type: Tier Classification 

Action Status: RTN Linked to TCLASS Via IRA Completion Statement 
Action Date: 7/2/2015 

Response Action Outcome: Not reported 


Action Type: Compliance and Enforcement Action 
Action Status: Interim Deadline Letter Issued 
Action Date: 7/24/2014 


TC5505005.2s Page 800 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Location Type: 
Source: 

Source: 


RAYTHEON CO EQUIPT DIV MFG (Continued) 


Not reported 


Database(s) 


EDR ID Number 
EPA ID Number 


1000407722 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


7/24/2014 
Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
7/27/1990 

Not reported 


Tier Classification 
Tier 2 Classification 
7/27/1995 

Not reported 


Immediate Response Action 
Written Plan Received 
8/29/2014 

Not reported 


RNFE 

Transmittal, Notice, or Notification Received 
8/29/2014 

Not reported 


Immediate Response Action 
Level I - Technical Screen Audit 
9/19/2017 

Not reported 


3-0032286 / RAONR 
WALTHAM 
07/01/2014 

72HR 

Not reported 
Response Action Outcome Not Required 
07/02/2015 

Not reported 
Hazardous Material 
INDUSTRIAL 
RESIDNTIAL 

RTN 3-0449 
UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 


TRICHLOROETHYLENE 
8.6 micrograms per liter 


Tier Classification 


TC5505005.2s Page 801 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


Database(s) 


RAYTHEON CO EQUIPT DIV MFG (Continued) 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


RTN Linked to TCLASS Via IRA Completion Statement 
11/11/2010 
Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
11/11/2010 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
11/6/2014 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/12/2015 

Not reported 


Tier Classification 
Legal Notice Published 
2/24/2010 

Not reported 


Tier Classification 
Tier 1B Classification 
2/26/2010 

Not reported 


Tier Classification 

Revised Statement or Transmittal Received 
2/26/2010 

Not reported 


Tier Classification 
TCEXT 
2/26/2015 

Not reported 


Tier Classification 
TCEXT 
2/27/2017 

Not reported 


Tier Classification 
Permit Effective Date 
4/7/2010 

Not reported 


Tier Classification 
Tier 2 Extension 
5/24/1996 

Not reported 


Tier Classification 
Tier 2 Extension 
5/26/1995 


EDR ID Number 


EPA ID Number 


1000407722 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Database(s) 


RAYTHEON CO EQUIPT DIV MFG (Continued) 


Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

5/5/2015 

Not reported 


Immediate Response Action 
IRA Assessment Only 
7/1/2014 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
7/1/2014 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
7/2/2015 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
7/2/2015 

Not reported 


Immediate Response Action 
Completion Statement Received 
7/2/2015 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
7/2/2015 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
7/24/2014 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 


EDR ID Number 


EPA ID Number 


1000407722 


A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


7/24/2014 
Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
7/27/1990 

Not reported 


Tier Classification 
Tier 2 Classification 
7/27/1995 

Not reported 


TC5505005.2s Page 803 


Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 
RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 
Action Type: Immediate Response Action 


Action Status: Written Plan Received 
Action Date: 8/29/2014 
Response Action Outcome: Not reported 
Action Type: RNFE 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 8/29/2014 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
Action Status: Level I - Technical Screen Audit 
Action Date: 9/19/2017 
Response Action Outcome: Not reported 
UST: 
Facility: 
Facility ID: 11194 
Owner Id: 5598 
Owner: RAYTHEON CO 
Owner Address: 20 SEYON ST 
Owner City, St,Zip: WALTHAM, MA 02453 
Telephone: Not reported 
Description: Not reported 
Facility address 2: Not reported 
Owner address 2: Not reported 
Latitude: 42.36847 
Longitude: -71.21389 
Contact name: Not reported 
Contact address1: Not reported 
Contact address2: Not reported 
Contact city: Not reported 
Contact state: Not reported 
Contact zip: Not reported 
Contact email: Not reported 
Update: 1997-09-12 00:00:00 
Update by: Not reported 
Fac status: CLOSED 
Tank ID: 1 
Tank Status: Tank Removed 
Status Date: 07/30/1997 
Date Installed: 04/24/1977 
Capacity: 5000.00000 
Contents: Bulk Heati 
Tank Usage: Not reported 
Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 
Latitude: Not reported 
Longitude: Not reported 
Tank construct: Not reported 
Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 


TC5505005.2s Page 804 


Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation — Site 


RAYTHEON CO EQUIPT DIV MFG (Continued) 


Pipe install date: Not reported 
Pipe leak install date: Not reported 
Submersible sump: N 


Submersible sump install date: Not reported 


Turbine sump: N 
Turbine sump sensor: М 
Intermediate sump: N 


Intermediate sump sensor: N 
Spill bucket installed date: Not reported 


Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 
Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 
Leak corrosion type: Not reported 
Tank ID: 2 

Tank Status: Tank Removed 
Status Date: 05/23/1997 
Date Installed: Not reported 
Capacity: 1000.00000 
Contents: Bulk Heati 
Tank Usage: Not reported 
Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 
Latitude: Not reported 
Longitude: Not reported 
Tank construct: Not reported 
Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 
Pipe leak install date: Not reported 
Submersible sump: N 


Submersible sump install date: Not reported 


Turbine sump: N 
Turbine sump sensor: М 
Intermediate sump: N 


Intermediate sump sensor: N 
Spill bucket installed date: Not reported 


Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 
Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 
Leak corrosion type: Not reported 
Tank ID: 3 

Tank Status: Tank Removed 
Status Date: 05/23/1997 
Date Installed: Not reported 
Capacity: 2500.00000 
Contents: Gasoline 

Tank Usage: Not reported 
Tank Leak Detection: Not reported 


Database(s) 


EDR ID Number 


EPA ID Number 


1000407722 
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Map ID | 


Qty Reported: 10-50 
Qty Reported: GALLONS 
CAS No: 01310-73-2 


Qty Actual: 
Qty Actual: 


PCB Lev (ppm): 


Database(s) 


MAP FINDINGS 

Direction 

Distance 

Elevation — Site 

RAYTHEON CO EQUIPT DIV MFG (Continued) 
Pipe Leak Detection: Not reported 
Latitude: Not reported 
Longitude: Not reported 
Tank construct: Not reported 
Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 
Pipe leak install date: Not reported 
Submersible sump: N 
Submersible sump install date: Not reported 
Turbine sump: N 
Turbine sump sensor: М 
Intermediate sump: N 
Intermediate sump sensor: N 
Spill bucket installed date: Not reported 
Spill bucket sensor: N 
Overfill protect install: | Not reported 
Overfill protect type: Not reported 
Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 
Leak corrosion type: Not reported 
MA Spills: 

Facility ID: 0000 Spill ID: N87-0666 
Staff Lead: BRADLEY, R Date Entered: Not reported 
Last Entered: Not reported First Response: Not reported 
Spill Date: 19870518 Spill Time: Not reported 
Report Date: Not reported Report Time: Not reported 
Case Closed: YES Mat Type: Not reported 
Virgin Waste: Not reported Contam Soil: Not reported 
Env Impact: Not reported Other Impact: Not reported 
Material: HYDRAULIC OIL Other Material: Not reported 
Qty Reported: 5-10 GALS Qty Actual: Not reported 
Qty Reported: Not reported Qty Actual: Not reported 
CAS No: Not reported PCB Lev (ppm): Not reported 
Source: Not reported Other Source: Not reported 
Incident: Not reported Other Incdnt: Not reported 
Cleanup Type: Not reported Contractor: Not reported 
Referral: Not reported LUST Elig: Not reported 
Report Prep: Not reported Category: Not reported 
Notifier: Not reported 
Notif Tel: Not reported 
Days/Close: 1 
Facility ID: 0000 Spill ID: N87-0041 
Staff Lead: LUTHER, W Date Entered: 19910516 
Last Entered: 19910516 First Response: 19870112 
Spill Date: 19870112 Spill Time: 12:20PM 
Report Date: 19870112 Report Time: 01:30PM 
Case Closed: YES Mat Type: HAZARDOUS 
Virgin Waste: ------ Contam Soil: Not reported 
Env Impact: Not reported Other Impact: Not reported 
Material: SODIUM HYDROXIDE Other Material: Not reported 


EDR ID Number 


EPA ID Number 


1000407722 
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Map ID | MAP FINDINGS 


Direction 


Distance 
Elevation — Site 


RAYTHEON CO EQUIPT DIV MFG (Continued) 


Source: DRUM Other Source: 
Incident: RUPTURE Other Incdnt: 
Cleanup Type: --- Contractor: 
Referral: NO LUST Elig: 
Report Prep: Not reported Category: 
Notifier: K MESERVE 

Notif Tel: Not reported 

Days/Close: 1 

Facility ID: 0000 Spill ID: 

Staff Lead: CARSON Date Entered: 
Last Entered: Not reported First Response: 
Spill Date: 19860503 Spill Time: 
Report Date: Not reported Report Time: 
Case Closed: YES Mat Type: 
Virgin Waste: Not reported Contam Soil: 
Env Impact: Not reported Other Impact: 
Material: #6 FUEL OIL Other Material: 
Qty Reported: Not reported Qty Actual: 
Qty Reported: Not reported Qty Actual: 


CAS No: Not reported 


Source: Not reported Other Source: 


Incident: Not reported Other Incdnt: 
Cleanup Type: Not reported Contractor: 
Referral: Not reported LUST Elig: 
Report Prep: Not reported Category: 
Notifier: Not reported 

Notif Tel: Not reported 

Days/Close: 1 

Facility ID: 0000 Spill ID: 

Staff Lead: BRADLEY, R Date Entered: 
Last Entered: 19931231 First Response: 
Spill Date: Not reported Spill Time: 
Report Date: 19870724 Report Time: 
Case Closed: YES Mat Type: 
Virgin Waste: VIRGIN Contam Soil: 


Env Impact: . --------------- Other Impact: 
Material: #6 FUEL OIL Other Material: 
Qty Reported: 11-50 Qty Actual: 

Qty Reported: GALLONS Qty Actual: 
CAS No: Not reported PCB Lev (ppm): 
Source: VEH. FUEL TANK Other Source: 
Incident: OVERFILL Other Incdnt: 
Cleanup Type: Not reported Contractor: 
Referral: NO LUST Elig: 
Report Prep: Not reported Category: 
Notifier: Not reported 

Notif Tel: Not reported 

Days/Close: 0 

Facility ID: 0000 Spill ID: 

Staff Lead: DIPIETRO, P Date Entered: 
Last Entered: Not reported First Response: 
Spill Date: 19860630 Spill Time: 
Report Date: Not reported Report Time: 
Case Closed: YES Mat Type: 


PCB Lev (ppm): 


Database(s) 


Not reported 
Not reported 
NOT USED 


Not reported 


N86-0336 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


N87-1004 
19870824 
19870724 
Not reported 
11:00 
PETROLEUM 
Not reported 
Not reported 
Not reported 
11-50 
GALLONS 
Not reported 
Not reported 
NOT USED 


Not reported 


N86-0557 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


EPA ID Number 


1000407722 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) ЕРА ID Number 

RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 

Virgin Waste: Not reported Contam Soil: Not reported 
Env Impact: Not reported Other Impact: Not reported 
Material: DIPHENYL Other Material: Not reported 
Qty Reported: 25 GALS. Qty Actual: Not reported 
Qty Reported: Not reported Qty Actual: Not reported 
CAS No: Not reported PCB Lev (ppm): Not reported 
Source: Not reported Other Source: Not reported 
Incident: Not reported Other Incdnt: Not reported 
Cleanup Type: Not reported Contractor: Not reported 
Referral: Not reported LUST Elig: Not reported 
Report Prep: Not reported Category: Not reported 
Notifier: Not reported 
Notif Tel: Not reported 
Days/Close: 1 
Facility ID: 0000 Spill ID: N86-1209 
Staff Lead: NDI, K Date Entered: Not reported 
Last Entered: Not reported First Response: Not reported 
Spill Date: 19861126 Spill Time: Not reported 
Report Date: Not reported Report Time: Not reported 
Case Closed: YES Mat Type: Not reported 
Virgin Waste: Not reported Contam Soil: Not reported 
Env Impact: Not reported Other Impact: Not reported 
Material: UNTREATED WASTE Other Material: Not reported 
Qty Reported: UNKNOWN Qty Actual: Not reported 
Qty Reported: Not reported Qty Actual: Not reported 
CAS No: Not reported PCB Lev (ppm): Not reported 
Source: Not reported Other Source: Not reported 
Incident: Not reported Other Incdnt: Not reported 
Cleanup Type: Not reported Contractor: Not reported 
Referral: Not reported LUST Elig: Not reported 
Report Prep: Not reported Category: Not reported 
Notifier: Not reported 
Notif Tel: Not reported 
Days/Close: 1 
Facility ID: 0000 Spill ID: N85-0819 
Staff Lead: BESTER Date Entered: Not reported 
Last Entered: Not reported First Response: Not reported 
Spill Date: 19851024 Spill Time: Not reported 
Report Date: Not reported Report Time: Not reported 
Case Closed: YES Mat Type: Not reported 
Virgin Waste: Not reported Contam Soil: Not reported 
Env Impact: Not reported Other Impact: Not reported 
Material: WASTE OIL Other Material: Not reported 
Qty Reported: Not reported Qty Actual: Not reported 
Qty Reported: Not reported Qty Actual: Not reported 
CAS No: Not reported PCB Lev (ppm): Not reported 
Source: Not reported Other Source: Not reported 
Incident: Not reported Other Incdnt: Not reported 
Cleanup Type: Not reported Contractor: Not reported 
Referral: Not reported LUST Elig: Not reported 
Report Prep: Not reported Category: Not reported 
Notifier: Not reported 
Notif Tel: Not reported 
Days/Close: 1 
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Response Action Outcome: 
Oil / Haz Material Type: 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
11/11/2010 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
11/11/2010 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
11/6/2014 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/12/2015 

Not reported 


Tier Classification 


Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 
Facility ID: 0000 Spill ID: N87-1184 
Staff Lead: BRADLEY, R Date Entered: 19870930 
Last Entered: 19870930 First Response: 19870824 
Spill Date: 19870822 Spill Time: 11:00 
Report Date: 19870824 Report Time: 11:00 
Case Closed: YES Mat Type: PETROLEUM 
Virgin Waste: VIRGIN Contam Soil: Not reported 
Env Impact: Not reported Other Impact: Not reported 
Material: MISCELLANEOUS OIL Other Material: Not reported 
Qty Reported: NONE Qty Actual: NONE 
Qty Reported: Qty Actual: 
CAS No: Not reported PCB Lev (ppm): Not reported 
Source: Not reported Other Source: Not reported 
Incident: Not reported Other Incdnt: Not reported 
Cleanup Type: Not reported Contractor: NOT USED 
Referral: NO LUST Elig: Not reported 
Report Prep: Not reported Category: Not reported 
Notifier: Not reported 
Notif Tel: Not reported 
Days/Close: 1 
Release: 
Release Tracking Number/Current Status: 3-0032286 / RAONR 
Primary ID: Not reported 
Official City: WALTHAM 
Notification: 07/01/2014 
Category: 72 HR 
Status Date: 07/02/2015 
Phase: Not reported 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 
RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 
Action Status: Legal Notice Published 
Action Date: 2/24/2010 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Tier 1B Classification 
Action Date: 2/26/2010 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Revised Statement or Transmittal Received 
Action Date: 2/26/2010 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: TCEXT 
Action Date: 2/26/2015 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: TCEXT 
Action Date: 2/27/2017 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Permit Effective Date 
Action Date: 4/7/2010 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 5/24/1996 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 5/26/1995 
Response Action Outcome: Not reported 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: ALSENT 
Action Date: 5/5/2015 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
Action Status: IRA Assessment Only 
Action Date: 7/1/2014 
Response Action Outcome: Not reported 
Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 7/1/2014 
Response Action Outcome: Not reported 
Action Type: RAO Not Required 
Action Status: Linked to a Tier Classified Site 
Action Date: 7/2/2015 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Location Type: 
Location Type: 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 
Response Action Outcome: Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
7/2/2015 

Not reported 


Immediate Response Action 
Completion Statement Received 
7/2/2015 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
7/2/2015 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
7/24/2014 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
7/24/2014 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
7/27/1990 

Not reported 


Tier Classification 
Tier 2 Classification 
7/27/1995 

Not reported 


Immediate Response Action 
Written Plan Received 
8/29/2014 

Not reported 


RNFE 

Transmittal, Notice, or Notification Received 
8/29/2014 

Not reported 


Immediate Response Action 
Level I - Technical Screen Audit 
9/19/2017 

Not reported 


TRICHLOROETHYLENE 
8.6 micrograms per liter 
INDUSTRIAL 
RESIDNTIAL 
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Map ID | MAP FINDINGS 
Direction 
Distance 


EDR ID Number 


Elevation Site Database(s) EPA ID Number 


RAYTHEON CO EQUIPT DIV MFG (Continued) 


Source: RTN 3-0449 

Source: UNKNOWN 
FINDS: 

Registry ID: 110014367826 


Environmental Interest/Information System 
RCRAInfo is a national information system that supports the Resource 
Conservation and Recovery Act (RCRA) program through the tracking of 
events and activities related to facilities that generate, transport, 
and treat, store, or dispose of hazardous waste. RCRAInfo allows RCRA 
program staff to track the notification, permit, compliance, and 
corrective action activities required under RCRA. 


MA-EPICS - Massachussetts Environmental Protection Integrated Computer 


System 


ink while viewing on your computer to access 
additional FINDS: detail in the EDR Site Report. 


1000407722 


ECHO: 
Envid: 1000407722 
Registry ID: 110014367826 
DFR URL: http://echo.epa.gov/detailed-facility-report?fid=1 10014367826 


MA Financial Assurance 2: 


Description: Not reported 

RI MANIFEST: 
EPA Id: MAD001923408 
GEN Cert Date: 1/22/1987 
Manifest Document Number: MAB002708 
Waste Description: HW CORR 
TSDF Id: RID001200252 
TSDF Name: TECHNIC 
Qty: 10 
WT/Vol Units: G 
TSDF Date: Not reported 
Transporter 2 Id: Not reported 
Item Number: 1 
Transporter 2 Name: Not reported 
Transporter Name 2: TECHNIC 
Transporter EPAID: RID001200252 
Transporter Receipt Date: Not reported 
Number Of Containers: 0 
Container Type: Not reported 
Waste Соде1: D002 
Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 
Waste Code5: Not reported 
Waste Code6: Not reported 
Fee Exempt Code: Not reported 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


Comment: 

Transporter Name 2: 
Company Permit Number: 
Year: 

Quarter: 


Transporter Contact Name: 


Transporter Contact Email: 
Filing Date: 

Total Fee: 

Billing Name: 

Paid Date: 

Paid Time: 

Facility Receipt Date: 

Fee: 

Manifest Created Date: 
Manifest Updated Date: 


RI MANIFEST: 
Transporter Receipt Date: 
Number Of Containers: 
Container Type: 
Waste Code’: 
Waste Code2: 
Waste Code3: 
Waste Code4: 
Waste Code5: 
Waste Code6: 
Comment: 
Fee Exempt Code: 
TSDF Name: 
TSDF Id: 
Transporter Name 2: 
Company Permit Number: 
Year: 
EPA ID: 
Manifest Docket Number: 
Quarter: 
Waste Description: 
Transporter Contact Name: 
Quantity: 
Transporter Contact Email: 
WT/Vol Units: 
Filing Date: 
Total Fee: 
Item Number: 
Transporter Name: 
Billing Name: 
Transporter EPA ID: 
Date Paid: 
Time Paid: 
GEN Cert Date: 
Facility Receipt Date: 
Fee: 


Transporter 2 Receipt Date: 


Manifest Created Date: 
TSDF Receipt Date: 
Transporter 2 ID: 
Manifest Updated Date: 


RAYTHEON CO EQUIPT DIV MFG (Continued) 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Not reported 
0 

Not reported 
D002 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
STABLEX 
RID040098352 
Not reported 
Not reported 
Not reported 
MAD001923408 
MAC720343 
Not reported 
CORR LIQ 
Not reported 
2200 

Not reported 
G 

Not reported 
Not reported 
1 

CLH 

Not reported 
MAD039322250 
Not reported 
Not reported 
7/25/1990 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) ЕРА ID Number 


1000407722 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


RAYTHEON CO EQUIPT DIV MFG (Continued) 


Transporter Receipt Date: 
Number Of Containers: 
Container Type: 

Waste Code1: 

Waste Code2: 

Waste Code3: 

Waste Code4: 

Waste Code5: 

Waste Code6: 

Comment: 

Fee Exempt Code: 

TSDF Name: 

TSDF Id: 

Transporter Name 2: 
Company Permit Number: 
Year: 

EPA ID: 

Manifest Docket Number: 
Quarter: 

Waste Description: 
Transporter Contact Name: 
Quantity: 

Transporter Contact Email: 
WT/Vol Units: 

Filing Date: 

Total Fee: 

Item Number: 
Transporter Name: 

Billing Name: 

Transporter EPA ID: 

Date Paid: 

Time Paid: 

GEN Cert Date: 

Facility Receipt Date: 
Fee: 


Transporter 2 Receipt Date: 


Manifest Created Date: 
TSDF Receipt Date: 
Transporter 2 ID: 
Manifest Updated Date: 


Transporter Receipt Date: 
Number Of Containers: 
Container Type: 

Waste Codet1: 

Waste Code2: 

Waste Code3: 

Waste Code4: 

Waste Code5: 

Waste Code6: 

Comment: 

Fee Exempt Code: 

TSDF Name: 

TSDF Id: 

Transporter Name 2: 
Company Permit Number: 
Year: 


Not reported 
0 

Not reported 
D002 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
STABLEX 
RID040098352 
Not reported 
Not reported 
Not reported 
MAD001923408 
MAC720343 
Not reported 
CORR LIQ 
Not reported 
2200 

Not reported 
G 

Not reported 
Not reported 
1 

CLH 

Not reported 
MAD039322250 
Not reported 
Not reported 
7/25/1990 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Not reported 
0 

Not reported 
F007 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
TECHNIC 
RID001200252 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) ЕРА ID Number 


1000407722 
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Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation — Site 


RAYTHEON CO EQUIPT DIV MFG (Continued) 


EPA ID: MAD001923408 
Manifest Docket Number: MAC220120 
Quarter: Not reported 
Waste Description: CYANIDE METALLIC 
Transporter Contact Name: Not reported 
Quantity: 85 

Transporter Contact Email: Not reported 
WT/Vol Units: G 

Filing Date: Not reported 
Total Fee: Not reported 
Item Number: 1 

Transporter Name: TECHNIC 
Billing Name: Not reported 
Transporter EPA ID: RID001200252 
Date Paid: Not reported 
Time Paid: Not reported 
GEN Cert Date: 5/9/1988 
Facility Receipt Date: Not reported 
Fee: Not reported 
Transporter 2 Receipt Date: Not reported 
Manifest Created Date: Not reported 
TSDF Receipt Date: Not reported 
Transporter 2 ID: Not reported 
Manifest Updated Date: Not reported 
Transporter Receipt Date: Not reported 
Number Of Containers: 0 

Container Type: Not reported 
Waste Соде1: D003 

Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 
Waste Code5: Not reported 
Waste Code6: Not reported 
Comment: Not reported 
Fee Exempt Code: Not reported 
TSDF Name: TECHNIC 
TSDF Id: RID001200252 
Transporter Name 2: Not reported 
Company Permit Number: Not reported 
Year: Not reported 
EPA ID: MAD001923408 
Manifest Docket Number: MAC220120 
Quarter: Not reported 
Waste Description: CYANIDE MIX 
Transporter Contact Name: Not reported 
Quantity: 150 
Transporter Contact Email: Not reported 
WT/Vol Units: P 

Filing Date: Not reported 
Total Fee: Not reported 
Item Number: 2 

Transporter Name: TECHNIC 
Billing Name: Not reported 
Transporter EPA ID: RID001200252 
Date Paid: Not reported 
Time Paid: Not reported 


EDR ID Number 


Database(s) ЕРА ID Number 


1000407722 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 
RAYTHEON CO EQUIPT DIV MFG (Continued) 
GEN Cert Date: 5/9/1988 
Facility Receipt Date: Not reported 
Fee: Not reported 
Transporter 2 Receipt Date: Not reported 
Manifest Created Date: Not reported 
TSDF Receipt Date: Not reported 
Transporter 2 ID: Not reported 
Manifest Updated Date: Not reported 
Transporter Receipt Date: Not reported 
Number Of Containers: 0 
Container Type: Not reported 
Waste Соде1: F007 
Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 
Waste Code5: Not reported 
Waste Code6: Not reported 
Comment: Not reported 
Fee Exempt Code: Not reported 
TSDF Name: TECHNIC 
TSDF Id: RID001200252 
Transporter Name 2: Not reported 
Company Permit Number: Not reported 
Year: Not reported 
EPA ID: MAD001923408 
Manifest Docket Number: MAC220120 
Quarter: Not reported 
Waste Description: CYANIDE METALLIC 
Transporter Contact Name: Not reported 
Quantity: 85 
Transporter Contact Email: Not reported 
WT/Vol Units: G 
Filing Date: Not reported 
Total Fee: Not reported 
Item Number: 1 
Transporter Name: TECHNIC 
Billing Name: Not reported 
Transporter EPA ID: RID001200252 
Date Paid: Not reported 
Time Paid: Not reported 
GEN Cert Date: 5/9/1988 
Facility Receipt Date: Not reported 
Fee: Not reported 
Transporter 2 Receipt Date: Not reported 
Manifest Created Date: Not reported 
TSDF Receipt Date: Not reported 
Transporter 2 ID: Not reported 
Manifest Updated Date: Not reported 
Transporter Receipt Date: Not reported 
Number Of Containers: 0 
Container Type: Not reported 
Waste Соде1: D003 
Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 


EDR ID Number 


Database(s) EPA ID Number 


1000407722 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


RAYTHEON CO EQUIPT DIV MFG (Continued) 


Waste Code5: Not reported 
Waste Code6: Not reported 
Comment: Not reported 
Fee Exempt Code: Not reported 
TSDF Name: TECHNIC 
TSDF Id: RID001200252 
Transporter Name 2: Not reported 
Company Permit Number: Not reported 
Year: Not reported 
EPA ID: MAD001923408 
Manifest Docket Number: MAC220120 
Quarter: Not reported 
Waste Description: CYANIDE MIX 
Transporter Contact Name: Not reported 
Quantity: 150 
Transporter Contact Email: Not reported 
WT/Vol Units: P 

Filing Date: Not reported 
Total Fee: Not reported 
Item Number: 2 

Transporter Name: TECHNIC 
Billing Name: Not reported 
Transporter EPA ID: RID001200252 
Date Paid: Not reported 
Time Paid: Not reported 
GEN Cert Date: 5/9/1988 
Facility Receipt Date: Not reported 
Fee: Not reported 
Transporter 2 Receipt Date: Not reported 
Manifest Created Date: Not reported 
TSDF Receipt Date: Not reported 
Transporter 2 ID: Not reported 
Manifest Updated Date: Not reported 
Transporter Receipt Date: Not reported 
Number Of Containers: 0 

Container Type: Not reported 
Waste Соде1: F007 

Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 
Waste Code5: Not reported 
Waste Code6: Not reported 
Comment: Not reported 
Fee Exempt Code: Not reported 
TSDF Name: TECHNIC 
TSDF Id: RID001200252 
Transporter Name 2: Not reported 
Company Permit Number: Not reported 
Year: Not reported 
EPA ID: MAD001923408 
Manifest Docket Number: MAC220052 
Quarter: Not reported 


Waste Description: 


CYANIDE METALLIC MIXTURE GOLD 


Transporter Contact Name: Not reported 
Quantity: 53 
Transporter Contact Email: Not reported 


EDR ID Number 


Database(s) ЕРА ID Number 


1000407722 
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Map ID 
Direction 
Distance 


Elevation 


Site 


| МАР FINDINGS 
RAYTHEON CO EQUIPT DIV МЕС (Continued) 
WT/Vol Units: G 
Filing Date: Not reported 
Total Fee: Not reported 
Item Number: 1 
Transporter Name: TECHNIC 
Billing Name: Not reported 
Transporter EPA ID: RID001200252 
Date Paid: Not reported 
Time Paid: Not reported 
GEN Cert Date: 5/11/1987 
Facility Receipt Date: Not reported 
Fee: Not reported 
Transporter 2 Receipt Date: Not reported 
Manifest Created Date: Not reported 
TSDF Receipt Date: Not reported 
Transporter 2 ID: Not reported 
Manifest Updated Date: Not reported 
Transporter Receipt Date: Not reported 
Number Of Containers: 0 
Container Type: Not reported 
Waste Соде1: F007 
Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 
Waste Code5: Not reported 
Waste Code6: Not reported 
Comment: Not reported 
Fee Exempt Code: Not reported 
TSDF Name: TECHNIC 
TSDF Id: RID001200252 
Transporter Name 2: Not reported 
Company Permit Number: Not reported 
Year: Not reported 
EPA ID: MAD001923408 
Manifest Docket Number: MAC220052 
Quarter: Not reported 
Waste Description: CYANIDE METALLIC MIXTURE GOLD 
Transporter Contact Name: Not reported 
Quantity: 53 
Transporter Contact Email: Not reported 
WT/Vol Units: G 
Filing Date: Not reported 
Total Fee: Not reported 
Item Number: 1 
Transporter Name: TECHNIC 
Billing Name: Not reported 
Transporter EPA ID: RID001200252 
Date Paid: Not reported 
Time Paid: Not reported 
GEN Cert Date: 5/11/1987 
Facility Receipt Date: Not reported 
Fee: Not reported 
Transporter 2 Receipt Date: Not reported 
Manifest Created Date: Not reported 
TSDF Receipt Date: Not reported 
Transporter 2 ID: Not reported 


EDR ID Number 


Database(s) ЕРА ID Number 


1000407722 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 
RAYTHEON CO EQUIPT DIV MFG (Continued) 
Manifest Updated Date: Not reported 
Transporter Receipt Date: Not reported 
Number Of Containers: 0 
Container Type: Not reported 
Waste Соде1: F007 
Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 
Waste Code5: Not reported 
Waste Code6: Not reported 
Comment: Not reported 
Fee Exempt Code: Not reported 
TSDF Name: TECHNIC 
TSDF Id: RID001200252 
Transporter Name 2: Not reported 
Company Permit Number: Not reported 
Year: Not reported 
EPA ID: MAD001923408 
Manifest Docket Number: MAB002713 
Quarter: Not reported 
Waste Description: HW LIQ 
Transporter Contact Name: Not reported 
Quantity: 15 
Transporter Contact Email: Not reported 
WT/Vol Units: G 
Filing Date: Not reported 
Total Fee: Not reported 
Item Number: 1 
Transporter Name: TECHNIC 
Billing Name: Not reported 
Transporter EPA ID: RID001200252 
Date Paid: Not reported 
Time Paid: Not reported 
GEN Cert Date: 2/2/1987 
Facility Receipt Date: Not reported 
Fee: Not reported 
Transporter 2 Receipt Date: Not reported 
Manifest Created Date: Not reported 
TSDF Receipt Date: Not reported 
Transporter 2 ID: Not reported 
Manifest Updated Date: Not reported 
Transporter Receipt Date: Not reported 
Number Of Containers: 0 
Container Type: Not reported 
Waste Соде1: D002 
Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 
Waste Code5: Not reported 
Waste Code6: Not reported 
Comment: Not reported 
Fee Exempt Code: Not reported 
TSDF Name: TECHNIC 
TSDF Id: RID001200252 
Transporter Name 2: Not reported 


EDR ID Number 


Database(s) ЕРА ID Number 


1000407722 


TC5505005.2s Page 819 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 
RAYTHEON CO EQUIPT DIV MFG (Continued) 
Company Permit Number: Not reported 
Year: Not reported 
EPA ID: MAD001923408 
Manifest Docket Number: MAB002708 
Quarter: Not reported 
Waste Description: HW CORR 
Transporter Contact Name: Not reported 
Quantity: 10 
Transporter Contact Email: Not reported 
WT/Vol Units: G 
Filing Date: Not reported 
Total Fee: Not reported 
Item Number: 1 
Transporter Name: TECHNIC 
Billing Name: Not reported 
Transporter EPA ID: RID001200252 
Date Paid: Not reported 
Time Paid: Not reported 
GEN Cert Date: 1/22/1987 
Facility Receipt Date: Not reported 
Fee: Not reported 
Transporter 2 Receipt Date: Not reported 
Manifest Created Date: Not reported 
TSDF Receipt Date: Not reported 
Transporter 2 ID: Not reported 
Manifest Updated Date: Not reported 
Transporter Receipt Date: Not reported 
Number Of Containers: 0 
Container Type: Not reported 
Waste Соде1: F007 
Waste Code2: Not reported 
Waste Code3: Not reported 
Waste Code4: Not reported 
Waste Code5: Not reported 
Waste Code6: Not reported 
Comment: Not reported 
Fee Exempt Code: Not reported 
TSDF Name: TECHNIC 
TSDF Id: RID001200252 
Transporter Name 2: Not reported 
Company Permit Number: Not reported 
Year: Not reported 
EPA ID: MAD001923408 
Manifest Docket Number: MAB002713 
Quarter: Not reported 
Waste Description: HW LIQ 
Transporter Contact Name: Not reported 
Quantity: 15 
Transporter Contact Email: Not reported 
WT/Vol Units: G 
Filing Date: Not reported 
Total Fee: Not reported 
Item Number: 1 
Transporter Name: TECHNIC 
Billing Name: Not reported 
Transporter EPA ID: RID001200252 


EDR ID Number 


Database(s) ЕРА ID Number 


1000407722 
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Map ID 
Direction 
Distance 


Elevation 


101 
ENE 
1/2-1 


0.807 mi. 


4263 ft. 


Relative: 


Higher 


Actual: 
88 ft. 


| МАР FINDINGS 
EDR ID Number 

Site Database(s) ЕРА ID Number 
RAYTHEON CO EQUIPT DIV MFG (Continued) 1000407722 

Date Paid: Not reported 

Time Paid: Not reported 

GEN Cert Date: 2/2/1987 

Facility Receipt Date: Not reported 

Fee: Not reported 

Transporter 2 Receipt Date: Not reported 

Manifest Created Date: Not reported 

TSDF Receipt Date: Not reported 

Transporter 2 ID: Not reported 

Manifest Updated Date: Not reported 


ink while viewing on your computer to access 
2 additional RI MANIFEST: record(s) in the EDR Site Report. 


NO LOCATION AID 
563 TRAPELO RD 
BELMONT, MA 02478 


SHWS: 
Release Tracking Number/Current Status: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 


MA SHWS 5100828194 
MA LUST N/A 
MA RELEASE 
MA HW GEN 


3-0022478 / RAO 

BELMONT 

01/09/2003 

TWO HR 

Not reported 

Response Action Outcome 

03/10/2004 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
Oil 

COMMERCIAL 

VEHICLE 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


UNKNOWN 
18 gallons 
GASOLINE 
18 gallons 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
1/30/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

1/9/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


LUST: 


Facility: 
Release Tracking Number/Current Status: 
Status Date: 
Source Type: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Phase: 
Response Action Outcome: 


Oil Or Haz Material: 


Location Type: 
Source: 


EDR ID Number 
Database(s) EPA ID Number 


5100828194 


Release Disposition 

Reportable Release under MGL 21E 

1/9/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

3/10/2004 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Completion Statement Received 

3/10/2004 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

4/8/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Written Plan Received 

4/8/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


3-0002749 / RAO 
03/13/1995 

UST 

BELMONT 

10/26/1989 

NONE 

Not reported 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Not reported 


GASSTATION 
UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


UNKNOWN 
Not reported 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
NO LOCATION AID (Continued) 5100828194 
Actions: 
Action Type: Release Disposition 


Action Status: 
Action Date: 
Response Action Outcome: 


Valid Transition Site 

10/26/1989 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 10/26/1989 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 3/13/1995 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release: 
Release Tracking Number/Current Status: 3-0002749 / RAO 
Primary ID: Not reported 
Official City: BELMONT 
Notification: 10/26/1989 
Category: NONE 
Status Date: 03/13/1995 
Phase: Not reported 


Response Action Outcome: 


Oil / Haz Material Type: 


A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Not reported 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Release Disposition 
Action Status: Valid Transition Site 
Action Date: 10/26/1989 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 10/26/1989 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 3/13/1995 


Response Action Outcome: 


Chemicals: 
Chemical: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


UNKNOWN 
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Map ID 
Direction 
Distance 


Elevation 


Site 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
NO LOCATION AID (Continued) 5100828194 
Quantity: Not reported 
Location Type: GASSTATION 
Source: UST 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


3-0022478 / RAO 

Not reported 

BELMONT 

01/09/2003 

TWO HR 

03/10/2004 

Not reported 

A1 - Å permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
1/30/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

1/9/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

1/9/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

3/10/2004 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Completion Statement Received 

3/10/2004 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

4/8/2003 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 


Written Plan Received 
4/8/2003 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
NO LOCATION AID (Continued) 5100828194 
Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 


to background or a threat of release has been eliminated. 


Chemicals: 

Chemical: UNKNOWN 

Quantity: 18 gallons 

Chemical: GASOLINE 

Quantity: 18 gallons 

Location Type: COMMERCIAL 

Source: VEHICLE 

HW GEN: 

EPA Id: MV6174891288 

RCRA Generator Status: Not reported 

State Generator Status: VQG-MA 
0102 RAYTHEON COMPANY MA SHWS 1000520690 
SSW 190 WILLOW ST MA LUST N/A 
1/2-1 WALTHAM, MA 02154 MA SPILLS 
0.808 mi. MA RELEASE 
4267 ft. Site 1 of 2 in cluster O 
Relative: SHWS: 
Lower Release Tracking Number/Current Status: 3-0013266 / RAO 
Actual: Release Town: WALTHAM 
45 ft. Notification Date: 12/15/1995 

Category: TWO HR 

Associated ID: Not reported 

Current Status: Response Action Outcome 

Status Date: 02/15/1996 

Phase: Not reported 

Response Action Outcome: A1 - A permanent solution has been achieved. Contamination has been 

reduced to background or a threat of release has been eliminated. 

Oil Or Haz Material: Oil 

Location Type: INDUSTRIAL 

Source: PIPE 

Source: UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: #2 FUEL OIL 
Quantity: 100 gallons 
Chemical: #4 FUEL OIL 
Quantity: 450 gallons 
Actions: 
Action Type: RLFA 
Action Status: FOLFLD 
Action Date: 1/26/1996 
Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
Action Type: RLFA 
Action Status: FOLFLD 
Action Date: 1/29/1996 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON COMPANY (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


1000520690 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

1/3/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

1/4/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

12/15/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

12/15/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

12/15/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

12/15/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

12/16/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

12/16/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/16/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON COMPANY (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


EDR ID Number 
Database(s) EPA ID Number 


1000520690 


Release Disposition 

Reportable Release under MGL 21E 

12/16/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

12/17/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

12/17/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

12/17/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

12/18/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

12/18/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

12/19/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

12/21/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

2/13/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 
Reportable Release under MGL 21E 
2/14/1996 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON COMPANY (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


LUST: 


Facility: 
Release Tracking Number/Current Status: 
Status Date: 
Source Type: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Phase: 
Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 


Source: 
Source: 


EDR ID Number 
Database(s) EPA ID Number 


1000520690 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

2/15/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


3-0013266 / RAO 

02/15/1996 

UST 

WALTHAM 

12/15/1995 

TWO HR 

Not reported 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
Oil 


INDUSTRIAL 
PIPE 
UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


#2 FUEL OIL 
100 gallons 
#4 FUEL OIL 
450 gallons 


RLFA 

FOLFLD 

1/26/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

1/29/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

1/3/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAYTHEON COMPANY (Continued) 1000520690 
Action Type: RLFA 
Action Status: FOLFLD 
Action Date: 1/4/1996 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

12/15/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

12/15/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

12/15/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

12/15/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

12/16/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

12/16/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/16/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

12/16/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 
Reportable Release under MGL 21E 
12/17/1995 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON COMPANY (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


1000520690 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

12/17/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

12/17/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

12/18/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

12/18/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

12/19/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

12/21/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

2/13/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

2/14/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

2/15/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
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Map ID 
Direction 
Distance 


Elevation 


Site 


RAYTHEON COMPANY (Continued) 


MAP FINDINGS 


Facility: 


Release Tracking Number/Current Status: 


Status Date: 

Source Type: 

Release Town: 

Notification Date: 
Category: 

Associated ID: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 


Location Type: 
Location Type: 
Source: 


3-0002871 / WCSPRM 
11/04/1998 

UST 

WALTHAM 

01/15/1990 

NONE 

Not reported 

Not reported 


Oil 


INDUSTRIAL 
MANUFACT 
UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


#6 FUEL OIL 
Not reported 


Release Disposition 
Valid Transition Site 
1/15/1990 

Not reported 


TREGS 
WCSPRM 
11/4/1998 
Not reported 


Release Abatement Measure 


Written Plan Received 
12/14/1993 
Not reported 


Release Abatement Measure 
Status or Interim Report Received 


3/29/1994 
Not reported 


Phase 2 

Scope of Work Received 
6/22/1994 

Not reported 


TREGS 
WAVREC 
7/13/1993 
Not reported 


Release Abatement Measure 
Completion Statement Received 


EDR ID Number 


Database(s) EPA ID Number 


1000520690 
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Map ID 
Direction 
Distance 
Elevation — Site 


RAYTHEON COMPANY (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


MA Spills: 
Facility ID: 
Staff Lead: 
Last Entered: 
Spill Date: 
Report Date: 
Case Closed: 
Virgin Waste: 
Env Impact: 
Material: 

Qty Reported: 
Qty Reported: 
CAS No: 
Source: 
Incident: 


Cleanup Type: 


Referral: 
Report Prep: 
Notifier: 
Notif Tel: 
Days/Close: 


Facility ID: 
Staff Lead: 
Last Entered: 
Spill Date: 
Report Date: 
Case Closed: 
Virgin Waste: 
Env Impact: 
Material: 

Qty Reported: 
Qty Reported: 
CAS No: 
Source: 
Incident: 


Cleanup Type: 


Referral: 
Report Prep: 
Notifier: 
Notif Tel: 
Days/Close: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
1000520690 

7/27/1994 

Not reported 

TREGS 

WAVSIG 

9/17/1993 

Not reported 

TREGS 

WAVACC 

9/28/1993 

Not reported 
3-2871 Spill ID: N89-1507 
CHU, R Date Entered: 19891005 
19931231 First Response: 19890907 
19890907 Spill Time: Not reported 
19890907 Report Time: 11:00AM 
YES Mat Type: PETROLEUM 
VIRGIN Contam Soil: Not reported 
SOIL Other Impact: Not reported 
#6 FUEL OIL Other Material: Not reported 
UNKNOWN Qty Actual: UNKNOWN 
GALLONS Qty Actual: GALLONS 
Not reported PCB Lev (ppm): NONE 
U.S.T. Other Source: Not reported 
T Other Incdnt: Not reported 
--- Contractor: NOT USED 
SA LUST Elig: --- 
Not reported Category: Not reported 
DAN FARMER 
Not reported 
0 
3-2871 Spill ID: N92-0859 
SAYERS, S Date Entered: 19930730 
19930730 First Response: 19920710 
19920710 Spill Time: Not reported 
19920710 Report Time: 11:00AM 
YES Mat Type: PETROLEUM 
------ Contam Soil: Not reported 
SOIL Other Impact: Not reported 
OTHER MATERIAL --> Other Material: CONTAM SOIL 
UNKNOWN Qty Actual: UNKNOWN 
pce Qty Actual: ---------- 
Not reported PCB Lev (ppm): — UNKNOWN 
---- --- Other Source: Not reported 
M Other Incdnt: Not reported 
--- Contractor: NOT USED 
SA LUST Elig: NO 
Not reported Category: Not reported 


JAMES MCCARTHY/RAYTHEON 


Not reported 
188 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


RAYTHEON COMPANY (Continued) 


Release: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil / Haz Material Type: 


3-0002871 / WCSPRM 
Not reported 

WALTHAM 

01/15/1990 

NONE 

11/04/1998 

Not reported 


Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Release Disposition 
Valid Transition Site 
1/15/1990 

Not reported 


TREGS 
WCSPRM 
11/4/1998 
Not reported 


Release Abatement Measure 
Written Plan Received 
12/14/1993 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
3/29/1994 

Not reported 


Phase 2 

Scope of Work Received 
6/22/1994 

Not reported 


TREGS 
WAVREC 
7/13/1993 
Not reported 


Release Abatement Measure 
Completion Statement Received 
7/27/1994 

Not reported 


TREGS 
WAVSIG 
9/17/1993 
Not reported 


TREGS 
WAVACC 


EDR ID Number 


Database(s) EPA ID Number 


1000520690 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAYTHEON COMPANY (Continued) 1000520690 
Action Date: 9/28/1993 
Response Action Outcome: Not reported 
Chemicals: 
Chemical: #6 FUEL OIL 
Quantity: Not reported 
Location Type: INDUSTRIAL 
Location Type: MANUFACT 
Source: UST 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


3-0013266 / RAO 

Not reported 

WALTHAM 

12/15/1995 

TWO HR 

02/15/1996 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


RLFA 

FOLFLD 

1/26/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

1/29/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

1/3/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

1/4/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

12/15/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 
FOLOFF 
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Map ID | 


Direction 
Distance 
Elevation — Site 


RAYTHEON COMPANY (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
1000520690 
12/15/1995 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

12/15/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

12/15/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

12/16/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

12/16/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/16/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

12/16/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

12/17/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

12/17/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

12/17/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAYTHEON COMPANY (Continued) 1000520690 
Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 12/18/1995 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 
Source: 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

12/18/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

12/19/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLFLD 

12/21/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

2/13/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

2/14/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

2/15/1996 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


#2 FUEL OIL 
100 gallons 
#4 FUEL OIL 
450 gallons 
INDUSTRIAL 
PIPE 

UST 
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Map ID 
Direction 
Distance 


Elevation 


103 
West 
1/2-1 
0.820 mi. 
4330 ft. 


Relative: 
Lower 


Actual: 
42 ft. 


MAP FINDINGS 


Site 


FINLEY REAL ESTATE 
23-25 SUMMER AVE 
WALTHAM, MA 02154 


SHWS: 
Release Tracking Number/Current Status: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil Or Haz Material: 


Database(s) 


MA SHWS 
MA RELEASE 


3-0000087 / DEPNDS 
WALTHAM 

01/15/1990 

NONE 

Not reported 

Not a Disposal Site (DEP) 
02/03/1997 

Not reported 


Not reported 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil / Haz Material Type: 


UNKNOWN 
Not reported 


Release Disposition 
Valid Transition Site 
1/15/1990 

Not reported 


TREGS 
DEPNDS 
2/3/1997 
Not reported 


3-0000087 / 
Not reported 
WALTHAM 
01/15/1990 
NONE 
02/03/1997 
Not reported 


Not reported 


DEPNDS 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 
Action Status: 


Release Disposition 
Valid Transition Site 
1/15/1990 

Not reported 


TREGS 
DEPNDS 


EDR ID Number 


EPA ID Number 


5100362369 
МА 


ТС5505005.25 Раде837 


Map ID 
Direction 
Distance 


Elevation 


104 
ENE 
1/2-1 


0.830 mi. 


4384 ft. 
Relative: 
Higher 


Actual: 
68 ft. 


| МАР FINDINGS 
EDR ID Number 

Site Database(s) EPA ID Number 
FINLEY REAL ESTATE (Continued) $100362369 

Action Date: 2/3/1997 

Response Action Outcome: Not reported 

Chemicals: 
Chemical: UNKNOWN 
Quantity: Not reported 


FORMER MOBIL STN 11798 (FRMLY 01-196) 
27 LEXINGTON ST 


BELMONT, MA 02478 


SHWS: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


MA SHWS 5101034394 
MA SPILLS N/A 
MA RELEASE 


3-0025391 / RAO 
BELMONT 

03/06/2006 

120 DY 

Not reported 

Response Action Outcome 
02/13/2007 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


NAPHTHALENE 
4.79 milligrams per kilogram 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

2/12/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

2/13/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

2/16/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
3/17/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


FORMER MOBIL STN 11798 (FRMLY 01-196) (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


RNF 


Reportable Release under MGL 21E 


3/6/2006 


Database(s) 


EDR ID Number 
EPA ID Number 


5101034394 


А permanent solution has been achieved. Contamination has not been 


reduced to background. 


Release Disposition 


Reportable Release under MGL 21E 


3/6/2006 


A permanent solution has been achieved. Contamination has not been 


reduced to background. 


MA Spills: 
Facility ID: 
Staff Lead: 
Last Entered: 
Spill Date: 
Report Date: 
Case Closed: 
Virgin Waste: 
Env Impact: 
Material: 

Qty Reported: 
Qty Reported: 
CAS No: 
Source: 
Incident: 


Cleanup Type: 


Referral: 
Report Prep: 
Notifier: 
Notif Tel: 
Days/Close: 


Facility ID: 
Staff Lead: 
Last Entered: 
Spill Date: 
Report Date: 
Case Closed: 
Virgin Waste: 
Env Impact: 
Material: 

Qty Reported: 
Qty Reported: 
CAS No: 
Source: 
Incident: 


Cleanup Type: 


Referral: 
Report Prep: 
Notifier: 
Notif Tel: 
Days/Close: 


3-3236 
BRADLEY, R 
19940119 
19900710 
19900710 


WASTE OIL 
UNKNOWN 

Not reported 

U.S.T. 

OTHER RELEASE > 

SA 

Not reported 

S GOTTSCHALL/MOBIL 
Not reported 

0 


3-3236 

OTHER 

19940914 

Not reported 

19900718 

YES 

SOIL 

OTHER MATERIAL --> 
UNKNOWN 

GALLONS 

Not reported 

U.S.T. 

OVERFILL 

SA 
Not reported 
BEEDE OIL/MOBIL 
Not reported 

0 


Spill ID: 
Date Entered: 


First Response: 


Spill Time: 
Report Time: 
Mat Type: 
Contam Soil: 
Other Impact: 
Other Material: 
Qty Actual: 
Qty Actual: 


PCB Lev (ppm): 


Other Source: 
Other Incdnt: 
Contractor: 
LUST Elig: 
Category: 


Spill ID: 
Date Entered: 


First Response: 


Spill Time: 
Report Time: 
Mat Type: 
Contam Soil: 
Other Impact: 
Other Material: 
Qty Actual: 
Qty Actual: 


PCB Lev (ppm): 


Other Source: 
Other Incdnt: 
Contractor: 
LUST Elig: 
Category: 


N90-1114 
19900828 
19900710 
Not reported 
03:15PM 


PETROLEUM 


Not reported 
Not reported 
Not reported 
UNKNOWN 

NONE 

Not reported 
PUNCTURE 
NOT USED 

NO 

Not reported 


N90-1181 
19900801 
19900718 
Not reported 
Not reported 
BOTH 

Not reported 
Not reported 
WASTE OIL 
UNKNOWN 
GALLONS 
NONE 

Not reported 
Not reported 
NOT USED 
NO 

Not reported 


, #2 OIL 
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Map ID 
Direction 
Distance 


Elevation 


Site 


FORMER MOBIL STN 11798 (FRMLY 01-196) (Continued) 


MAP FINDINGS 


Release: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


3-0025391 / RAO 

Not reported 

BELMONT 

03/06/2006 

120 DY 

02/13/2007 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

2/12/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

2/13/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

2/16/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
3/17/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

3/6/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

3/6/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


NAPHTHALENE 
4.79 milligrams per kilogram 
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5101034394 


Map ID 
Direction 
Distance 


Elevation 


P105 
SW 
1/2-1 


0.831 mi. 


4389 ft. 


Relative: 


Lower 


Actual: 
35 ft. 


MAP FINDINGS 


NO LOCATION AID 
105 NEWTON ST 
WALTHAM, MA 02154 


Site 1 of 2 in cluster P 


SHWS: 
Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


EDR ID Number 
Database(s) EPA ID Number 


MA SHWS 5101033600 


MA SPILLS N/A 
MA RELEASE 


3-0014241 / RAO 
WALTHAM 

10/30/1996 

120 DY 

3-0014241 

Response Action Outcome 
11/05/2002 

PHASE IV 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


TPH 
1500 milligrams per kilogram 


Phase 2 

Scope of Work Received 

1/12/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

10/30/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

10/30/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Transmittal, Notice, or Notification Received 

10/30/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 1 

Completion Statement Received 

10/30/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 
Tier 2 Classification 
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Map ID | 


Direction 
Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$101033600 
10/30/1997 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Status or Interim Report Received 

10/5/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Completion Statement Received 

10/5/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

11/5/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/23/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/5/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 

3/31/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Completion Statement Received 

3/31/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Written Plan Received 

5/22/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

IRA Assessment Only 

5/29/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


NO LOCATION AID (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


MA Spills: 


Facility ID: 
Staff Lead: 
Last Entered: 
Spill Date: 
Report Date: 
Case Closed: 
Virgin Waste: 
Env Impact: 
Material: 

Qty Reported: 
Qty Reported: 
CAS No: 
Source: 
Incident: 


Cleanup Type: 


Referral: 
Report Prep: 
Notifier: 
Notif Tel: 
Days/Close: 


Facility ID: 
Staff Lead: 
Last Entered: 
Spill Date: 
Report Date: 
Case Closed: 
Virgin Waste: 
Env Impact: 
Material: 

Qty Reported: 
Qty Reported: 
CAS No: 
Source: 
Incident: 


Cleanup Type: 


Referral: 


0000 
MACAFEE, K 
19900524 
19900518 
19900518 
YES 
VIRGIN 

Not reported 
GASOLINE 
UNKNOWN 
GALLONS 
Not reported 


PIPE/HOSE/LINE 


OVERFILL 
NO 
Not reported 
ANONYMOUS 
Not reported 

1 


0000 
FONKEM, V 
19940104 
19900913 
19900913 
YES 
WASTE 
SOIL 
WASTE OIL 
UNKNOWN 


Not reported 


PIPE/HOSE/LINE 


DUMPING 


NO 


Phase 2 


Completion Statement Received 


6/8/2000 


Database(s) 


EDR ID Number 


EPA ID Number 


5101033600 


А permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 3 


Completion Statement Received 


7/21/2000 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 
Written Plan Received 


7/27/1998 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Spill ID: 
Date Entered: 


First Response: 


Spill Time: 
Report Time: 
Mat Type: 
Contam Soil: 
Other Impact: 
Other Material: 
Qty Actual: 
Qty Actual: 


PCB Lev (ppm): 


Other Source: 
Other Incdnt: 
Contractor: 
LUST Elig: 
Category: 


Spill ID: 
Date Entered: 


First Response: 


Spill Time: 
Report Time: 
Mat Type: 
Contam Soil: 
Other Impact: 
Other Material: 
Qty Actual: 
Qty Actual: 


PCB Lev (ppm): 


Other Source: 
Other Incdnt: 
Contractor: 
LUST Elig: 


N90-0779 
19900524 
19900518 
06:30AM 
09:30AM 
PETROLEUM 
Not reported 
Not reported 
Not reported 
UNKNOWN 
GALLONS 
NONE 

Not reported 
Not reported 
NOT USED 
NO 

Not reported 


N90-1522 
19901003 
19900913 
Not reported 
03:55PM 
PETROLEUM 
Not reported 
Not reported 
Not reported 
UNKNOWN 
NONE 

Not reported 
Not reported 
NOT USED 
NO 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 
NO LOCATION AID (Continued) $101033600 

Report Prep: Not reported Category: Not reported 

Notifier: ANONYMOUS 

Notif Tel: Not reported 

Days/Close: 0 

Release: 

Release Tracking Number/Current Status: 3-0014241 / RAO 

Primary ID: 3-0014241 

Official City: WALTHAM 

Notification: 10/30/1996 

Category: 120 DY 

Status Date: 11/05/2002 

Phase: PHASE IV 


Response Action Outcome: 


Oil / Haz Material Type: 


A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Phase 2 
Action Status: Scope of Work Received 
Action Date: 1/12/2000 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 10/30/1996 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 10/30/1996 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Tier Classification 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 10/30/1997 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Phase 1 
Action Status: Completion Statement Received 
Action Date: 10/30/1997 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Tier Classification 
Action Status: Tier 2 Classification 
Action Date: 10/30/1997 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
NO LOCATION AID (Continued) $101033600 
Action Type: Immediate Response Action 


Action Status: 
Action Date: 
Response Action Outcome: 


Status or Interim Report Received 

10/5/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Abatement Measure 
Action Status: Completion Statement Received 
Action Date: 10/5/1998 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 11/5/2002 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 12/23/1996 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 12/5/1996 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Tier Classification 
Action Status: RTN Linked to TCLASS Via IRA Completion Statement 
Action Date: 3/31/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 3/31/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Abatement Measure 
Action Status: Written Plan Received 
Action Date: 5/22/1998 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: IRA Assessment Only 
Action Date: 5/29/1998 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Phase 2 
Action Status: Completion Statement Received 
Action Date: 6/8/2000 


TC5505005.2s Page 845 


Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
NO LOCATION AID (Continued) $101033600 
Response Action Outcome: A permanent solution has been achieved. Contamination has not been 


reduced to background. 


Action Type: Phase 3 

Action Status: Completion Statement Received 

Action Date: 7/21/2000 

Response Action Outcome: A permanent solution has been achieved. Contamination has not been 


reduced to background. 


Action Type: Immediate Response Action 

Action Status: Written Plan Received 

Action Date: 7/27/1998 

Response Action Outcome: A permanent solution has been achieved. Contamination has not been 


reduced to background. 


Chemicals: 

Chemical: TPH 

Quantity: 1500 milligrams per kilogram 
P106 CONNORS MEMORIAL SWIMMING POOL MA SHWS 5111277355 
SW 330 RIVER ST MA RELEASE N/A 
1/2-1 WALTHAM, MA 02453 MA ASBESTOS 
0.839 mi. MA ENF 
4429 ft. Site 2 of 2 in cluster P 
Relative: SHWS: 
Lower Release Tracking Number/Current Status: 3-0030336 / RAO 
Actual: Release Town: WALTHAM 
35 ft. Notification Date: 09/27/2011 

Category: 120 DY 

Associated ID: Not reported 

Current Status: Response Action Outcome 

Status Date: 07/30/2013 

Phase: Not reported 

Response Action Outcome: A2 - A permanent solution has been achieved. Contamination has not 

been reduced to background. 
Oil Or Haz Material: Hazardous Material 
Source: UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: POLYCHLORINATED BIPHENYLS (PCBS) 
Quantity: 10.3 milligrams per kilogram 
Actions: 
Action Type: Compliance and Enforcement Action 
Action Status: Notice of Non-Compliance Issued 
Action Date: 1/16/2013 
Response Action Outcome: A permanent solution has been achieved. Contamination has not been 
reduced to background. 
Action Type: Release Abatement Measure 
Action Status: Fee Received - FMCRA Use Only 
Action Date: 10/11/2011 
Response Action Outcome: A permanent solution has been achieved. Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
CONNORS MEMORIAL SWIMMING POOL (Continued) $111277355 


reduced to background. 


Release Abatement Measure 

Fee Not Required - Fee Refunded-FMCRA Use Only 

10/17/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Level I - Technical Screen Audit 

10/18/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Written Plan Received 

10/18/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
10/19/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Written Plan Received 

10/5/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

7/11/2012 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

7/30/2013 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Completion Statement Received 

7/30/2013 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

9/27/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNFE 
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Map ID 
Direction 
Distance 


Elevation 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
CONNORS MEMORIAL SWIMMING POOL (Continued) $111277355 


Transmittal, Notice, or Notification Received 

9/27/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

9/27/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0030336 / RAO 

Not reported 

WALTHAM 

09/27/2011 

120 DY 

07/30/2013 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Compliance and Enforcement Action 

Notice of Non-Compliance Issued 

1/16/2013 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

10/11/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Fee Not Required - Fee Refunded-FMCRA Use Only 

10/17/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Level I - Technical Screen Audit 

10/18/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Written Plan Received 

10/18/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Source: 


ASBESTOS: 


Notification: 
DEP Region: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
CONNORS MEMORIAL SWIMMING POOL (Continued) $111277355 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 10/19/2011 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Written Plan Received 

10/5/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

7/11/2012 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

7/30/2013 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Completion Statement Received 

7/30/2013 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

9/27/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNFE 

Transmittal, Notice, or Notification Received 

9/27/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

9/27/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


POLYCHLORINATED BIPHENYLS (PCBS) 
10.3 milligrams per kilogram 
UNKNOWN 


Not reported 
Not reported 
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Map ID | 


Direction 
Distance 
Elevation — Site 


MAP FINDINGS 


CONNORS MEMORIAL SWIMMING POOL (Continued) 


Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


ENFORCEMENT: 
Region: 
DEP Region: 


Not reported 
02/23/2009 

03/06/2009 

Not reported 
01/30/2009 

.00 

850.00 

Spr, Trns 

109091 

AS052665 

AA000145 

AA000145 

2009 

100084072 

ANF-001 

Exempt 

6176261250 

Not reported 

POOL BUILDING 

0 

AC000631 

Off 

Week days: 7AM-5PM Week end: 
Renv 

Fcontain 

Indoors 

THREE STAGE DECONTAMINATION UNIT 
WET METHODS LABELED DOUBLE BAG 
POOL BUILDING 

Not reported 

Not reported 

Not reported 

5 

BOSTON DCR 

251 CAUSEWAY STREET 
BOSTON 

MA 

MAX SANTANA 
6176261250 

Not reported 

Not reported 

Not reported 

7500 

NG ENVIRONMENTAL 
49 BLANCHARD STREET 
LAWRENCE 

Not reported 

47 

STEVEN BUCKNAM 
01/30/2009 

NG ENVIRONMENTAL 
9787947922 

Not reported 


NERO 
NERO 


EDR ID Number 


Database(s) EPA ID Number 


$111277355 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
CONNORS MEMORIAL SWIMMING POOL (Continued) $111277355 

DEP Program: 3A 

DEP Bureau: BWSC 

Program: BWSC 

Program Id: 3-0030336 

High Or Low Level Enforcement: LLE 

FMF #: Not reported 

Comptroller Billing Name: Not reported 

Town Where Violation Occurred: Waltham 

Date Executed: 01/16/2013 

ENF #: NON-NE-13-3A003 

Document Type: NON 

AG Ref (Y/N): Not reported 

Doc Archived (Y/N): Not reported 

EJ Community (Y/N): Y 

Regional Comment: Not reported 

Final Payment Due Date: Not reported 

ACOP $: Not reported 

PAN $: Not reported 

EMS (Y/N): Not reported 

EMS$: Not reported 

SEP (Y/N): Not reported 

SEP $: Not reported 

Demand $: Not reported 

Suspended $: Not reported 

Ownership: State Owned 
0107 PRO TECH AUTO MA SHWS 0003655090 
SSW 205 WILLOW ST MA UST N/A 
1/2-1 WALTHAM, MA 02453 MA RELEASE 
0.845 mi. MA ENF 
4463 ft. Site 2 of 2 in cluster O MA HW GEN 
Relative: SHWS: 
Lower Release Tracking Number/Current Status: 3-0025054 / RAONR 
Actual: Release Town: WALTHAM 
44 ft. Notification Date: 07/20/2005 

Category: 72 HR 

Associated ID: Not reported 

Current Status: Response Action Outcome Not Required 

Status Date: 09/21/2006 

Phase: Not reported 

Response Action Outcome: - 

Oil Or Haz Material: Oil 

Location Type: COMMERCIAL 

Source: UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: GASOLINE 
Quantity: 8.29 inches 

Actions: 
Action Type: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 12/12/2006 
Response Action Outcome: Not reported 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
PRO TECH AUTO (Continued) U003655090 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: ALSENT 
Action Date: 6/5/2006 
Response Action Outcome: Not reported 
Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 7/20/2005 
Response Action Outcome: Not reported 
Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 7/20/2005 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
Action Status: Oral Approval of Plan or Action 
Action Date: 7/20/2005 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 7/21/2005 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Tier 2 Classification 
Action Date: 7/22/2005 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Legal Notice Published 
Action Date: 7/27/2005 
Response Action Outcome: Not reported 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 8/22/2005 
Response Action Outcome: Not reported 
Action Type: RAO Not Required 
Action Status: Linked to a Tier Classified Site 
Action Date: 9/21/2006 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: RTN Linked to TCLASS Via Tier Classification Submittal 
Action Date: 9/21/2006 
Response Action Outcome: Not reported 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 9/28/2005 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
Action Status: Written Plan Received 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


PRO TECH AUTO (Continued) U003655090 


Action Date: 
Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 

Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 


9/28/2005 
Not reported 


3-0023542 / RAO 
WALTHAM 

01/23/2004 

TWO HR 

Not reported 

Response Action Outcome 
05/28/2004 

Not reported 


A2 - A permanent solution has been achieved. Contamination has not 


been reduced to background. 
Oil 

COMMERCIAL 

PIPE 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


DIESEL FUEL 
10 gallons 
DIESEL FUEL 
15 gallons 


Release Disposition 
Reportable Release under MGL 21E 
1/23/2004 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Oral Approval of Plan or Action 
1/23/2004 


A permanent solution has been achieved. 


reduced to background. 


RNF 
Reportable Release under MGL 21E 
3/2/2004 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Written Plan Received 
3/23/2004 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 
RAO Statement Received 
5/28/2004 


A permanent solution has been achieved. 


reduced to background. 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


PRO TECH AUTO (Continued) 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Source: 


3-0025548 / RAO 
WALTHAM 
01/06/2006 

TWO HR 

Not reported 
Response Action Outcome 
11/01/2012 
PHASE IV 

C2- C2 

Oil 

COMMERCIAL 
PIPE 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


DIESEL FUEL 
500 gallons 
DIESEL FUEL 
Not reported 


Phase 3 


Completion Statement Received 


1/13/2009 
C2 


Phase 2 


Completion Statement Received 


1/13/2009 
C2 


Phase 4 

Written Plan Received 
1/13/2010 

(72 


Phase 2 


Level | - Technical Screen Audit 


1/14/2010 
C2 


Immediate Response Action 


Status or Interim Report Received 


1/26/2011 
C2 


Tier Classification 
Tier 2 Classification 
1/5/2007 

C2 


Phase 1 


Completion Statement Received 


1/5/2007 
C2 


EDR ID Number 


Database(s) EPA ID Number 


U003655090 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


PRO TECH AUTO (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Tier Classification 

Transmittal, Notice, or Notification Received 
1/5/2007 

C2 


Release Disposition 

Reportable Release under MGL 21E 
1/6/2006 

C2 


RLFA 
FOLOFF 
1/6/2006 
C2 


Immediate Response Action 
Oral Approval of Plan or Action 
1/6/2006 

C2 


RLFA 
FOLOFF 
1/9/2006 
C2 


Response Action Outcome - RAO 
RAO Statement Received 
11/1/2012 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/11/2014 

C2 


Response Action Outcome - RAO 
RMRINT 

11/11/2014 

C2 


Immediate Response Action 
Status or Interim Report Received 
11/13/2006 

C2 


Immediate Response Action 
Status or Interim Report Received 
11/13/2007 

C2 


Immediate Response Action 
Status or Interim Report Received 
11/14/2008 

C2 


Immediate Response Action 
Status or Interim Report Received 


EDR ID Number 


Database(s) EPA ID Number 


U003655090 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
PRO TECH AUTO (Continued) U003655090 
Action Date: 11/6/2009 
Response Action Outcome: C2 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: ALSENT 
Action Date: 12/11/2006 
Response Action Outcome: C2 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 2/8/2006 
Response Action Outcome: C2 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 3/13/2006 
Response Action Outcome: C2 
Action Type: Immediate Response Action 
Action Status: Written Plan Received 
Action Date: 3/13/2006 
Response Action Outcome: C2 
Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 4/21/2015 
Response Action Outcome: C2 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 5/13/2008 
Response Action Outcome: C2 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 5/13/2009 
Response Action Outcome: C2 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 5/13/2010 
Response Action Outcome: C2 
Action Type: Compliance and Enforcement Action 
Action Status: Notice of Non-Compliance Issued 
Action Date: 5/2/2012 
Response Action Outcome: C2 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 5/25/2007 
Response Action Outcome: C2 
Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 5/26/2016 
Response Action Outcome: C2 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


PRO TECH AUTO (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 


EDR ID Number 


Database(s) EPA ID Number 


Response Action Outcome - RAO 
RMRINT 

5/26/2016 

C2 


Tier Classification 
Tier 2 Extension 
5/30/2012 

C2 


Immediate Response Action 
Status or Interim Report Received 
7/2/2012 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
9/13/2013 

C2 


Response Action Outcome - RAO 
RMRINT 

9/13/2013 

C2 


3-0023996 / RAO 
WALTHAM 

07/14/2004 

120 DY 

3-0023996 

Response Action Outcome 
07/28/2008 

PHASE IV 

C2- C2 

Oil 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 


ALIPHATIC HYDROCARBONS C9 THRU C12 
1810 milligrams per kilogram 
AROMATIC HYDROCARBONS C9 THRU C10 
1910 milligrams per kilogram 
AROMATIC HYDROCARBONS C9 THRU C10 
123000 micrograms per liter 
ALIPHATIC HYDROCARBONS C9 THRU C12 
117000 micrograms per liter 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
1/26/2011 

C2 


Response Action Outcome - RAO 


U003655090 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


PRO TECH AUTO (Continued) 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Inspection and Monitoring Report Received 
2/4/2010 
C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/21/2015 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
5/26/2016 

C2 


Response Action Outcome - RAO 
RMRINT 

5/26/2016 

C2 


RNF 

Reportable Release under MGL 21E 
7/14/2004 

C2 


Release Disposition 

Reportable Release under MGL 21E 
7/14/2004 

C2 


Tier Classification 

Transmittal, Notice, or Notification Received 
7/21/2005 

C2 


Phase 1 

Completion Statement Received 
7/21/2005 

C2 


Tier Classification 
Tier 2 Classification 
7/22/2005 

C2 


Tier Classification 
Legal Notice Published 
7/27/2005 

C2 


Response Action Outcome - RAO 
RAO Statement Received 
7/28/2008 

C2 


Phase 2 
Completion Statement Received 
7/30/2007 


EDR ID Number 


Database(s) EPA ID Number 


U003655090 
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Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
PRO TECH AUTO (Continued) U003655090 
Response Action Outcome: C2 
Action Type: Phase 3 
Action Status: Completion Statement Received 
Action Date: 7/30/2007 
Response Action Outcome: C2 
Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 7/9/2009 
Response Action Outcome: C2 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 8/23/2004 
Response Action Outcome: C2 
Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 
Action Date: 9/13/2013 
Response Action Outcome: C2 
Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 9/13/2013 
Response Action Outcome: C2 
Action Type: Tier Classification 
Action Status: RTN Linked to TCLASS Via Tier Classification Submittal 
Action Date: 9/21/2006 
Response Action Outcome: C2 


Release Tracking Number/Current Status: 3-0001267 / RAO 


Release Town: WALTHAM 

Notification Date: 04/26/1994 

Category: NONE 

Associated ID: Not reported 

Current Status: Response Action Outcome 

Status Date: 04/26/1995 

Phase: Not reported 

Response Action Outcome: B1- Remedial actions have not been conducted because a level of No 
Significant Risk exists. 

Oil Or Haz Material: Oil 

Source: UNKNOWN 

Source: HYDRAULIFT 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: VOCS 
Quantity: Not reported 
Actions: 
Action Type: Compliance and Enforcement Action 
Action Status: Interim Deadline Letter Issued 
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Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
PRO TECH AUTO (Continued) U003655090 
Action Date: 4/26/1994 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Release Disposition 
Action Status: Valid Transition Site 
Action Date: 4/26/1994 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 4/26/1994 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 4/26/1995 


Response Action Outcome: 


Release Tracking Number/Current Status: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


3-0001267 / RAO 


Release Town: WALTHAM 

Notification Date: 04/26/1994 

Category: NONE 

Associated ID: Not reported 

Current Status: Response Action Outcome 
Status Date: 04/26/1995 

Phase: Not reported 


Response Action Outcome: 


B1- Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Oil Or Haz Material: Oil 
Source: UNKNOWN 
Source: HYDRAULIFT 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: VOCS 
Quantity: Not reported 

Actions: 
Action Type: Compliance and Enforcement Action 
Action Status: Interim Deadline Letter Issued 
Action Date: 4/26/1994 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Release Disposition 
Action Status: Valid Transition Site 
Action Date: 4/26/1994 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


PRO TECH AUTO (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


U003655090 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
4/26/1994 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

RAO Statement Received 

4/26/1995 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


UST: 
Facility: 
Facility ID: 11236 
Owner Id: 8804 
Owner: PRO TECH AUTOMOTIVE & TIRE CENTER INC 
Owner Address: 205 WILLOW ST 
Owner City, St,Zip: WALTHAM, MA 02453 
Telephone: 7818945058 
Description: Retail Motor Vehicle Fuel 
Facility address 2: Not reported 
Owner address 2: Not reported 
Latitude: 42.37036 
Longitude: -71.22134 
Contact name: Vincent Cuttone 
Contact address1: 205 Willow Street 
Contact address2: Not reported 
Contact city: Waltham 
Contact state: MA 
Contact zip: 02453 
Contact email: mary@protechtowing.com 
Update: 2016-03-07 00:00:00 
Update by: Vincent Cuttone 
Fac status: OPEN 
Tank ID: 1 
Tank Status: In Use 
Status Date: Not reported 
Date Installed: 07/01/1982 
Capacity: 6000.00000 
Contents: Diesel 
Tank Usage: Motor Vehi 


Tank Leak Detection: | Continuous In-Tank Monitoring System 
Pipe Leak Detection: Quarterly visual inspection and annual product line tightness test 


Latitude: 42.37037 

Longitude: -71.22129 

Tank construct: Single-walled non-corrodible (including "composite") material (cathodic protection not required) 
Pipe construct: Double-walled non-corrodible material (No corrosion protection required) 

Ptype: Pressurized piping system with mechanical automatic line leak detection 

Number of compartment: Not reported 

Pipe install date: 07/01/1982 

Pipe leak install date: Not reported 

Submersible sump: Y 
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Distance 
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EDR ID Number 


Database(s) EPA ID Number 


PRO TECH AUTO (Continued) U003655090 
Submersible sump install date:07/01/1982 
Turbine sump: Y 
Turbine sump sensor: М 
Intermediate sump: N 
Intermediate sump sensor: N 
Spill bucket installed date: Not reported 
Spill bucket sensor: N 
Overfill protect install: | Not reported 
Overfill protect type: Ball Float 
Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 
Leak corrosion type: Not reported 
Tank ID: 2 
Tank Status: In Use 
Status Date: Not reported 
Date Installed: 07/01/1982 
Capacity: 6000.00000 
Contents: Gasoline 
Tank Usage: Motor Vehi 
Tank Leak Detection: | Continuous In-Tank Monitoring System 
Pipe Leak Detection: Quarterly visual inspection and annual product line tightness test 
Latitude: 42.37037 
Longitude: -71.22129 
Tank construct: Single-walled non-corrodible (including "composite") material (cathodic protection not required) 
Pipe construct: Double-walled non-corrodible material (No corrosion protection required) 
Ptype: Pressurized piping system with mechanical automatic line leak detection 
Number of compartment: Not reported 
Pipe install date: 07/01/1982 
Pipe leak install date: Not reported 
Submersible sump: N 
Submersible sump install date: Not reported 
Turbine sump: Y 
Turbine sump sensor: М 
Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Ball Float 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

Tank ID: 3 

Tank Status: In Use 

Status Date: Not reported 

Date Installed: 07/01/1982 
Capacity: 8000.00000 
Contents: Gasoline 

Tank Usage: Motor Vehi 


Tank Leak Detection: | Continuous In-Tank Monitoring System 

Pipe Leak Detection: Quarterly visual inspection and annual product line tightness test 
Latitude: 42.37037 

Longitude: -71.22129 
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Site Database(s) EPA ID Number 
PRO TECH AUTO (Continued) U003655090 

Tank construct: Single-walled non-corrodible (including "composite") material (cathodic protection not required) 

Pipe construct: Double-walled non-corrodible material (No corrosion protection required) 

Ptype: Pressurized piping system with mechanical automatic line leak detection 

Number of compartment: Not reported 

Pipe install date: 07/01/1982 

Pipe leak install date: Not reported 

Submersible sump: Y 

Submersible sump install date:07/01/1982 

Turbine sump: Y 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Ball Float 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

Tank ID: 4 

Tank Status: In Use 

Status Date: Not reported 

Date Installed: 07/01/1982 
Capacity: 10000.00000 
Contents: Gasoline 

Tank Usage: Motor Vehi 


Tank Leak Detection: | Continuous In-Tank Monitoring System 
Pipe Leak Detection: Quarterly visual inspection and annual product line tightness test 


Latitude: 42.37037 

Longitude: -71.22129 

Tank construct: Single-walled non-corrodible (including "composite") material (cathodic protection not required) 
Pipe construct: Double-walled non-corrodible material (No corrosion protection required) 
Ptype: Pressurized piping system with mechanical automatic line leak detection 
Number of compartment: Not reported 

Pipe install date: 07/01/1982 

Pipe leak install date: Not reported 

Submersible sump: Y 

Submersible sump install date: Not reported 

Turbine sump: Y 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Ball Float 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

Tank ID: 5 

Tank Status: In Use 

Status Date: Not reported 

Date Installed: 05/15/1993 
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PRO TECH AUTO (Continued) U003655090 
Capacity: 2000.00000 
Contents: Diesel 
Tank Usage: Motor Vehi 


Tank Leak Detection: | Continuous Interstitial Monitoring 
Pipe Leak Detection: Quarterly visual inspection and annual product line tightness test 


Latitude: 42.37037 

Longitude: -71.22129 

Tank construct: Double-walled non-corrodible (including "composite") material (cathodic protection not required) 
Pipe construct: Double-walled non-corrodible material (No corrosion protection required) 
Ptype: Non-European suction System 

Number of compartment: Not reported 

Pipe install date: 05/15/1993 

Pipe leak install date: Not reported 

Submersible sump: N 

Submersible sump install date: Not reported 

Turbine sump: Y 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Ball Float 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

Tank ID: 6 

Tank Status: In Use 

Status Date: Not reported 

Date Installed: 05/15/1993 
Capacity: 500.00000 
Contents: Waste Oil 

Tank Usage: Motor Vehi 


Tank Leak Detection: | Continuous Interstitial Monitoring 
Pipe Leak Detection: Quarterly visual inspection and annual product line tightness test 


Latitude: 42.37037 

Longitude: -71.22129 

Tank construct: Double-walled non-corrodible (including "composite") material (cathodic protection not required) 
Pipe construct: Single-walled non-corrodible material (No corrosion protection required) 
Ptype: Non-European suction System 

Number of compartment: Not reported 

Pipe install date: 05/15/1993 

Pipe leak install date: Not reported 

Submersible sump: N 

Submersible sump install date: Not reported 

Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Ball Float 
Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 
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PRO TECH AUTO (Continued) 


Leak corrosion type: Not reported 


Release: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 


Database(s) EPA ID Number 


U003655090 


3-0001267 / RAO 

Not reported 

WALTHAM 

04/26/1994 

NONE 

04/26/1995 

Not reported 

B1 - Remedial actions have not been conducted because a level of No 
Significant Risk exists. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Source: 
Source: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Compliance and Enforcement Action 

Interim Deadline Letter Issued 

4/26/1994 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Release Disposition 

Valid Transition Site 

4/26/1994 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
4/26/1994 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

RAO Statement Received 

4/26/1995 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


VOCS 

Not reported 
UNKNOWN 
HYDRAULIFT 


3-0023542 / RAO 

Not reported 

WALTHAM 

01/23/2004 

TWO HR 

05/28/2004 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 


TC5505005.2s Page 865 


Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


PRO TECH AUTO (Continued) U003655090 


Oil / Haz Material Type: 


Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil / Haz Material Type: 


Release Disposition 
Reportable Release under MGL 21E 
1/23/2004 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Oral Approval of Plan or Action 
1/23/2004 


A permanent solution has been achieved. 


reduced to background. 


RNF 
Reportable Release under MGL 21E 
3/2/2004 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Written Plan Received 
3/23/2004 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 
RAO Statement Received 
5/28/2004 


A permanent solution has been achieved. 


reduced to background. 


DIESEL FUEL 
10 gallons 
DIESEL FUEL 
15 gallons 
COMMERCIAL 
PIPE 


3-0023996 / RAO 
3-0023996 
WALTHAM 
07/14/2004 

120 DY 
07/28/2008 
PHASE IV 

C2-C2 

Oil 


Click here to access the MA DEP site for this facility: 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 
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PRO TECH AUTO (Continued) 


Actions: 
Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
1/26/2011 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
2/4/2010 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/21/2015 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
5/26/2016 

C2 


Response Action Outcome - RAO 
RMRINT 

5/26/2016 

C2 


RNF 

Reportable Release under MGL 21E 
7/14/2004 

C2 


Release Disposition 

Reportable Release under MGL 21E 
7/14/2004 

C2 


Tier Classification 

Transmittal, Notice, or Notification Received 
7/21/2005 

C2 


Phase 1 

Completion Statement Received 
7/21/2005 

C2 


Tier Classification 
Tier 2 Classification 
7/22/2005 

C2 


Tier Classification 
Legal Notice Published 
7/27/2005 

C2 


Response Action Outcome - RAO 


EDR ID Number 


Database(s) EPA ID Number 


U003655090 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


PRO TECH AUTO (Continued) U003655090 


Action Status: 


RAO Statement Received 


Action Date: 7/28/2008 

Response Action Outcome: C2 

Action Type: Phase 2 

Action Status: Completion Statement Received 
Action Date: 7/30/2007 

Response Action Outcome: C2 

Action Type: Phase 3 

Action Status: Completion Statement Received 
Action Date: 7/30/2007 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 7/9/2009 


Response Action Outcome: 


C2 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 

Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 8/23/2004 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: RMRINT 

Action Date: 9/13/2013 

Response Action Outcome: C2 


Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 9/13/2013 


Response Action Outcome: 


Response Action Outcome: 


C2 


Action Type: Tier Classification 
Action Status: RTN Linked to TCLASS Via Tier Classification Submittal 
Action Date: 9/21/2006 
Response Action Outcome: C2 
Chemicals: 
Chemical: ALIPHATIC HYDROCARBONS C9 THRU C12 
Quantity: 1810 milligrams per kilogram 
Chemical: AROMATIC HYDROCARBONS C9 THRU C10 
Quantity: 1910 milligrams per kilogram 
Chemical: AROMATIC HYDROCARBONS C9 THRU C10 
Quantity: 123000 micrograms per liter 
Chemical: ALIPHATIC HYDROCARBONS C9 THRU C12 
Quantity: 117000 micrograms per liter 
Release Tracking Number/Current Status: 3-0025054 / RAONR 
Primary ID: Not reported 
Official City: WALTHAM 
Notification: 07/20/2005 
Category: 72 HR 
Status Date: 09/21/2006 
Phase: Not reported 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


PRO TECH AUTO (Continued) 


Oil / Haz Material Type: 


Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 


Completion Statement Received 


12/12/2006 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


U003655090 


A Notice sent to a Potentially Responsible Party (PRP) 


ALSENT 
6/5/2006 
Not reported 


Release Disposition 


Reportable Release under MGL 21E 


7/20/2005 
Not reported 


RLFA 
FOLOFF 
7/20/2005 
Not reported 


Immediate Response Action 


Oral Approval of Plan or Action 


7/20/2005 
Not reported 


Tier Classification 


Transmittal, Notice, or Notification Received 


7/21/2005 
Not reported 


Tier Classification 
Tier 2 Classification 
7/22/2005 

Not reported 


Tier Classification 
Legal Notice Published 
7/27/2005 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


8/22/2005 
Not reported 


RAO Not Required 


Linked to a Tier Classified Site 


9/21/2006 
Not reported 


Tier Classification 


RTN Linked to TCLASS Via Tier Classification Submittal 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
PRO TECH AUTO (Continued) U003655090 
Action Date: 9/21/2006 
Response Action Outcome: Not reported 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 9/28/2005 


Response Action Outcome: 


Not reported 


Action Type: Immediate Response Action 
Action Status: Written Plan Received 
Action Date: 9/28/2005 
Response Action Outcome: Not reported 
Chemicals: 
Chemical: GASOLINE 
Quantity: 8.29 inches 
Location Type: COMMERCIAL 
Source: UNKNOWN 


Release Tracking Number/Current Status: 


3-0025548 / RAO 


Primary ID: Not reported 
Official City: WALTHAM 
Notification: 01/06/2006 
Category: TWO HR 
Status Date: 11/01/2012 
Phase: PHASE IV 
Response Action Outcome: C2 - C2 

Oil / Haz Material Type: Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Phase 3 
Action Status: Completion Statement Received 
Action Date: 1/13/2009 
Response Action Outcome: C2 
Action Type: Phase 2 
Action Status: Completion Statement Received 
Action Date: 1/13/2009 
Response Action Outcome: C2 
Action Type: Phase 4 
Action Status: Written Plan Received 
Action Date: 1/13/2010 
Response Action Outcome: C2 
Action Type: Phase 2 
Action Status: Level I - Technical Screen Audit 
Action Date: 1/14/2010 
Response Action Outcome: C2 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 1/26/2011 


Response Action Outcome: 


C2 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


PRO TECH AUTO (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Tier Classification 
Tier 2 Classification 
1/5/2007 

C2 


Phase 1 

Completion Statement Received 
1/5/2007 

C2 


Tier Classification 

Transmittal, Notice, or Notification Received 
1/5/2007 

C2 


Release Disposition 

Reportable Release under MGL 21E 
1/6/2006 

C2 


RLFA 
FOLOFF 
1/6/2006 
C2 


Immediate Response Action 
Oral Approval of Plan or Action 
1/6/2006 

C2 


RLFA 
FOLOFF 
1/9/2006 
C2 


Response Action Outcome - RAO 
RAO Statement Received 
11/1/2012 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/11/2014 

C2 


Response Action Outcome - RAO 
RMRINT 

11/11/2014 

C2 


Immediate Response Action 
Status or Interim Report Received 
11/13/2006 

C2 


Immediate Response Action 
Status or Interim Report Received 


EDR ID Number 


Database(s) EPA ID Number 


U003655090 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
PRO TECH AUTO (Continued) U003655090 
Action Date: 11/13/2007 
Response Action Outcome: C2 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 11/14/2008 
Response Action Outcome: C2 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 11/6/2009 
Response Action Outcome: C2 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: ALSENT 
Action Date: 12/11/2006 
Response Action Outcome: C2 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 2/8/2006 
Response Action Outcome: C2 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 3/13/2006 
Response Action Outcome: C2 
Action Type: Immediate Response Action 
Action Status: Written Plan Received 
Action Date: 3/13/2006 
Response Action Outcome: C2 
Action Type: Response Action Outcome - RAO 
Action Status: Inspection and Monitoring Report Received 
Action Date: 4/21/2015 
Response Action Outcome: C2 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 5/13/2008 
Response Action Outcome: C2 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 5/13/2009 
Response Action Outcome: C2 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 5/13/2010 
Response Action Outcome: C2 
Action Type: Compliance and Enforcement Action 
Action Status: Notice of Non-Compliance Issued 
Action Date: 5/2/2012 
Response Action Outcome: C2 
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Map ID 
Direction 
Distance 
Elevation — Site 


| MAP FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


PRO TECH AUTO (Continued) U003655090 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 5/25/2007 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 


ENFORCEMENT: 


Region: 

DEP Region: 
DEP Program: 
DEP Bureau: 
Program: 
Program Id: 


High Or Low Level Enforcement: 


FMF #: 
Comptroller Billing Name: 


Town Where Violation Occurred: 


Date Executed: 
ENF #: 


NERO 
NERO 
3R 

BWSC 
BWSC 


C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
5/26/2016 

C2 


Response Action Outcome - RAO 
RMRINT 

5/26/2016 

C2 


Tier Classification 
Tier 2 Extension 
5/30/2012 

C2 


Immediate Response Action 
Status or Interim Report Received 
7/2/2012 

C2 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
9/13/2013 

C2 


Response Action Outcome - RAO 
RMRINT 

9/13/2013 

C2 


DIESEL FUEL 
500 gallons 
DIESEL FUEL 
Not reported 
COMMERCIAL 
PIPE 


3-0025548 


LLE 


Not reported 

Not reported 

Not reported 
05/02/2012 
NON-NE-12-3R001 
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Map ID 
Direction 
Distance 


Elevation 


Q108 
SE 
1/2-1 


0.850 mi. 


4486 ft. 


Relative: 


Higher 


Actual: 
71 ft. 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
PRO TECH AUTO (Continued) U003655090 
Document Type: NON 
AG Ref (Y/N): Not reported 
Doc Archived (Y/N): Not reported 
EJ Community (Y/N): Y 
Regional Comment: Not reported 
Final Payment Due Date: Not reported 
ACOP $: Not reported 
PAN $: Not reported 
EMS (Y/N): Not reported 
EMS$: Not reported 
SEP (Y/N): Not reported 
SEP $: Not reported 
Demand $: Not reported 
Suspended $: Not reported 
Ownership: Commercially Owned 
HW GEN: 
EPA Id: MAD019675511 
RCRA Generator Status: VSQG 
State Generator Status: SQG-MA 


NSTAR UTILITY POLE # 90/42 
NEAR 600 MAIN ST 
WATERTOWN, MA 02472 
Site 1 of 2 in cluster Q 


SHWS: 


MA SHWS 5106863339 
MA RELEASE N/A 


Release Tracking Number/Current Status: 3-0024606 / RAO 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Location Type: 
Source: 


WATERTOWN 

02/01/2005 

TWO HR 

Not reported 

Response Action Outcome 

02/07/2005 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
Not reported 

ROADWAY 

COMMERCIAL 

TRANSFORM 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


MODF 
30 gallons 
MODF 
50 gallons 


Release Disposition 

Reportable Release under MGL 21E 

2/1/2005 

A permanent solution has been achieved. Contamination has been reduced 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


NSTAR UTILITY POLE ft 90/42 (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


5106863339 


to background ог а threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

2/1/2005 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

2/1/2005 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

2/7/2005 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

2/7/2005 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
3/21/2005 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


3-0024606 / RAO 

Not reported 

WATERTOWN 

02/01/2005 

TWO HR 

02/07/2005 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 

Not reported 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 
Action Status: 


Release Disposition 

Reportable Release under MGL 21E 

2/1/2005 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 
Oral Approval of Plan or Action 


TC5505005.2s Page 875 


Map ID 


Direction 


Distance 


Elevation 


Q109 
SE 
1/2-1 


0.853 mi. 


4506 ft. 


Relative: 


Higher 


Actual: 
70 ft. 


NSTAR UTILITY POLE ft 90/42 (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Location Type: 
Source: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
5106863339 
2/1/2005 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

2/1/2005 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

2/7/2005 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

2/7/2005 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
3/21/2005 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


MODF 

30 gallons 
MODF 

50 gallons 
ROADWAY 
COMMERCIAL 
TRANSFORM 


AA AUTO CLINIC 
600 MAIN ST 
WATERTOWN, MA 02472 


Site 2 of 2 in cluster Q 


SHWS: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 

Category: 

Associated ID: 

Current Status: 


MA SHWS 0001006625 
MA LUST N/A 
MA UST 
MA AST 
MA RELEASE 
MA ENF 
MA Financial Assurance 


3-0029267 / TIERII 

WATERTOWN 

05/12/2010 

120 DY 

Not reported 

Tier II, A site/release receiving a total NRS score of less than 350, 
unless the site meets any of the Tier 1 Inclusionary Criteria (see 
above). Permits are not required at Tier 2 sites/releases and 
response actions may be performed under the supervision of an LSP 
without prior DEP approval. All pre-1993 transition sites that have 
accepted waivers are categorically Tier 2 sites. 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


AA AUTO CLINIC (Continued) 


Status Date: 
Phase: 


Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 

Source: 

Source: 

Source: 


09/17/2012 

PHASE IV 

Oil and Hazardous Material 
UNKNOWN 

UNKNOWN 

LINE 

PIPE 

HOSE 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


C9 THRU C12 ALIPHATIC HYDROCARBONS 


13000 micrograms per liter 


C5 THRU C8 ALIPHATIC HYDROCARBONS 


52000 micrograms per liter 
TOLUENE 

43000 micrograms per liter 
XYLENE 

17300 micrograms per liter 


C5 THRU C8 ALIPHATIC HYDROCARBONS 


390 milligrams per kilogram 
BENZENE 

21000 micrograms per liter 
NAPHTHALENE 

11 milligrams per kilogram 


C9 THRU C10 AROMATIC HYDROCARBONS 


310 milligrams per kilogram 


Compliance and Enforcement Action 


ACO 
1/23/2012 
Not reported 


Release Abatement Measure 


RMRINT 
10/1/2014 
Not reported 


Release Abatement Measure 
Status or Interim Report Received 


10/1/2014 
Not reported 


Release Abatement Measure 
Status or Interim Report Received 


10/1/2015 
Not reported 


Release Abatement Measure 


RMRINT 
10/1/2015 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


U001006625 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 
Action Type: Compliance and Enforcement Action 
Action Status: NON-A 
Action Date: 10/5/2011 
Response Action Outcome: Not reported 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Release Abatement Measure 
RMRINT 

10/8/2013 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
10/8/2013 

Not reported 


Phase 4 

Status or Interim Report Received 
11/17/2017 

Not reported 


Phase 4 

Status or Interim Report Received 
11/18/2016 

Not reported 


Release Abatement Measure 
Completion Statement Received 
11/24/2015 

Not reported 


Phase 4 

Written Plan Received 
11/24/2015 

Not reported 


Compliance and Enforcement Action 
ACOP 

11/26/2012 

Not reported 


Phase 2 

Completion Statement Received 
11/26/2014 

Not reported 


Phase 3 

Completion Statement Received 
11/26/2014 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
11/4/2010 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 


ALSENT 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 
Action Date: 3/10/2011 


Response Action Outcome: 


Not reported 


Action Type: Release Abatement Measure 
Action Status: RMRINT 

Action Date: 4/1/2013 

Response Action Outcome: Not reported 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 4/1/2013 


Response Action Outcome: 


Not reported 


Action Type: Release Abatement Measure 
Action Status: RMRINT 

Action Date: 4/1/2015 

Response Action Outcome: Not reported 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 4/1/2015 


Response Action Outcome: 


Not reported 


Action Type: Release Abatement Measure 
Action Status: RMRINT 

Action Date: 4/15/2014 

Response Action Outcome: Not reported 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 4/15/2014 


Response Action Outcome: 


Not reported 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 4/3/2012 


Response Action Outcome: 


Not reported 


Action Type: Release Abatement Measure 
Action Status: RMRINT 

Action Date: 4/3/2012 

Response Action Outcome: Not reported 


Action Type: Release Disposition 

Action Status: Reportable Release under MGL 21E 
Action Date: 5/12/2010 

Response Action Outcome: Not reported 

Action Type: RNF 

Action Status: Reportable Release under MGL 21E 
Action Date: 5/12/2010 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 5/17/2017 


Response Action Outcome: 


Not reported 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 
Action Type: Phase 4 
Action Status: RMRINI 
Action Date: 5/24/2016 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: Status or Interim Report Received 
Action Date: 5/24/2016 
Response Action Outcome: Not reported 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 6/1/2010 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Written Plan Received 
Action Date: 7/1/2010 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: RMRINI 
Action Date: 7/12/2011 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 7/12/2011 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Level I - Technical Screen Audit 
Action Date: 7/2/2010 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Fee Received - FMCRA Use Only 
Action Date: 7/2/2010 
Response Action Outcome: Not reported 
Action Type: Phase 1 
Action Status: Completion Statement Received 
Action Date: 9/17/2012 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 9/17/2012 
Response Action Outcome: Not reported 
Action Type: Phase 2 
Action Status: Scope of Work Received 
Action Date: 9/17/2012 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Tier 2 Classification 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 
Action Date: 9/17/2012 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 


Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 

Source: 

Source: 

Source: 

Source: 


Not reported 


Release Abatement Measure 
RMRINT 

9/26/2012 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
9/26/2012 

Not reported 


Compliance and Enforcement Action 
Notice of Enforcement Conference 
9/4/2012 

Not reported 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
9/8/2011 

Not reported 


3-0029267 / TIERII 

WATERTOWN 

05/12/2010 

120 DY 

Not reported 

Tier II, A site/release receiving a total NRS score of less than 350, 
unless the site meets any of the Tier 1 Inclusionary Criteria (see 
above). Permits are not required at Tier 2 sites/releases and 
response actions may be performed under the supervision of an LSP 
without prior DEP approval. All pre-1993 transition sites that have 
accepted waivers are categorically Tier 2 sites. 

09/17/2012 

PHASE IV 

Oil and Hazardous Material 

UNKNOWN 

UNKNOWN 

LINE 

PIPE 

HOSE 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


C9 THRU C12 ALIPHATIC HYDROCARBONS 
13000 micrograms per liter 

C5 THRU C8 ALIPHATIC HYDROCARBONS 
52000 micrograms per liter 

TOLUENE 

43000 micrograms per liter 

XYLENE 

17300 micrograms per liter 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


AA AUTO CLINIC (Continued) 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


EDR ID Number 


Database(s) EPA ID Number 


C5 THRU C8 ALIPHATIC HYDROCARBONS 
390 milligrams per kilogram 

BENZENE 

21000 micrograms per liter 

NAPHTHALENE 

11 milligrams per kilogram 

C9 THRU C10 AROMATIC HYDROCARBONS 
310 milligrams per kilogram 


Compliance and Enforcement Action 
ACO 

1/23/2012 

Not reported 


Release Abatement Measure 
RMRINT 

10/1/2014 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
10/1/2014 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
10/1/2015 

Not reported 


Release Abatement Measure 
RMRINT 

10/1/2015 

Not reported 


Compliance and Enforcement Action 
NON-A 

10/5/2011 

Not reported 


Release Abatement Measure 
RMRINT 

10/8/2013 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
10/8/2013 

Not reported 


Phase 4 

Status or Interim Report Received 
11/17/2017 

Not reported 


Phase 4 
Status or Interim Report Received 
11/18/2016 


U001006625 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 


Response Action Outcome: 


Not reported 


Action Type: Release Abatement Measure 
Action Status: Completion Statement Received 
Action Date: 11/24/2015 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Written Plan Received 

Action Date: 11/24/2015 

Response Action Outcome: Not reported 


Action Type: Compliance and Enforcement Action 
Action Status: ACOP 

Action Date: 11/26/2012 

Response Action Outcome: Not reported 

Action Type: Phase 2 

Action Status: Completion Statement Received 
Action Date: 11/26/2014 

Response Action Outcome: Not reported 

Action Type: Phase 3 

Action Status: Completion Statement Received 
Action Date: 11/26/2014 


Response Action Outcome: 


Not reported 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 11/4/2010 


Response Action Outcome: 


Not reported 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: ALSENT 

Action Date: 3/10/2011 

Response Action Outcome: Not reported 


Action Type: Release Abatement Measure 
Action Status: RMRINT 

Action Date: 4/1/2013 

Response Action Outcome: Not reported 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 4/1/2013 


Response Action Outcome: 


Not reported 


Action Type: Release Abatement Measure 
Action Status: RMRINT 

Action Date: 4/1/2015 

Response Action Outcome: Not reported 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 4/1/2015 


Response Action Outcome: 


Not reported 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 
Action Type: Release Abatement Measure 
Action Status: RMRINT 
Action Date: 4/15/2014 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 4/15/2014 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 4/3/2012 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: RMRINT 
Action Date: 4/3/2012 
Response Action Outcome: Not reported 
Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 5/12/2010 
Response Action Outcome: Not reported 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 5/12/2010 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: Status or Interim Report Received 
Action Date: 5/17/2017 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: RMRINI 
Action Date: 5/24/2016 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: Status or Interim Report Received 
Action Date: 5/24/2016 
Response Action Outcome: Not reported 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 6/1/2010 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Written Plan Received 
Action Date: 7/1/2010 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: RMRINI 
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Map ID | MAP FINDINGS 


AA AUTO CLINIC (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


7/12/2011 
Not reported 


Release Abatement Measure 
Status or Interim Report Received 
7/12/2011 

Not reported 


Release Abatement Measure 
Level | - Technical Screen Audit 
7/2/2010 

Not reported 


Release Abatement Measure 

Fee Received - FMCRA Use Only 
7/2/2010 

Not reported 


Phase 1 

Completion Statement Received 
9/17/2012 

Not reported 


Tier Classification 


Transmittal, Notice, or Notification Received 


9/17/2012 
Not reported 


Phase 2 

Scope of Work Received 
9/17/2012 

Not reported 


Tier Classification 
Tier 2 Classification 
9/17/2012 

Not reported 


Release Abatement Measure 
RMRINT 

9/26/2012 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
9/26/2012 

Not reported 


Compliance and Enforcement Action 


Notice of Enforcement Conference 
9/4/2012 
Not reported 


Compliance and Enforcement Action 


Notice of Non-Compliance Issued 
9/8/2011 
Not reported 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


U001006625 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


AA AUTO CLINIC (Continued) 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 


Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 

Source: 

Source: 

Source: 

Source: 


EDR ID Number 
Database(s) EPA ID Number 


U001006625 


3-0029267 / TIERII 

WATERTOWN 

05/12/2010 

120 DY 

Not reported 

Tier II, A site/release receiving a total NRS score of less than 350, 
unless the site meets any of the Tier 1 Inclusionary Criteria (see 
above). Permits are not required at Tier 2 sites/releases and 
response actions may be performed under the supervision of an LSP 
without prior DEP approval. All pre-1993 transition sites that have 
accepted waivers are categorically Tier 2 sites. 

09/17/2012 

PHASE IV 

Oil and Hazardous Material 

UNKNOWN 

UNKNOWN 

LINE 

PIPE 

HOSE 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


C9 THRU C12 ALIPHATIC HYDROCARBONS 
13000 micrograms per liter 

C5 THRU C8 ALIPHATIC HYDROCARBONS 
52000 micrograms per liter 

TOLUENE 

43000 micrograms per liter 

XYLENE 

17300 micrograms per liter 

C5 THRU C8 ALIPHATIC HYDROCARBONS 
390 milligrams per kilogram 

BENZENE 

21000 micrograms per liter 

NAPHTHALENE 

11 milligrams per kilogram 

C9 THRU C10 AROMATIC HYDROCARBONS 
310 milligrams per kilogram 


Compliance and Enforcement Action 
ACO 

1/23/2012 

Not reported 


Release Abatement Measure 
RMRINT 

10/1/2014 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
10/1/2014 

Not reported 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 
Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 10/1/2015 


Response Action Outcome: 


Not reported 


Action Type: Release Abatement Measure 
Action Status: RMRINT 

Action Date: 10/1/2015 

Response Action Outcome: Not reported 


Action Type: Compliance and Enforcement Action 
Action Status: NON-A 

Action Date: 10/5/2011 

Response Action Outcome: Not reported 


Action Type: Release Abatement Measure 
Action Status: RMRINT 

Action Date: 10/8/2013 

Response Action Outcome: Not reported 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 10/8/2013 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 11/17/2017 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 11/18/2016 


Response Action Outcome: 


Not reported 


Action Type: Release Abatement Measure 
Action Status: Completion Statement Received 
Action Date: 11/24/2015 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Written Plan Received 

Action Date: 11/24/2015 

Response Action Outcome: Not reported 


Action Type: Compliance and Enforcement Action 
Action Status: ACOP 

Action Date: 11/26/2012 

Response Action Outcome: Not reported 

Action Type: Phase 2 

Action Status: Completion Statement Received 
Action Date: 11/26/2014 

Response Action Outcome: Not reported 

Action Type: Phase 3 


Action Status: 


Completion Statement Received 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


AA AUTO CLINIC (Continued) U001006625 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


11/26/2014 
Not reported 


Release Abatement Measure 
Status or Interim Report Received 
11/4/2010 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

3/10/2011 

Not reported 


Release Abatement Measure 
RMRINT 

4/1/2013 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
4/1/2013 

Not reported 


Release Abatement Measure 
RMRINT 

4/1/2015 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
4/1/2015 

Not reported 


Release Abatement Measure 
RMRINT 

4/15/2014 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
4/15/2014 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
4/3/2012 

Not reported 


Release Abatement Measure 
RMRINT 

4/3/2012 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
5/12/2010 

Not reported 
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Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 5/12/2010 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: Status or Interim Report Received 
Action Date: 5/17/2017 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: RMRINI 
Action Date: 5/24/2016 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: Status or Interim Report Received 
Action Date: 5/24/2016 
Response Action Outcome: Not reported 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 6/1/2010 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Written Plan Received 
Action Date: 7/1/2010 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: RMRINI 
Action Date: 7/12/2011 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 7/12/2011 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Level I - Technical Screen Audit 
Action Date: 7/2/2010 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Fee Received - FMCRA Use Only 
Action Date: 7/2/2010 
Response Action Outcome: Not reported 
Action Type: Phase 1 
Action Status: Completion Statement Received 
Action Date: 9/17/2012 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Transmittal, Notice, or Notification Received 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 
Action Date: 9/17/2012 
Response Action Outcome: Not reported 
Action Type: Phase 2 
Action Status: Scope of Work Received 
Action Date: 9/17/2012 
Response Action Outcome: Not reported 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 


Tier Classification 
Tier 2 Classification 
9/17/2012 

Not reported 


Release Abatement Measure 
RMRINT 

9/26/2012 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
9/26/2012 

Not reported 


Compliance and Enforcement Action 
Notice of Enforcement Conference 
9/4/2012 

Not reported 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
9/8/2011 

Not reported 


3-0032012 / RAO 
WATERTOWN 

02/20/2014 

TWO HR 

Not reported 

Response Action Outcome 
04/22/2014 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 

COMMERCIAL 

UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 


GASOLINE 
30 gallons 


Response Action Outcome - RAO 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 


Action Status: 
Action Date: 


Response Action Outcome: 


Level I - Technical Screen Audit 

2/12/2015 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 2/20/2014 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Oral Approval of Plan or Action 
Action Date: 2/20/2014 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: RLFA 
Action Status: FLDD1U 
Action Date: 2/20/2014 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: BOL 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 3/11/2014 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 3/7/2014 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: BOL 
Action Status: SHPFAC 
Action Date: 4/10/2014 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 4/22/2014 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 4/22/2014 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: RNFE 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 4/22/2014 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
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Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 


reduced to background. 


Action Type: Immediate Response Action 

Action Status: Completion Statement Received 

Action Date: 4/22/2014 

Response Action Outcome: A permanent solution has been achieved. Contamination has not been 


reduced to background. 


Release Tracking Number/Current Status: 3-0029267 / TIERII 


Release Town: WATERTOWN 

Notification Date: 05/12/2010 

Category: 120 DY 

Associated ID: Not reported 

Current Status: Tier II, A site/release receiving a total NRS score of less than 350, 


unless the site meets any of the Tier 1 Inclusionary Criteria (see 
above). Permits are not required at Tier 2 sites/releases and 
response actions may be performed under the supervision of an LSP 
without prior DEP approval. All pre-1993 transition sites that have 
accepted waivers are categorically Tier 2 sites. 


Status Date: 09/17/2012 

Phase: PHASE IV 

Response Action Outcome: - 

Oil Or Haz Material: Oil and Hazardous Material 
Location Type: UNKNOWN 

Source: UNKNOWN 

Source: LINE 

Source: PIPE 

Source: HOSE 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: C9 THRU C12 ALIPHATIC HYDROCARBONS 
Quantity: 13000 micrograms per liter 
Chemical: C5 THRU C8 ALIPHATIC HYDROCARBONS 
Quantity: 52000 micrograms per liter 
Chemical: TOLUENE 
Quantity: 43000 micrograms per liter 
Chemical: XYLENE 
Quantity: 17300 micrograms per liter 
Chemical: C5 THRU C8 ALIPHATIC HYDROCARBONS 
Quantity: 390 milligrams per kilogram 
Chemical: BENZENE 
Quantity: 21000 micrograms per liter 
Chemical: NAPHTHALENE 
Quantity: 11 milligrams per kilogram 
Chemical: C9 THRU C10 AROMATIC HYDROCARBONS 
Quantity: 310 milligrams per kilogram 
Actions: 
Action Type: Compliance and Enforcement Action 
Action Status: ACO 
Action Date: 1/23/2012 
Response Action Outcome: Not reported 
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Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 
Action Type: Release Abatement Measure 
Action Status: RMRINT 
Action Date: 10/1/2014 
Response Action Outcome: Not reported 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 10/1/2014 


Response Action Outcome: 


Not reported 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 10/1/2015 


Response Action Outcome: 


Not reported 


Action Type: Release Abatement Measure 
Action Status: RMRINT 

Action Date: 10/1/2015 

Response Action Outcome: Not reported 


Action Type: Compliance and Enforcement Action 
Action Status: NON-A 

Action Date: 10/5/2011 

Response Action Outcome: Not reported 


Action Type: Release Abatement Measure 
Action Status: RMRINT 

Action Date: 10/8/2013 

Response Action Outcome: Not reported 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 10/8/2013 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 11/17/2017 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 11/18/2016 


Response Action Outcome: 


Not reported 


Action Type: Release Abatement Measure 
Action Status: Completion Statement Received 
Action Date: 11/24/2015 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Written Plan Received 

Action Date: 11/24/2015 

Response Action Outcome: Not reported 


Action Type: 
Action Status: 


Compliance and Enforcement Action 
ACOP 
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AA AUTO CLINIC (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


11/26/2012 
Not reported 


Phase 2 

Completion Statement Received 
11/26/2014 

Not reported 


Phase 3 

Completion Statement Received 
11/26/2014 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
11/4/2010 

Not reported 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


U001006625 


A Notice sent to a Potentially Responsible Party (PRP) 


ALSENT 
3/10/2011 
Not reported 


Release Abatement Measure 
RMRINT 

4/1/2013 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
4/1/2013 

Not reported 


Release Abatement Measure 
RMRINT 

4/1/2015 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
4/1/2015 

Not reported 


Release Abatement Measure 
RMRINT 

4/15/2014 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
4/15/2014 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
4/3/2012 

Not reported 
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Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 
Action Type: Release Abatement Measure 
Action Status: RMRINT 
Action Date: 4/3/2012 
Response Action Outcome: Not reported 
Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 5/12/2010 
Response Action Outcome: Not reported 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 5/12/2010 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: Status or Interim Report Received 
Action Date: 5/17/2017 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: RMRINI 
Action Date: 5/24/2016 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: Status or Interim Report Received 
Action Date: 5/24/2016 
Response Action Outcome: Not reported 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 6/1/2010 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Written Plan Received 
Action Date: 7/1/2010 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: RMRINI 
Action Date: 7/12/2011 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 7/12/2011 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Level I - Technical Screen Audit 
Action Date: 7/2/2010 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Fee Received - FMCRA Use Only 
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Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 
Action Date: 7/2/2010 
Response Action Outcome: Not reported 
Action Type: Phase 1 
Action Status: Completion Statement Received 
Action Date: 9/17/2012 
Response Action Outcome: Not reported 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Tier Classification 

Transmittal, Notice, or Notification Received 
9/17/2012 

Not reported 


Phase 2 

Scope of Work Received 
9/17/2012 

Not reported 


Tier Classification 
Tier 2 Classification 
9/17/2012 

Not reported 


Release Abatement Measure 
RMRINT 

9/26/2012 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
9/26/2012 

Not reported 


Compliance and Enforcement Action 
Notice of Enforcement Conference 
9/4/2012 

Not reported 


Action Type: Compliance and Enforcement Action 
Action Status: Notice of Non-Compliance Issued 
Action Date: 9/8/2011 
Response Action Outcome: Not reported 
LUST: 
Facility: 
Release Tracking Number/Current Status: 3-0004016 / RAO 
Status Date: 06/28/2005 
Source Type: UST 
Release Town: WATERTOWN 
Notification Date: 07/15/1992 
Category: NONE 
Associated ID: Not reported 
Phase: PHASE V 


Response Action Outcome: A2 - A permanent solution has been achieved. Contamination has not 


been reduced to background. 
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Map ID 
Direction 
Distance 


Elevation 


Site 


AA AUTO CLINIC (Continued) 


Oil Or Haz Material: 


Location Type: 
Source: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
U001006625 
Oil 
GASSTATION 
UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 


PETROLEUM 
Not reported 


Phase 2 

Completion Statement Received 

1/23/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Written Plan Received 

1/30/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Tier 2 Extension 

10/19/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 3 

Completion Statement Received 

2/21/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 5 

Inspection and Monitoring Report Received 

2/9/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Compliance and Enforcement Action 

Notice of Non-Compliance Issued 

3/13/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 4 

Written Plan Received 

6/10/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 
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Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


AA AUTO CLINIC (Continued) U001006625 


Action Status: 
Action Date: 


Response Action Outcome: 


Completion Statement Received 
6/10/2003 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 6/28/2005 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Release Disposition 
Action Status: Valid Transition Site 
Action Date: 7/15/1992 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Phase 4 
Action Status: Completion Statement Received 
Action Date: 7/7/2004 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Phase 2 
Action Status: Scope of Work Received 
Action Date: 8/20/2002 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 8/21/2002 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 8/21/2003 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Action Type: Tier Classification 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 8/4/1997 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: TREGS 
Action Status: LSPFA 
Action Date: 8/4/1997 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Tier Classification 
Action Status: Tier 2 Classification 
Action Date: 8/4/1997 


Response Action Outcome: 


A permanent solution has been achieved. 


Contamination has not been 


Contamination has not been 


Contamination has not been 


TC5505005.2s Page 898 


Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 


reduced to background. 


Action Type: Phase 1 

Action Status: Completion Statement Received 

Action Date: 8/4/1997 

Response Action Outcome: A permanent solution has been achieved. Contamination has not been 


reduced to background. 


UST: 

Facility: 
Facility ID: 11286 
Owner Id: 9890 
Owner: AA AUTO CLINIC 
Owner Address: 600 MAIN ST 
Owner City, St,Zip: WATERTOWN, MA 02472 
Telephone: 6179238973 
Description: Retail Motor Vehicle Fuel 
Facility address 2: Not reported 
Owner address 2: Not reported 
Latitude: 42.37284 
Longitude: -71.20208 
Contact name: George Kouyoumjian 
Contact address1: 180 Belmont Street 
Contact address2: Not reported 
Contact city: Watertown 
Contact state: MA 
Contact zip: 02472 
Contact email: artin5@verizon.net 
Update: 2016-05-23 00:00:00 
Update by: Erin Swallow 
Fac status: OPEN 
Tank ID: 1 
Tank Status: In Use 
Status Date: Not reported 
Date Installed: 06/01/1990 
Capacity: 8000.00000 
Contents: Gasoline 
Tank Usage: Motor Vehi 


Tank Leak Detection: | Continuous Interstitial Monitoring 
Pipe Leak Detection: Continuous Interstitial Space Monitoring 


Latitude: 42.37289 

Longitude: -71.20219 

Tank construct: Double-walled metal tank (cathodic protection required) 

Pipe construct: Double-walled non-corrodible material (No corrosion protection required) 
Ptype: Pressurized piping system with mechanical automatic line leak detection 
Number of compartment: Not reported 

Pipe install date: 06/01/1990 

Pipe leak install date: Not reported 

Submersible sump: Y 

Submersible sump install date: Not reported 

Turbine sump: Y 

Turbine sump sensor: Y 

Intermediate sump: N 
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Direction 


Distance 
Elevation — Site 


AA AUTO CLINIC (Continued) 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Ball Float 


Automatic line leak detect: Not reported 

Tank corrosion type: Field Constructed Impressed Current System 
Leak corrosion type: Not reported 

Tank ID: 2 

Tank Status: In Use 

Status Date: Not reported 

Date Installed: 06/01/1990 

Capacity: 8000.00000 

Contents: Gasoline 

Tank Usage: Motor Vehi 


Tank Leak Detection: Continuous Interstitial Monitoring 
Pipe Leak Detection: Continuous Interstitial Space Monitoring 


EDR ID Number 


Database(s) EPA ID Number 


U001006625 


Latitude: 42.37290 

Longitude: -71.20222 

Tank construct: Double-walled metal tank (cathodic protection required) 

Pipe construct: Double-walled non-corrodible material (No corrosion protection required) 
Ptype: Pressurized piping system with mechanical automatic line leak detection 
Number of compartment: Not reported 

Pipe install date: 06/01/1990 

Pipe leak install date: Not reported 

Submersible sump: Y 

Submersible sump install date: Not reported 

Turbine sump: Y 

Turbine sump sensor: Y 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Ball Float 


Automatic line leak detect: Not reported 

Tank corrosion type: Field Constructed Impressed Current System 
Leak corrosion type: Not reported 

Tank ID: 3 

Tank Status: In Use 

Status Date: Not reported 

Date Installed: 06/01/1990 

Capacity: 8000.00000 

Contents: Gasoline 

Tank Usage: Motor Vehi 


Tank Leak Detection: | Continuous Interstitial Monitoring 
Pipe Leak Detection: Continuous Interstitial Space Monitoring 


Latitude: 42.37291 

Longitude: -71.20223 

Tank construct: Double-walled metal tank (cathodic protection required) 

Pipe construct: Double-walled non-corrodible material (No corrosion protection required) 
Ptype: Pressurized piping system with mechanical automatic line leak detection 
Number of compartment: Not reported 
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AA AUTO CLINIC (Continued) 


Pipe install date: 06/01/1990 

Pipe leak install date: Not reported 
Submersible sump: Y 

Submersible sump install date: Not reported 
Turbine sump: Y 

Turbine sump sensor: Y 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Ball Float 


Automatic line leak detect: Not reported 

Tank corrosion type: Field Constructed Impressed Current System 
Leak corrosion type: Not reported 

Tank ID: 5 

Tank Status: Tank Removed 

Status Date: 08/21/2018 

Date Installed: 06/01/1990 

Capacity: 1000.00000 

Contents: Bulk Heati 

Tank Usage: Motor Vehi 


Tank Leak Detection: | Continuous Interstitial Monitoring 


Pipe Leak Detection: Quarterly visual inspection and annual product line tightness test 


EDR ID Number 


Database(s) EPA ID Number 


U001006625 


Latitude: 42.37284 

Longitude: -71.20208 

Tank construct: Double-walled metal tank (cathodic protection required) 
Pipe construct: Single-walled non-corrodible material (No corrosion protection required) 
Ptype: European suction system 

Number of compartment: Not reported 

Pipe install date: 06/01/1990 

Pipe leak install date: Not reported 

Submersible sump: N 

Submersible sump install date: Not reported 

Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Ball Float 


Automatic line leak detect: Not reported 
Tank corrosion type: Manufactured Sacrificial Anode (Galvanic) System 
Leak corrosion type: Not reported 

AST: 
Owner Name: ZK LLC 
Tank Type: UST 
Class: STG1 
Stage | Type: Dual Point 
CARB # or System Type: Pre-EVR/EVR 
Test Cycle: Annual 
Date Form Mailed: 03/05/2018 
Test Date: 05/17/2018 
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Distance EDR ID Number 
Site 


Elevation Database(s) EPA ID Number 


AA AUTO CLINIC (Continued) U001006625 


Postmark Date: 

Due Date: 

Form: 

Form Rcvd and Complete?: 
Facility ID: 

Tank ID: 

Serial Number: 

Tank Status: 
Capacity: 

Contents: 

Tank Use: 

Tank Material: 

Tank Construction: 
Tank Leak Detection: 
Pipe Material: 

Pipe Construction: 
Pipe Leak Detection: 
Aboveground: 


Release: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


05/17/2018 
06/01/2018 
FormC 
Complete 
126768 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


3-0004016 / RAO 
Not reported 
WATERTOWN 
07/15/1992 

NONE 

06/28/2005 
PHASE V 


A2 - A permanent solution has been achieved. Contamination has not 


been reduced to background. 
Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Phase 2 
Completion Statement Received 
1/23/2003 


A permanent solution has been achieved. 


reduced to background. 


Release Abatement Measure 
Written Plan Received 
1/30/2003 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 
Tier 2 Extension 
10/19/2004 


A permanent solution has been achieved. 


reduced to background. 


Phase 3 
Completion Statement Received 
2/21/2003 


A permanent solution has been achieved. 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 
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AA AUTO CLINIC (Continued) U001006625 


reduced to background. 


Action Type: Phase 5 
Action Status: Inspection and Monitoring Report Received 
Action Date: 2/9/2005 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Compliance and Enforcement Action 
Action Status: Notice of Non-Compliance Issued 
Action Date: 3/13/2003 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Phase 4 
Action Status: Written Plan Received 
Action Date: 6/10/2003 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Release Abatement Measure 
Action Status: Completion Statement Received 
Action Date: 6/10/2003 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 6/28/2005 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Release Disposition 
Action Status: Valid Transition Site 
Action Date: 7/15/1992 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Phase 4 
Action Status: Completion Statement Received 
Action Date: 71712004 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Phase 2 
Action Status: Scope of Work Received 
Action Date: 8/20/2002 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 8/21/2002 


Response Action Outcome: 


Action Type: 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 
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Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 


Action Status: 
Action Date: 


Response Action Outcome: 


Tier 2 Extension 

8/21/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Tier Classification 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 8/4/1997 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: TREGS 
Action Status: LSPFA 
Action Date: 8/4/1997 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Tier Classification 
Action Status: Tier 2 Classification 
Action Date: 8/4/1997 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Phase 1 
Action Status: Completion Statement Received 
Action Date: 8/4/1997 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Chemicals: 
Chemical: PETROLEUM 
Quantity: Not reported 
Location Type: GASSTATION 
Source: UST 


Release Tracking Number/Current Status: 


3-0029267 / TIERII 


Primary ID: Not reported 
Official City: WATERTOWN 
Notification: 05/12/2010 
Category: 120 DY 

Status Date: 09/17/2012 
Phase: PHASE IV 


Response Action Outcome: 
Oil / Haz Material Type: 


Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Compliance and Enforcement Action 
Action Status: ACO 
Action Date: 1/23/2012 
Response Action Outcome: Not reported 


Action Type: Release Abatement Measure 
Action Status: RMRINT 
Action Date: 10/1/2014 
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Elevation Site Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 


Response Action Outcome: 


Not reported 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 10/1/2014 


Response Action Outcome: 


Not reported 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 10/1/2015 


Response Action Outcome: 


Not reported 


Action Type: Release Abatement Measure 
Action Status: RMRINT 

Action Date: 10/1/2015 

Response Action Outcome: Not reported 


Action Type: Compliance and Enforcement Action 
Action Status: NON-A 

Action Date: 10/5/2011 

Response Action Outcome: Not reported 


Action Type: Release Abatement Measure 
Action Status: RMRINT 

Action Date: 10/8/2013 

Response Action Outcome: Not reported 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 10/8/2013 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 11/17/2017 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Status or Interim Report Received 
Action Date: 11/18/2016 


Response Action Outcome: 


Not reported 


Action Type: Release Abatement Measure 
Action Status: Completion Statement Received 
Action Date: 11/24/2015 

Response Action Outcome: Not reported 

Action Type: Phase 4 

Action Status: Written Plan Received 

Action Date: 11/24/2015 

Response Action Outcome: Not reported 


Action Type: Compliance and Enforcement Action 
Action Status: ACOP 

Action Date: 11/26/2012 

Response Action Outcome: Not reported 
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AA AUTO CLINIC (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Phase 2 

Completion Statement Received 
11/26/2014 

Not reported 


Phase 3 

Completion Statement Received 
11/26/2014 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
11/4/2010 

Not reported 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


U001006625 


A Notice sent to a Potentially Responsible Party (PRP) 


ALSENT 
3/10/2011 
Not reported 


Release Abatement Measure 
RMRINT 

4/1/2013 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
4/1/2013 

Not reported 


Release Abatement Measure 
RMRINT 

4/1/2015 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
4/1/2015 

Not reported 


Release Abatement Measure 
RMRINT 

4/15/2014 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
4/15/2014 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
4/3/2012 

Not reported 


Release Abatement Measure 
RMRINT 
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AA AUTO CLINIC (Continued) U001006625 
Action Date: 4/3/2012 
Response Action Outcome: Not reported 
Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 5/12/2010 
Response Action Outcome: Not reported 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 5/12/2010 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: Status or Interim Report Received 
Action Date: 5/17/2017 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: RMRINI 
Action Date: 5/24/2016 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: Status or Interim Report Received 
Action Date: 5/24/2016 
Response Action Outcome: Not reported 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 6/1/2010 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Written Plan Received 
Action Date: 7/1/2010 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: RMRINI 
Action Date: 7/12/2011 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 7/12/2011 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Level I - Technical Screen Audit 
Action Date: 7/2/2010 
Response Action Outcome: Not reported 
Action Type: Release Abatement Measure 
Action Status: Fee Received - FMCRA Use Only 
Action Date: 7/2/2010 
Response Action Outcome: Not reported 
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AA AUTO CLINIC (Continued) 
Action Type: Phase 1 
Action Status: Completion Statement Received 
Action Date: 9/17/2012 
Response Action Outcome: Not reported 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Tier Classification 

Transmittal, Notice, or Notification Received 
9/17/2012 

Not reported 


Phase 2 

Scope of Work Received 
9/17/2012 

Not reported 


Tier Classification 
Tier 2 Classification 
9/17/2012 

Not reported 


Release Abatement Measure 
RMRINT 

9/26/2012 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
9/26/2012 

Not reported 


Compliance and Enforcement Action 
Notice of Enforcement Conference 
9/4/2012 

Not reported 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
9/8/2011 

Not reported 


C9 THRU C12 ALIPHATIC HYDROCARBONS 
13000 micrograms per liter 

C5 THRU C8 ALIPHATIC HYDROCARBONS 
52000 micrograms per liter 

TOLUENE 

43000 micrograms per liter 

XYLENE 

17300 micrograms per liter 

C5 THRU C8 ALIPHATIC HYDROCARBONS 
390 milligrams per kilogram 

BENZENE 

21000 micrograms per liter 

NAPHTHALENE 

11 milligrams per kilogram 

C9 THRU C10 AROMATIC HYDROCARBONS 
310 milligrams per kilogram 


EDR ID Number 


EPA ID Number 


U001006625 
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Map ID 
Direction 
Distance 


Elevation 


Site 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 
Location Type: UNKNOWN 
Source: UNKNOWN 
Source: LINE 
Source: PIPE 
Source: HOSE 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


3-0032012 / RAO 

Not reported 

WATERTOWN 

02/20/2014 

TWO HR 

04/22/2014 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


Response Action Outcome - RAO 

Level | - Technical Screen Audit 
2/12/2015 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Release Disposition 

Reportable Release under MGL 21E 
2/20/2014 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Immediate Response Action 

Oral Approval of Plan or Action 
2/20/2014 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


RLFA 

FLDD1U 

2/20/2014 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


BOL 

Transmittal, Notice, or Notification Received 

3/11/2014 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
3/7/2014 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


BOL 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 
Action Status: SHPFAC 
Action Date: 4/10/2014 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Location Type: 
Source: 


ENFORCEMENT: 
Region: 
DEP Region: 
DEP Program: 
DEP Bureau: 
Program: 
Program Id: 
High Or Low Level Enforcement: 
FMF #: 
Comptroller Billing Name: 
Town Where Violation Occurred: 
Date Executed: 
ЕМЕ #: 
Document Type: 
AG Ref (Y/N): 
Doc Archived (Y/N): 
EJ Community (Y/N): 
Regional Comment: 
Final Payment Due Date: 
ACOP $: 
PAN $: 


NERO 
NERO 
3R 

BWSC 
BWSC 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

4/22/2014 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

4/22/2014 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNFE 

Transmittal, Notice, or Notification Received 

4/22/2014 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Completion Statement Received 

4/22/2014 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


GASOLINE 

30 gallons 
COMMERCIAL 
UNKNOWN 


3-0029267 


HLE 


Not reported 

Not reported 
Watertown 
11/26/2012 
ACOP-NE-12-3R009 


ACOP 


Not reported 
Not reported 


Y 


Not reported 
09/15/2013 


3000 


Not reported 
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Map ID | 


ЕМЕ #: 

Document Туре: 

AG Ref (Y/N): 

Doc Archived (Y/N): 
EJ Community (Y/N): 
Regional Comment: 
Final Payment Due Date: 
ACOP $: 

PAN $: 

EMS (Y/N): 

EMSS: 

SEP (Y/N): 

SEP $: 

Demand $: 
Suspended $: 
Ownership: 


Region: 

DEP Region: 

DEP Program: 

DEP Bureau: 

Program: 

Program Id: 

High Or Low Level Enforcement: 
FMF #: 

Comptroller Billing Name: 
Town Where Violation Occurred: 
Date Executed: 

ENF #: 

Document Type: 

AG Ref (Y/N): 

Doc Archived (Y/N): 

EJ Community (Y/N): 
Regional Comment: 

Final Payment Due Date: 
ACOP $: 

PAN $: 

EMS (Y/N): 


MAP FINDINGS 
Direction 
Distance 
Elevation Site 
AA AUTO CLINIC (Continued) 
EMS (Y/N): Not reported 
EMS$: Not reported 
SEP (Y/N): Not reported 
SEP $: Not reported 
Demand $: Not reported 
Suspended $: 27000 
Ownership: Commercially Owned 
Region: NERO 
DEP Region: NERO 
DEP Program: 3R 
DEP Bureau: BWSC 
Program: BWSC 
Program Id: 3-0029267 
High Or Low Level Enforcement: HLE 
FMF #: Not reported 
Comptroller Billing Name: Not reported 
Town Where Violation Occurred: Watertown 
Date Executed: 01/23/2012 


ACO-NE-11-3R005 
ACO 

Not reported 

Not reported 

Y 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 
Commercially Owned 


NERO 
NERO 

3A 

BWSC 
BWSC 
3-0029267 
LLE 

Not reported 
Not reported 
Not reported 
10/05/2011 
NON-NE-11-3A083A 
NON 

Not reported 
Not reported 
Y 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


U001006625 
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Map ID 
Direction 
Distance 


Elevation 


110 
East 
1/2-1 


0.865 mi. 


4568 ft. 


Relative: 


Higher 


Actual: 
102 ft. 


| МАР FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
AA AUTO CLINIC (Continued) U001006625 
EMS$: Not reported 
SEP (Y/N): Not reported 
SEP $: Not reported 
Demand $: Not reported 
Suspended $: Not reported 
Ownership: Commercially Owned 
Region: NERO 
DEP Region: NERO 
DEP Program: 3A 
DEP Bureau: BWSC 
Program: BWSC 
Program Id: 3-0029267 
High Or Low Level Enforcement: LLE 
FMF #: Not reported 
Comptroller Billing Name: Not reported 
Town Where Violation Occurred: Not reported 
Date Executed: 09/08/2011 
ЕМЕ #: NON-NE-11-3A083 
Document Type: NON 
AG Ref (Y/N): Not reported 
Doc Archived (Y/N): Not reported 
EJ Community (Y/N): Y 
Regional Comment: Not reported 
Final Payment Due Date: Not reported 
ACOP $: Not reported 
PAN $: Not reported 
EMS (Y/N): Not reported 
EMS$: Not reported 
SEP (Y/N): Not reported 
SEP $: Not reported 
Demand $: Not reported 
Suspended $: Not reported 
Ownership: Commercially Owned 


MA Financial Assurance 2: 
Description: 


Corporation or non-profit corporation 


ORCHARD ST 
917 BELMONT ST 
WATERTOWN, MA 


SHWS: 


MA SHWS 1001698242 
MA RELEASE N/A 
MA ASBESTOS 


Release Tracking Number/Current Status: 3-0018880 / RAO 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 


WATERTOWN 

10/25/1999 

TWO HR 

Not reported 

Response Action Outcome 
12/30/1999 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 

COMMERCIAL 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
ORCHARD ST (Continued) 1001698242 
Source: VEHICLE 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: DIESEL FUEL 
Quantity: 100 gallons 
Chemical: DIESEL FUEL 
Quantity: 150 gallons 
Actions: 
Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 10/25/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Oral Approval of Plan or Action 
Action Date: 10/25/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 11/30/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 12/16/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 12/29/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 12/30/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release: 
Release Tracking Number/Current Status: 3-0018880 / RAO 
Primary ID: Not reported 
Official City: WATERTOWN 
Notification: 10/25/1999 
Category: TWO HR 
Status Date: 12/30/1999 
Phase: Not reported 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


ORCHARD ST (Continued) 


Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) ЕРА ID Number 


1001698242 


A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 


ASBESTOS: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 


Release Disposition 

Reportable Release under MGL 21E 

10/25/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

10/25/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
11/30/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

12/16/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/29/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

12/30/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


DIESEL FUEL 
100 gallons 
DIESEL FUEL 
150 gallons 
COMMERCIAL 
VEHICLE 


Not reported 
Not reported 
Not reported 
09/17/2007 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
ORCHARD ST (Continued) 1001698242 
End Date: 09/28/2007 
Date Entered: Not reported 
Entry Date: 09/04/2007 
Quantity Materical Removed SF: 8000.00 
Quantity Material Removed LF: .00 
Project Description: Trns 
AR Tracking ID: 88058 
Super Lic Number: AS032151 
Monitor Lic Number: Not reported 
Lab Lic Number: AA000177 
Year: 2007 
Sticker Number: 100060815 
Form Type: ANF-001 
Fee Status: Exempt 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: OLD GREEK REVIVAL HOM 
Occupied: 0 
Contractor: AC000553 
Contract Type: WRITTEN 
Hours: Week days: 7AM-4PM Week end: 7AM-4PM 
Project Type: Renv 
Abatement Process: Giv, Clnp,Fcontain 
Location: Indoors 


FULL CONTAINMENT 
ACM WETTED IN DOUBLE BAGGED 6-MIL POLY DISPOSAL BAGS TAPED AND LABELED 


Decon Process: 
Disposal Methods: 


Facility Usage: Not reported 

Waiver Given: Not reported 

DEP Waiver Number: Not reported 

DLWD Waiver Number: Not reported 

Small Owner Occ: 5 

Owner Name: WALKER HOME & SCHOOL 


Owner Address: 1968 CENTRAL STREET 
Owner City: NEEDHAM, MA 

Owner State: MA 

On Site Manager Name: SAME 

On Site Manager Phone: Not reported 

Ins Comp: Not reported 

Policy Number: Not reported 

EXP Date: Not reported 

Facility Size: Not reported 

Transporter Name: MINERVA ENTERPRISES INC 
Transporter Address: 9000 MINERVA ROAD 
Transporter City: WAYNESBURG, OH 
Transporter State: Not reported 

Final Site: 39 

Certified Name: PABLO MORA 

Cert Sign Date: 09/04/2007 

Certified Company: EARTH ENVIRONMENTA 
Certified Phone: 9784236079 

Entered by: Not reported 


TC5505005.2s Page 915 


Map ID 
Direction 
Distance 


Elevation 


111 
West 
1/2-1 


0.871 mi. 


4600 ft. 
Relative: 
Lower 


Actual: 
49 ft. 


Site 


MAP FINDINGS 


COMMERCIAL PROPERTY 
135 LEXINGTON ST 
WALTHAM, MA 02452 


SHWS: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


EDR ID Number 
Database(s) EPA ID Number 


MA SHWS 5108476635 
MA RELEASE N/A 


3-0026696 / RAO 
WALTHAM 

04/02/2007 

120 DY 

Not reported 

Response Action Outcome 
04/30/2007 

Not reported 


B1- Remedial actions have not been conducted because a level of No 


Significant Risk exists. 
Oil 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


C9 THRU C18 ALIPHATIC HYDROCARBONS 
4000 micrograms per liter 


Response Action Outcome - RAO 

Level | - Technical Screen Audit 

12/17/2007 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


RNF 

Reportable Release under MGL 21E 

4/2/2007 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Release Disposition 

Reportable Release under MGL 21E 

4/2/2007 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

RAO Statement Received 

4/30/2007 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


A Notice sent to a Potentially Responsible Party (PRP) 


A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


5/7/2007 
Remedial actions have not been conducted because a level of No 
Significant Risk exists. 
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Map ID 
Direction 
Distance 


Elevation 


Site 


COMMERCIAL PROPERTY (Continued) 


MAP FINDINGS 


Release: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


5108476635 


3-0026696 / RAO 
Not reported 
WALTHAM 
04/02/2007 

120 DY 
04/30/2007 

Not reported 


B1 - Remedial actions have not been conducted because a level of No 


Significant Risk exists. 
Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

12/17/2007 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


RNF 

Reportable Release under MGL 21E 

4/2/2007 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Release Disposition 

Reportable Release under MGL 21E 

4/2/2007 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

RAO Statement Received 

4/30/2007 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


A Notice sent to a Potentially Responsible Party (PRP) 


A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


5/7/2007 
Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


C9 THRU C18 ALIPHATIC HYDROCARBONS 
4000 micrograms per liter 
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Map ID 
Direction 
Distance 


Elevation 


112 
ENE 
1/2-1 


0.878 mi. 


4634 ft. 


Relative: 
Higher 


Actual: 
83 ft. 


MAP FINDINGS 


STAR MARKET 
TRAPELO RD 
BELMONT, MA 02178 


SHWS: 
Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Location Type: 
Location Type: 


EDR ID Number 
Database(s) EPA ID Number 


MA SHWS 5100828199 
MA RELEASE N/A 


3-0003417 / RAO 
BELMONT 

04/15/1992 

NONE 

Not reported 

Response Action Outcome 
08/03/2000 

PHASE III 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 

FORMER 

COMMERCIAL 

FARM 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


PETROLEUM 
Not reported 


TREGS 

WAVSIG 

1/30/1992 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


TREGS 

WAVACC 

3/31/1992 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Transmittal, Notice, or Notification Received 

3/31/1992 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Valid Transition Site 

3/31/1992 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


TREGS 

WAVREC 

4/18/1991 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID 
Direction 
Distance 


Elevation 


Site 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
STAR MARKET (Continued) $100828199 
Action Type: Phase 2 
Action Status: Scope of Work Received 
Action Date: 6/7/1999 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


A permanent solution has been achieved. Contamination has not been 


reduced to background. 


Tier Classification 

Tier 2 Extension 

7/27/1998 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Tier Classification 

Tier 2 Classification 

7/27/1998 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Response Action Outcome - RAO 

RAO Statement Received 

8/3/2000 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Phase 2 

Completion Statement Received 
8/3/2000 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


3-0003417 / RAO 

Not reported 

BELMONT 

04/15/1992 

NONE 

08/03/2000 

PHASE III 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


TREGS 

WAVSIG 

1/30/1992 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


TREGS 

WAVACC 

3/31/1992 

A permanent solution has been achieved. Contamination has not been 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


STAR MARKET (Continued) 5100828199 


reduced to background. 


Action Type: Tier Classification 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 3/31/1992 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Release Disposition 
Action Status: Valid Transition Site 
Action Date: 3/31/1992 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: TREGS 
Action Status: WAVREC 
Action Date: 4/18/1991 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Phase 2 
Action Status: Scope of Work Received 
Action Date: 6/7/1999 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Tier Classification 
Action Status: Tier 2 Extension 
Action Date: 7/27/1998 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Tier Classification 
Action Status: Tier 2 Classification 
Action Date: 7/27/1998 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 8/3/2000 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Phase 2 
Action Status: Completion Statement Received 
Action Date: 8/3/2000 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Chemicals: 
Chemical: PETROLEUM 
Quantity: Not reported 
Location Type: FORMER 
Location Type: COMMERCIAL 
Location Type: FARM 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


R113 
SSW 
1/2-1 


0.880 mi. 


4646 ft. 
Relative: 
Lower 


Actual: 
39 ft. 


MAP FINDINGS 


SEYON ST 
85 RIVER ST 
WALTHAM, MA 02453 


Site 1 of 6 in cluster R 


SHWS: 
Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Source: 


3-0019359 / RAONR 
WALTHAM 
03/14/2000 

72 HR 

Not reported 


Response Action Outcome Not Required 


01/16/2001 

Not reported 
Oil 
COMMERCIAL 
UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


PETROLEUM BASED OIL 
8 inches 

NAPL 

7 inches 


Immediate Response Action 


Status or Interim Report Received 


1/11/2002 
Not reported 


Immediate Response Action 


Imminent Hazard Evaluation Received 


1/11/2002 
Not reported 


Immediate Response Action 


Completion Statement Received 


1/16/2001 
Not reported 


RAO Not Required 


Linked to a Tier Classified Site 


1/16/2001 
Not reported 


Tier Classification 


EDR ID Number 


Database(s) EPA ID Number 


MA SHWS 5104000603 
MA RELEASE N/A 
MA HW GEN 


RTN Linked to TCLASS Via Tier Classification Submittal 


1/16/2001 
Not reported 


Immediate Response Action 
Written Approval of Plan 
1/29/2001 

Not reported 


TC5505005.2s Page 921 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 
Status or Interim Report Received 
1/31/2005 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
1/31/2005 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
1/31/2006 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
1/31/2007 

Not reported 


Immediate Response Action 
RMRINI 

1/31/2007 

Not reported 


Tier Classification 
Permit Effective Date 
10/10/2000 

Not reported 


Immediate Response Action 
Completion Statement Received 
10/3/2007 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
11/3/2000 

Not reported 


Immediate Response Action 
Written Plan Received 
12/11/2000 

Not reported 


Immediate Response Action 
Written Approval of Plan 
2/18/2005 

Not reported 


Immediate Response Action 
IRA Assessment Only 
3/14/2000 

Not reported 


Release Disposition 
Reportable Release under MGL 21E 


EDR ID Number 


Database(s) EPA ID Number 


5104000603 


ТС5505005.25 Page 922 


Map ID 
Direction 
Distance 


Elevation 


Site 


| МАР FINDINGS 
EDR ID Number 
Database(s) ЕРА ID Number 
SEYON ST (Continued) $104000603 
Action Date: 3/14/2000 
Response Action Outcome: Not reported 
Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 3/19/2009 
Response Action Outcome: Not reported 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Release Disposition 

Reportable Release under MGL 21E 
3/19/2009 

Not reported 


Tier Classification 

Permit Extension Received 
3/24/2006 

Not reported 


Tier Classification 
Tier 1C Classification 
3/31/2000 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
3/31/2000 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
3/31/2000 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
4/11/2000 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
4/11/2000 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
4/11/2001 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
4/4/2003 

Not reported 


RNF 

Reportable Release under MGL 21E 
5/16/2000 

Not reported 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 
Written Plan Received 
5/16/2000 

Not reported 


Immediate Response Action 


Modified Revised or Updated Plan Received 


5/28/2004 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


5/28/2004 
Not reported 


Tier Classification 


EDR ID Number 


Database(s) EPA ID Number 


5104000603 


RTN Linked to TCLASS Via Tier Classification Submittal 


5/29/2001 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


5/29/2001 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


5/29/2003 
Not reported 


Immediate Response Action 


Completion Statement Received 


5/29/2003 
Not reported 


Immediate Response Action 


Imminent Hazard Evaluation Received 


5/29/2003 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


7/7/2004 
Not reported 


Immediate Response Action 


Modified Revised or Updated Plan Received 


7/9/2001 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


7/9/2001 
Not reported 


Immediate Response Action 


Imminent Hazard Evaluation Received 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 


7/9/2001 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/3/2007 

Not reported 


Immediate Response Action 
RMRINI 

8/3/2007 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/8/2005 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/8/2006 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
9/28/2004 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/5/2002 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/5/2003 

Not reported 


Immediate Response Action 


Modified Revised or Updated Plan Received 


9/5/2003 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/7/2004 

Not reported 


3-0018555 / RAONR 
WALTHAM 
07/22/1999 

120 DY 

Not reported 


Response Action Outcome Not Required 


10/10/2000 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5104000603 


ТС5505005.25 Раде 925 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Response Action Outcome: 
Oil Or Haz Material: 


Database(s) 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


TETRACHLOROETHENE 
5.57 milligrams per kilogram 
TRICHLOROETHENE 

48.9 milligrams per kilogram 


Immediate Response Action 
Status or Interim Report Received 
1/11/2002 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
1/11/2002 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
1/16/2001 

Not reported 


Immediate Response Action 
Written Approval of Plan 
1/29/2001 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
1/31/2005 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
1/31/2005 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
1/31/2006 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
1/31/2007 

Not reported 


Immediate Response Action 
RMRINI 

1/31/2007 

Not reported 


EDR ID Number 


EPA ID Number 


5104000603 


ТС5505005.25 Раде 926 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Tier Classification 
Permit Effective Date 
10/10/2000 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
10/10/2000 

Not reported 


Immediate Response Action 
Completion Statement Received 
10/3/2007 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
10/5/1999 

Not reported 


Downgradient Property Status 
Fee Received - FMCRA Use Only 
11/28/1997 

Not reported 


Downgradient Property Status 

Revised Statement or Transmittal Received 
11/8/1999 

Not reported 


Downgradient Property Status 

Transmittal, Notice, or Notification Received 
12/11/1997 

Not reported 


Immediate Response Action 
Written Plan Received 
12/11/2000 

Not reported 


Immediate Response Action 
Written Approval of Plan 
2/18/2005 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5104000603 


А Notice sent to а Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


2/8/2000 
Not reported 


Release Disposition 

Reportable Release under MGL 21E 
3/19/2009 

Not reported 


RLFA 
FOLOFF 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


3/19/2009 
Not reported 


Tier Classification 

Permit Extension Received 
3/24/2006 

Not reported 


Tier Classification 


Transmittal, Notice, or Notification Received 


3/31/2000 
Not reported 


Tier Classification 


EDR ID Number 


Database(s) ЕРА ID Number 


5104000603 


RTN Linked to TCLASS Via Tier Classification Submittal 


3/31/2000 
Not reported 


Tier Classification 
Tier 1C Classification 
3/31/2000 

Not reported 


RAO Not Required 


Linked to a Tier Classified Site 


3/31/2000 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


4/11/2001 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


4/4/2003 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


5/28/2004 
Not reported 


Immediate Response Action 


Modified Revised or Updated Plan Received 


5/28/2004 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


5/29/2001 
Not reported 


Tier Classification 


RTN Linked to TCLASS Via Tier Classification Submittal 


5/29/2001 
Not reported 


TC5505005.2s Page 928 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 
Completion Statement Received 
5/29/2003 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
5/29/2003 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
5/29/2003 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
7/22/1999 

Not reported 


RNF 

Reportable Release under MGL 21E 
7/22/1999 

Not reported 


Downgradient Property Status 
Action Status or AUL Terminated 
7/27/2000 

Not reported 


An activity type that is related to an Audit 
Notice of Non-compliance related to an Audit 
7/27/2000 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
7/7/2004 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
7/9/2001 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
7/9/2001 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
7/9/2001 

Not reported 


Immediate Response Action 
Status or Interim Report Received 


EDR ID Number 


Database(s) ЕРА ID Number 


5104000603 


ТС5505005.25 Page 929 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Release: 


Release Tracking Number/Current Status: 


Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 


8/3/2007 
Not reported 


Immediate Response Action 
RMRINI 

8/3/2007 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/8/2005 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/8/2006 

Not reported 


Release Disposition 

Release Notification Retraction 
9/20/1999 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
9/28/2004 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/5/2002 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/5/2003 

Not reported 


Immediate Response Action 


Modified Revised or Updated Plan Received 


9/5/2003 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/7/2004 

Not reported 


3-0018555 / RAONR 
Not reported 
WALTHAM 
07/22/1999 

120 DY 

10/10/2000 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5104000603 


ТС5505005.25 Раде 930 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Response Action Outcome: 
Oil / Haz Material Type: 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


Immediate Response Action 
Status or Interim Report Received 
1/11/2002 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
1/11/2002 

Not reported 


Tier Classification 


EDR ID Number 


Database(s) ЕРА ID Number 


5104000603 


RTN Linked to TCLASS Via Tier Classification Submittal 


1/16/2001 
Not reported 


Immediate Response Action 
Written Approval of Plan 
1/29/2001 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
1/31/2005 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
1/31/2005 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
1/31/2006 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
1/31/2007 

Not reported 


Immediate Response Action 
RMRINI 

1/31/2007 

Not reported 


Tier Classification 
Permit Effective Date 
10/10/2000 

Not reported 


RAO Not Required 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Linked to a Tier Classified Site 
10/10/2000 
Not reported 


Immediate Response Action 
Completion Statement Received 
10/3/2007 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
10/5/1999 

Not reported 


Downgradient Property Status 
Fee Received - FMCRA Use Only 
11/28/1997 

Not reported 


Downgradient Property Status 


Revised Statement or Transmittal Received 


11/8/1999 
Not reported 


Downgradient Property Status 


Transmittal, Notice, or Notification Received 


12/11/1997 
Not reported 


Immediate Response Action 
Written Plan Received 
12/11/2000 

Not reported 


Immediate Response Action 
Written Approval of Plan 
2/18/2005 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5104000603 


А Notice sent to а Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


2/8/2000 
Not reported 


Release Disposition 

Reportable Release under MGL 21E 
3/19/2009 

Not reported 


RLFA 
FOLOFF 
3/19/2009 
Not reported 


Tier Classification 
Permit Extension Received 
3/24/2006 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Database(s) 


Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
3/31/2000 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
3/31/2000 

Not reported 


Tier Classification 
Tier 1C Classification 
3/31/2000 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
3/31/2000 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
4/11/2001 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
4/4/2003 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
5/28/2004 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
5/28/2004 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
5/29/2001 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
5/29/2001 

Not reported 


Immediate Response Action 
Completion Statement Received 
5/29/2003 

Not reported 


EDR ID Number 


EPA ID Number 


5104000603 


ТС5505005.25 Раде 933 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 
Status or Interim Report Received 
5/29/2003 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
5/29/2003 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
7/22/1999 

Not reported 


RNF 

Reportable Release under MGL 21E 
7/22/1999 

Not reported 


Downgradient Property Status 
Action Status or AUL Terminated 
7/27/2000 

Not reported 


An activity type that is related to an Audit 
Notice of Non-compliance related to an Audit 
7/27/2000 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
7/7/2004 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
7/9/2001 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
7/9/2001 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
7/9/2001 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/3/2007 

Not reported 


Immediate Response Action 
RMRINI 


EDR ID Number 


Database(s) ЕРА ID Number 


5104000603 


ТС5505005.25 Раде 934 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


8/3/2007 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/8/2005 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/8/2006 

Not reported 


Release Disposition 

Release Notification Retraction 
9/20/1999 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
9/28/2004 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/5/2002 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/5/2003 

Not reported 


Immediate Response Action 


Modified Revised or Updated Plan Received 


9/5/2003 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/7/2004 

Not reported 


TETRACHLOROETHENE 
5.57 milligrams per kilogram 
TRICHLOROETHENE 

48.9 milligrams per kilogram 


3-0019359 / RAONR 
Not reported 
WALTHAM 
03/14/2000 

72 HR 

01/16/2001 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5104000603 


ТС5505005.25 Раде 935 


Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


SEYON ST (Continued) 


Oil / Haz Material Type: 


Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 1/11/2002 


Response Action Outcome: 


Not reported 


Action Type: Immediate Response Action 
Action Status: Imminent Hazard Evaluation Received 
Action Date: 1/11/2002 


Response Action Outcome: 


Not reported 


Action Type: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 1/16/2001 

Response Action Outcome: Not reported 


Action Type: RAO Not Required 

Action Status: Linked to a Tier Classified Site 
Action Date: 1/16/2001 

Response Action Outcome: Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5104000603 


Action Туре: Tier Classification 

Action Status: RTN Linked to TCLASS Via Tier Classification Submittal 
Action Date: 1/16/2001 

Response Action Outcome: Not reported 


Action Type: Immediate Response Action 
Action Status: Written Approval of Plan 
Action Date: 1/29/2001 

Response Action Outcome: Not reported 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 1/31/2005 


Response Action Outcome: 


Not reported 


Action Type: Immediate Response Action 
Action Status: Modified Revised or Updated Plan Received 
Action Date: 1/31/2005 


Response Action Outcome: 


Not reported 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 1/31/2006 


Response Action Outcome: 


Not reported 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 1/31/2007 


Response Action Outcome: 


Action Type: 
Action Status: 


Not reported 


Immediate Response Action 
RMRINI 


TC5505005.2s Page 936 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


1/31/2007 
Not reported 


Tier Classification 
Permit Effective Date 
10/10/2000 

Not reported 


Immediate Response Action 
Completion Statement Received 
10/3/2007 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
11/3/2000 

Not reported 


Immediate Response Action 
Written Plan Received 
12/11/2000 

Not reported 


Immediate Response Action 
Written Approval of Plan 
2/18/2005 

Not reported 


Immediate Response Action 
IRA Assessment Only 
3/14/2000 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
3/14/2000 

Not reported 


RLFA 
FOLOFF 
3/19/2009 
Not reported 


Release Disposition 

Reportable Release under MGL 21E 
3/19/2009 

Not reported 


Tier Classification 

Permit Extension Received 
3/24/2006 

Not reported 


Tier Classification 
Tier 1C Classification 
3/31/2000 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5104000603 


ТС5505005.25 Page 937 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Tier Classification 


Transmittal, Notice, or Notification Received 


3/31/2000 
Not reported 


Tier Classification 


EDR ID Number 


Database(s) EPA ID Number 


5104000603 


RTN Linked to TCLASS Via Tier Classification Submittal 


3/31/2000 
Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 


4/11/2000 
Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


4/11/2000 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


4/11/2001 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


4/4/2003 
Not reported 


RNF 


Reportable Release under MGL 21E 


5/16/2000 
Not reported 


Immediate Response Action 
Written Plan Received 
5/16/2000 

Not reported 


Immediate Response Action 


Modified Revised or Updated Plan Received 


5/28/2004 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


5/28/2004 
Not reported 


Tier Classification 


RTN Linked to TCLASS Via Tier Classification Submittal 


5/29/2001 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


TC5505005.2s Page 938 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


5/29/2001 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
5/29/2003 

Not reported 


Immediate Response Action 
Completion Statement Received 
5/29/2003 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
5/29/2003 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
7/7/2004 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
7/9/2001 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
7/9/2001 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
7/9/2001 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/3/2007 

Not reported 


Immediate Response Action 
RMRINI 

8/3/2007 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/8/2005 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/8/2006 

Not reported 


EDR ID Number 


Database(s) ЕРА ID Number 


5104000603 


ТС5505005.25 Раде 939 


Map ID 
Direction 
Distance 


Elevation 


R114 
SSW 
1/2-1 
0.880 mi. 
4646 ft. 


Relative: 
Lower 


Actual: 
39 ft. 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 


HW GEN: 


EPA Id: 
RCRA Generator Status: 
State Generator Status: 


EDR ID Number 
Database(s) ЕРА ID Number 


5104000603 


Release Disposition 

Reportable Release under MGL 21E 
9/28/2004 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/5/2002 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/5/2003 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
9/5/2003 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/7/2004 

Not reported 


PETROLEUM BASED OIL 
8 inches 

NAPL 

7 inches 

COMMERCIAL 
UNKNOWN 


MAR000520866 
VSQG 
Not reported 


SEYON ST 
49 TO 59 AND 85 RIVER ST 
WALTHAM, MA 02453 


Site 2 of 6 in cluster R 


SHWS: 
Release Tracking Number/Current Status: 3-0018073 / RAO 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 


MA SHWS 5104847461 
MA RELEASE N/A 


WALTHAM 

03/11/1999 

120 DY 

3-0018073 

Response Action Outcome 
05/31/2007 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 

COMMERCIAL 


TC5505005.2s Page 940 


Map ID 
Direction 
Distance 


Elevation 


Site 


SEYON ST (Continued) 


Source: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
5104847461 
UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


TPH 
45 milligrams per liter 


Immediate Response Action 

Imminent Hazard Evaluation Received 

1/11/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Status or Interim Report Received 

1/11/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 

1/16/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 2 

Scope of Work Received 

1/16/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Written Approval of Plan 

1/29/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Compliance and Enforcement Action 

Notice of Non-Compliance Issued 

1/29/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 3 

Completion Statement Received 

1/3/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 2 

Completion Statement Received 

1/3/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


TC5505005.2s Page 941 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Immediate Response Action 
Status or Interim Report Received 
1/31/2005 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 


Database(s) 


EDR ID Number 
EPA ID Number 


5104847461 


Contamination has not been 


Modified Revised or Updated Plan Received 


1/31/2005 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
1/31/2006 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
RMRINI 
1/31/2007 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
1/31/2007 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 
Permit Effective Date 
10/10/2000 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Completion Statement Received 
10/3/2007 


A permanent solution has been achieved. 


reduced to background. 


Compliance and Enforcement Action 
NORA 
10/4/2004 


A permanent solution has been achieved. 


reduced to background. 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
10/4/2004 


A permanent solution has been achieved. 


reduced to background. 


Phase 4 
Status or Interim Report Received 
12/1/2006 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


TC5505005.2s Page 942 


Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


SEYON ST (Continued) 5104847461 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Immediate Response Action 
Action Status: Written Plan Received 
Action Date: 12/11/2000 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Compliance and Enforcement Action 
Action Status: ACOP 
Action Date: 12/22/2004 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Compliance and Enforcement Action 
Action Status: RFI 
Action Date: 12/23/2004 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: RLFA 
Action Status: FOLFLD 
Action Date: 2/1/2006 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Immediate Response Action 
Action Status: Written Approval of Plan 
Action Date: 2/18/2005 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Compliance and Enforcement Action 
Action Status: Interim Deadline Letter Issued 
Action Date: 3/11/1999 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 3/11/1999 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 3/11/1999 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Tier Classification 
Action Status: Permit Extension Received 
Action Date: 3/24/2006 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Contamination has not been 


Contamination has not been 


TC5505005.2s Page 943 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


5104847461 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Tier Classification 

Transmittal, Notice, or Notification Received 

3/31/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 1 

Completion Statement Received 

3/31/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Tier 1C Classification 

3/31/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 

3/31/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Status or Interim Report Received 

4/11/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 3 

Revised Statement or Transmittal Received 

4/13/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 2 

Revised Statement or Transmittal Received 

4/13/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Status or Interim Report Received 

4/4/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 2 

Scope of Work Received 

5/16/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 
Reportable Release under MGL 21E 
5/17/2004 


TC5505005.2s Page 944 


Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
SEYON ST (Continued) 5104847461 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 5/28/2004 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Modified Revised or Updated Plan Received 
Action Date: 5/28/2004 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 5/29/2001 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Tier Classification 
Action Status: RTN Linked to TCLASS Via Tier Classification Submittal 
Action Date: 5/29/2001 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 5/29/2001 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Imminent Hazard Evaluation Received 
Action Date: 5/29/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 5/29/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 5/29/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 5/31/2007 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


TC5505005.2s Page 945 


Map ID 
Direction 
Distance 


Elevation 


Site 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
SEYON ST (Continued) 5104847461 
Action Туре: Phase 4 
Action Status: Completion Statement Received 
Action Date: 5/31/2007 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 4 

Written Plan Received 

6/1/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

6/15/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLOFF 

6/15/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Status or Interim Report Received 

7/7/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Modified Revised or Updated Plan Received 

7/9/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Imminent Hazard Evaluation Received 

7/9/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Status or Interim Report Received 

7/9/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLOFF 

8/22/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
8/3/2007 


TC5505005.2s Page 946 


Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
SEYON ST (Continued) 5104847461 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: RMRINI 
Action Date: 8/3/2007 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 8/8/2005 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 8/8/2006 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 9/28/2004 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 9/5/2002 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Modified Revised or Updated Plan Received 
Action Date: 9/5/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 9/5/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 9/7/2004 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: BWS03 
Action Status: APPROV 
Action Date: Not reported 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID 
Direction 
Distance 


Elevation 


Site 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
SEYON ST (Continued) 5104847461 
Action Type: BWS20 
Action Status: APPROV 
Action Date: Not reported 


Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Source: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0020080 / RAONR 
WALTHAM 
11/07/2000 

TWO HR 

Not reported 
Response Action Outcome Not Required 
05/29/2001 

Not reported 
Hazardous Material 
COMMERCIAL 
UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


TRICHLOROETHYLENE 
Not reported 

PCE 

Not reported 

TCE 

11 gallons 

PCE 

4.9 gallons 


Immediate Response Action 
Status or Interim Report Received 
1/11/2002 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
1/11/2002 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
1/16/2001 

Not reported 


Immediate Response Action 
Written Approval of Plan 
1/29/2001 

Not reported 


Immediate Response Action 


Status or Interim Report Received 
1/31/2005 


TC5505005.2s Page 948 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


SEYON ST (Continued) 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Not reported 


Immediate Response Action 


Modified Revised or Updated Plan Received 


1/31/2005 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
1/31/2006 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
1/31/2007 

Not reported 


Immediate Response Action 
RMRINI 

1/31/2007 

Not reported 


Tier Classification 
Permit Effective Date 
10/10/2000 

Not reported 


RLFA 
FOLOFF 
10/13/2004 
Not reported 


Compliance and Enforcement Action 
Notice of Enforcement Conference 
10/18/2004 

Not reported 


RLFA 
FOLFLD 
10/19/2004 
Not reported 


RLFA 
FLDRAN 
10/19/2004 
Not reported 


RLFA 
FOLOFF 
10/21/2004 
Not reported 


Immediate Response Action 
Completion Statement Received 
10/3/2007 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5104847461 


ТС5505005.25 Раде 949 


Map ID 
Direction 
Distance 


Elevation 


Site 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
SEYON ST (Continued) 5104847461 
Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 10/4/2004 
Response Action Outcome: Not reported 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
10/4/2004 

Not reported 


Compliance and Enforcement Action 
NORA 

10/4/2004 

Not reported 


RLFA 
FLDRAN 
10/7/2004 
Not reported 


RLFA 
FLDRAN 
11/29/2004 
Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
11/7/2000 

Not reported 


Compliance and Enforcement Action 
NORA 

11/7/2000 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
11/7/2000 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
11/7/2000 

Not reported 


Immediate Response Action 
Written Plan Received 
12/11/2000 

Not reported 


RNF 

Reportable Release under MGL 21E 
12/11/2000 

Not reported 


RLFA 
FOLOFF 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


12/13/2004 
Not reported 


Compliance and Enforcement Action 
RFI 

12/23/2004 

Not reported 


RLFA 
FOLOFF 
12/29/2004 
Not reported 


RLFA 
FOLOFF 
12/7/2004 
Not reported 


Immediate Response Action 
Written Approval of Plan 
2/18/2005 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
2/18/2005 

Not reported 


RLFA 
FLDDO 
2/22/2006 
Not reported 


RLFA 
FOLOFF 
3/10/2005 
Not reported 


Release Disposition 

Reportable Release under MGL 21E 
3/19/2009 

Not reported 


RLFA 
FOLOFF 
3/19/2009 
Not reported 


Tier Classification 

Permit Extension Received 
3/24/2006 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
3/29/2002 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5104847461 


ТС5505005.25 Раде 951 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Database(s) 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
3/31/2000 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
3/31/2000 

Not reported 


Tier Classification 
Tier 1C Classification 
3/31/2000 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
3/7/2002 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
4/11/2001 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
4/4/2003 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
5/17/2004 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
5/28/2004 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
5/28/2004 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
5/29/2001 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
5/29/2001 

Not reported 


Immediate Response Action 
Status or Interim Report Received 


EDR ID Number 


EPA ID Number 


5104847461 


ТС5505005.25 Раде 952 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


5/29/2001 
Not reported 


Immediate Response Action 
Completion Statement Received 
5/29/2003 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
5/29/2003 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
5/29/2003 

Not reported 


Compliance and Enforcement Action 
NORA 

5/7/2004 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
5/7/2004 

Not reported 


RLFA 
FOLFLD 
6/17/2004 
Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
6/18/2004 

Not reported 


RLFA 
FOLFLD 
7/22/2002 
Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
7/28/2004 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
7/7/2004 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
7/9/2001 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5104847461 


ТС5505005.25 Раде 953 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 

Imminent Hazard Evaluation Received 
7/9/2001 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
7/9/2001 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
8/1/2003 

Not reported 


Immediate Response Action 
RMRINI 

8/3/2007 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/3/2007 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/8/2005 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/8/2006 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
9/23/2003 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
9/28/2004 

Not reported 


RLFA 
FOLOFF 
9/28/2004 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/5/2002 

Not reported 


Immediate Response Action 
Status or Interim Report Received 


EDR ID Number 


Database(s) EPA ID Number 


5104847461 


ТС5505005.25 Page 954 


Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
SEYON ST (Continued) 5104847461 
Action Date: 9/5/2003 


Response Action Outcome: 


Not reported 


Action Type: Immediate Response Action 

Action Status: Modified Revised or Updated Plan Received 
Action Date: 9/5/2003 

Response Action Outcome: Not reported 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 9/7/2004 

Response Action Outcome: Not reported 


Release: 
Release Tracking Number/Current Status: 3-0018073 / RAO 
Primary ID: 3-0018073 
Official City: WALTHAM 
Notification: 03/11/1999 
Category: 120 DY 
Status Date: 05/31/2007 
Phase: Not reported 


Response Action Outcome: 


Oil / Haz Material Type: 


A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Immediate Response Action 
Action Status: Imminent Hazard Evaluation Received 
Action Date: 1/11/2002 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 1/11/2002 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Tier Classification 
Action Status: RTN Linked to TCLASS Via Tier Classification Submittal 
Action Date: 1/16/2001 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Phase 2 
Action Status: Scope of Work Received 
Action Date: 1/16/2001 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Written Approval of Plan 
Action Date: 1/29/2001 


TC5505005.2s Page 955 


Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


SEYON ST (Continued) 5104847461 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Compliance and Enforcement Action 
Action Status: Notice of Non-Compliance Issued 
Action Date: 1/29/2003 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Phase 3 
Action Status: Completion Statement Received 
Action Date: 1/3/2006 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Phase 2 
Action Status: Completion Statement Received 
Action Date: 1/3/2006 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 1/31/2005 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Action Type: Immediate Response Action 
Action Status: Modified Revised or Updated Plan Received 
Action Date: 1/31/2005 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 1/31/2006 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Immediate Response Action 
Action Status: RMRINI 
Action Date: 1/31/2007 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 1/31/2007 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Tier Classification 
Action Status: Permit Effective Date 
Action Date: 10/10/2000 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Immediate Response Action 
Completion Statement Received 
10/3/2007 


A permanent solution has been achieved. 


reduced to background. 


Compliance and Enforcement Action 
NORA 
10/4/2004 


A permanent solution has been achieved. 


reduced to background. 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
10/4/2004 


A permanent solution has been achieved. 


reduced to background. 


Phase 4 
Status or Interim Report Received 
12/1/2006 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Written Plan Received 
12/11/2000 


A permanent solution has been achieved. 


reduced to background. 


Compliance and Enforcement Action 
ACOP 
12/22/2004 


A permanent solution has been achieved. 


reduced to background. 


Compliance and Enforcement Action 
RFI 
12/23/2004 


A permanent solution has been achieved. 


reduced to background. 


RLFA 
FOLFLD 
2/1/2006 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Written Approval of Plan 
2/18/2005 


A permanent solution has been achieved. 


reduced to background. 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
3/11/1999 


Database(s) 


EDR ID Number 
EPA ID Number 


5104847461 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


TC5505005.2s Page 957 


Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
SEYON ST (Continued) 5104847461 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

3/11/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
3/11/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Permit Extension Received 

3/24/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Transmittal, Notice, or Notification Received 

3/31/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 1 

Completion Statement Received 

3/31/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Tier 1C Classification 

3/31/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 

3/31/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Status or Interim Report Received 

4/11/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 3 

Revised Statement or Transmittal Received 

4/13/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


TC5505005.2s Page 958 


Map ID 
Direction 
Distance 


Elevation 


Site 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
SEYON ST (Continued) 5104847461 
Action Type: Phase 2 
Action Status: Revised Statement or Transmittal Received 
Action Date: 4/13/2006 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Status or Interim Report Received 

4/4/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 2 

Scope of Work Received 

5/16/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

5/17/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Status or Interim Report Received 

5/28/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Modified Revised or Updated Plan Received 

5/28/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Status or Interim Report Received 

5/29/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 

5/29/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

5/29/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 
Imminent Hazard Evaluation Received 
5/29/2003 


TC5505005.2s Page 959 


Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


SEYON ST (Continued) 5104847461 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 5/29/2003 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 5/29/2003 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 5/31/2007 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Phase 4 
Action Status: Completion Statement Received 
Action Date: 5/31/2007 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Phase 4 
Action Status: Written Plan Received 
Action Date: 6/1/2006 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 6/15/2006 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 6/15/2006 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 7/7/2004 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Action Type: Immediate Response Action 
Action Status: Modified Revised or Updated Plan Received 
Action Date: 7/9/2001 


Response Action Outcome: 


A permanent solution has been achieved. 


reduced to background. 


Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


5104847461 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Immediate Response Action 
Imminent Hazard Evaluation Received 
7/9/2001 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
7/9/2001 


A permanent solution has been achieved. 


reduced to background. 


RLFA 
FOLOFF 
8/22/2006 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
8/3/2007 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
RMRINI 
8/3/2007 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
8/8/2005 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
8/8/2006 


A permanent solution has been achieved. 


reduced to background. 


Release Disposition 
Reportable Release under MGL 21E 
9/28/2004 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
9/5/2002 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Modified Revised or Updated Plan Received 


9/5/2003 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


SEYON ST (Continued) 5104847461 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Location Type: 
Source: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 

Oil / Haz Material Type: 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
9/5/2003 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
9/7/2004 


A permanent solution has been achieved. 


reduced to background. 


BWS03 
APPROV 
Not reported 


A permanent solution has been achieved. 


reduced to background. 


BWS20 
APPROV 
Not reported 


A permanent solution has been achieved. 


reduced to background. 


TPH 

45 milligrams per liter 
COMMERCIAL 
UNKNOWN 


3-0020080 / RAONR 
Not reported 
WALTHAM 
11/07/2000 

TWO HR 

05/29/2001 

Not reported 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Immediate Response Action 
Status or Interim Report Received 
1/11/2002 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
1/11/2002 

Not reported 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Database(s) 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
1/16/2001 

Not reported 


Immediate Response Action 
Written Approval of Plan 
1/29/2001 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
1/31/2005 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
1/31/2005 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
1/31/2006 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
1/31/2007 

Not reported 


Immediate Response Action 
RMRINI 

1/31/2007 

Not reported 


Tier Classification 
Permit Effective Date 
10/10/2000 

Not reported 


RLFA 
FOLOFF 
10/13/2004 
Not reported 


Compliance and Enforcement Action 
Notice of Enforcement Conference 
10/18/2004 

Not reported 


RLFA 
FOLFLD 
10/19/2004 
Not reported 


RLFA 
FLDRAN 


EDR ID Number 


EPA ID Number 


5104847461 


ТС5505005.25 Раде 963 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 

SEYON ST (Continued) 

Action Date: 10/19/2004 

Response Action Outcome: Not reported 

Action Type: RLFA 

Action Status: FOLOFF 

Action Date: 10/21/2004 

Response Action Outcome: Not reported 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Immediate Response Action 


Completion Statement Received 


10/3/2007 
Not reported 


RLFA 
FOLOFF 
10/4/2004 
Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 


10/4/2004 
Not reported 


Compliance and Enforcement Action 


NORA 
10/4/2004 
Not reported 


RLFA 
FLDRAN 
10/7/2004 
Not reported 


RLFA 
FLDRAN 
11/29/2004 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5104847461 


А Notice sent to а Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


11/7/2000 
Not reported 


Compliance and Enforcement Action 


NORA 
11/7/2000 
Not reported 


Release Disposition 


Reportable Release under MGL 21E 


11/7/2000 
Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 


11/7/2000 
Not reported 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 
Written Plan Received 
12/11/2000 

Not reported 


RNF 

Reportable Release under MGL 21E 
12/11/2000 

Not reported 


RLFA 
FOLOFF 
12/13/2004 
Not reported 


Compliance and Enforcement Action 
RFI 

12/23/2004 

Not reported 


RLFA 
FOLOFF 
12/29/2004 
Not reported 


RLFA 
FOLOFF 
12/7/2004 
Not reported 


Immediate Response Action 
Written Approval of Plan 
2/18/2005 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
2/18/2005 

Not reported 


RLFA 
FLDDO 
2/22/2006 
Not reported 


RLFA 
FOLOFF 
3/10/2005 
Not reported 


Release Disposition 

Reportable Release under MGL 21E 
3/19/2009 

Not reported 


RLFA 
FOLOFF 


EDR ID Number 


Database(s) EPA ID Number 


5104847461 


ТС5505005.25 Раде 965 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


3/19/2009 
Not reported 


Tier Classification 

Permit Extension Received 
3/24/2006 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
3/29/2002 

Not reported 


Tier Classification 


EDR ID Number 


Database(s) EPA ID Number 


5104847461 


RTN Linked to TCLASS Via Tier Classification Submittal 


3/31/2000 
Not reported 


Tier Classification 


Transmittal, Notice, or Notification Received 


3/31/2000 
Not reported 


Tier Classification 
Tier 1C Classification 
3/31/2000 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
3/7/2002 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
4/11/2001 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
4/4/2003 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
5/17/2004 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
5/28/2004 

Not reported 


Immediate Response Action 


Modified Revised or Updated Plan Received 


5/28/2004 
Not reported 


TC5505005.2s Page 966 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Database(s) 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
5/29/2001 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
5/29/2001 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
5/29/2001 

Not reported 


Immediate Response Action 
Completion Statement Received 
5/29/2003 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
5/29/2003 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
5/29/2003 

Not reported 


Compliance and Enforcement Action 
NORA 

5/7/2004 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
5/7/2004 

Not reported 


RLFA 
FOLFLD 
6/17/2004 
Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
6/18/2004 

Not reported 


RLFA 
FOLFLD 
7/22/2002 
Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 


EDR ID Number 


EPA ID Number 


5104847461 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


7/28/2004 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
7/7/2004 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
7/9/2001 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
7/9/2001 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
7/9/2001 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
8/1/2003 

Not reported 


Immediate Response Action 
RMRINI 

8/3/2007 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/3/2007 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/8/2005 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/8/2006 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
9/23/2003 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
9/28/2004 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5104847461 


ТС5505005.25 Раде 968 


Map ID 
Direction 
Distance 


Elevation 


R115 
SSW 
1/2-1 


0.880 mi. 


4646 ft. 


Relative: 


Lower 


Actual: 
39 ft. 


| МАР FINDINGS 

Site Database(s) 
SEYON ST (Continued) 

Action Type: RLFA 

Action Status: FOLOFF 

Action Date: 9/28/2004 

Response Action Outcome: Not reported 

Action Type: Immediate Response Action 

Action Status: Status or Interim Report Received 

Action Date: 9/5/2002 

Response Action Outcome: Not reported 

Action Type: Immediate Response Action 

Action Status: Status or Interim Report Received 

Action Date: 9/5/2003 

Response Action Outcome: Not reported 

Action Type: Immediate Response Action 

Action Status: Modified Revised or Updated Plan Received 

Action Date: 9/5/2003 

Response Action Outcome: Not reported 

Action Type: Immediate Response Action 

Action Status: Status or Interim Report Received 

Action Date: 9/7/2004 

Response Action Outcome: Not reported 

Chemicals: 

Chemical: TRICHLOROETHYLENE 

Quantity: Not reported 

Chemical: PCE 

Quantity: Not reported 

Chemical: TCE 

Quantity: 11 gallons 

Chemical: PCE 

Quantity: 4.9 gallons 

Location Type: COMMERCIAL 

Source: UNKNOWN 
SEYON ST MA SHWS 
49-59 AND 85 RIVER ST MA RELEASE 


WALTHAM, MA 02154 


Site 3 of 6 in cluster R 


SHWS: 
Release Tracking Number/Current Status: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil Or Haz Material: 
Source: 


3-0015771 / DPS 

WALTHAM 

11/26/1997 

120 DY 

Not reported 

Downgradient Property Status 
12/11/1997 

Not reported 

Hazardous Material 

UNKNOWN 


EDR ID Number 


EPA ID Number 


5104847461 


5102967441 
МА 


ТС5505005.25 Раде 969 


Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
SEYON ST (Continued) 5102967441 


Click here to access the МА DEP site for this facility: 


Chemicals: 
Chemical: TRICHLOROETHYLENE 
Quantity: 5.57 parts per million 
Chemical: VINYL CHLORIDE 
Quantity: 0.0546 parts per million 

Actions: 
Action Type: Immediate Response Action 
Action Status: Imminent Hazard Evaluation Received 
Action Date: 1/11/2002 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 1/11/2002 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
Action Status: Written Approval of Plan 
Action Date: 1/29/2001 
Response Action Outcome: Not reported 
Action Type: BOL 
Action Status: SHPFAC 
Action Date: 1/30/2017 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 1/31/2005 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
Action Status: Modified Revised or Updated Plan Received 
Action Date: 1/31/2005 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 1/31/2006 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
Action Status: RMRINI 
Action Date: 1/31/2007 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 1/31/2007 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Completion Statement Received 
10/3/2007 
Not reported 


Immediate Response Action 
RMRINI 

10/3/2007 

Not reported 


Immediate Response Action 
Written Plan Received 
10/3/2007 

Not reported 


RNF 

Reportable Release under MGL 21E 
11/26/1997 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
11/26/1997 

Not reported 


Downgradient Property Status 
Fee Received - FMCRA Use Only 
11/28/1997 

Not reported 


Downgradient Property Status 


Revised Statement or Transmittal Received 


11/8/1999 
Not reported 


Downgradient Property Status 


Transmittal, Notice, or Notification Received 


12/11/1997 
Not reported 


Immediate Response Action 
Written Plan Received 
12/11/2000 

Not reported 


BOL 


Transmittal, Notice, or Notification Received 


12/8/2016 
Not reported 


Immediate Response Action 


Imminent Hazard Evaluation Received 


2/10/2014 
Not reported 


Immediate Response Action 
RMRINT 
2/10/2014 


EDR ID Number 


Database(s) EPA ID Number 


5102967441 


ТС5505005.25 Раде971 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


SEYON ST (Continued) 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/10/2014 

Not reported 


Immediate Response Action 
RMRINT 

2/16/2016 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/16/2016 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/16/2018 

Not reported 


Immediate Response Action 
RMRINT 

2/16/2018 

Not reported 


Immediate Response Action 
RMRINT 

2/17/2017 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/17/2017 

Not reported 


Immediate Response Action 
Written Approval of Plan 
2/18/2005 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/21/2008 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/26/2010 

Not reported 


Immediate Response Action 
RMRINT 

2/26/2010 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5102967441 


ТС5505005.25 Раде972 


Map ID 
Direction 
Distance 


Elevation 


Site 


| MAP FINDINGS 
SEYON ST (Continued) 
Action Type: BOL 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 2/26/2018 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/3/2011 

Not reported 


Immediate Response Action 
RMRINT 

2/3/2011 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/4/2009 

Not reported 


Immediate Response Action 
RMRINT 

2/4/2009 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
2/6/2013 

Not reported 


Immediate Response Action 
RMRINT 

2/6/2013 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/6/2013 

Not reported 


Immediate Response Action 
RMRINT 

2/9/2012 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/9/2012 

Not reported 


Immediate Response Action 
RMRINT 

3/25/2008 

Not reported 


Immediate Response Action 
Status or Interim Report Received 


EDR ID Number 


Database(s) EPA ID Number 


5102967441 


ТС5505005.25 Page 973 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


3/25/2008 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
4/11/2001 

Not reported 


BOL 

Transmittal, Notice, or Notification Received 
4/20/2016 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
4/29/2013 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
4/4/2003 

Not reported 


BOL 
SHPFAC 
4/9/2018 
Not reported 


BOL 
SHPFAC 
5/19/2016 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
5/28/2004 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
5/28/2004 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
5/29/2001 

Not reported 


Immediate Response Action 
Completion Statement Received 
5/29/2003 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
5/29/2003 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5102967441 


ТС5505005.25 Раде974 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 

Imminent Hazard Evaluation Received 
5/29/2003 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
6/26/2007 

Not reported 


Immediate Response Action 
RMRINT 

7/23/2008 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
7/23/2008 

Not reported 


BOL 

Transmittal, Notice, or Notification Received 
7/24/2017 

Not reported 


Immediate Response Action 
RMRINT 

7/28/2010 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
7/28/2010 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
7/7/2004 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
7/9/2001 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
7/9/2001 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
7/9/2001 

Not reported 


Immediate Response Action 
Status or Interim Report Received 


EDR ID Number 


Database(s) EPA ID Number 


5102967441 


ТС5505005.25 Раде975 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


8/1/2011 
Not reported 


Immediate Response Action 
RMRINT 

8/1/2011 

Not reported 


Immediate Response Action 


Modified Revised or Updated Plan Received 


8/14/2015 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


8/14/2015 
Not reported 


Immediate Response Action 
RMRINT 

8/17/2016 

Not reported 


Immediate Response Action 


Status or Interim Report Received 


8/17/2016 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


8/17/2017 
Not reported 


Immediate Response Action 
RMRINT 

8/17/2017 

Not reported 


RLFA 
FOLOFF 
8/19/2010 
Not reported 


Immediate Response Action 
RMRINI 

8/3/2007 

Not reported 


Immediate Response Action 


Status or Interim Report Received 


8/3/2007 
Not reported 


Immediate Response Action 


Status or Interim Report Received 


8/3/2009 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5102967441 


ТС5505005.25 Page 976 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 
RMRINT 

8/3/2009 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/3/2012 

Not reported 


Immediate Response Action 
RMRINT 

8/3/2012 

Not reported 


BOL 
SHPFAC 
8/30/2017 
Not reported 


Immediate Response Action 


Imminent Hazard Evaluation Received 


8/5/2013 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/5/2013 

Not reported 


Immediate Response Action 
RMRINT 

8/5/2013 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/7/2014 

Not reported 


Immediate Response Action 


Imminent Hazard Evaluation Received 


8/7/2014 
Not reported 


Immediate Response Action 
RMRINT 

8/7/2014 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/8/2005 

Not reported 


Immediate Response Action 
Status or Interim Report Received 


EDR ID Number 


Database(s) EPA ID Number 


5102967441 


ТС5505005.25 Раде977 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil / Haz Material Type: 


8/8/2006 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/5/2002 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
9/5/2003 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/5/2003 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/7/2004 

Not reported 


3-0015771 / DPS 
Not reported 
WALTHAM 
11/26/1997 

120 DY 
12/11/1997 

Not reported 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Immediate Response Action 

Imminent Hazard Evaluation Received 
1/11/2002 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
1/11/2002 

Not reported 


Immediate Response Action 
Written Approval of Plan 
1/29/2001 

Not reported 


BOL 
SHPFAC 
1/30/2017 


EDR ID Number 


Database(s) EPA ID Number 


5102967441 


ТС5505005.25 Раде978 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Not reported 


Immediate Response Action 
Status or Interim Report Received 
1/31/2005 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
1/31/2005 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
1/31/2006 

Not reported 


Immediate Response Action 
RMRINI 

1/31/2007 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
1/31/2007 

Not reported 


Immediate Response Action 
Completion Statement Received 
10/3/2007 

Not reported 


Immediate Response Action 
RMRINI 

10/3/2007 

Not reported 


Immediate Response Action 
Written Plan Received 
10/3/2007 

Not reported 


RNF 

Reportable Release under MGL 21E 
11/26/1997 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
11/26/1997 

Not reported 


Downgradient Property Status 
Fee Received - FMCRA Use Only 
11/28/1997 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5102967441 


ТС5505005.25 Раде979 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Downgradient Property Status 

Revised Statement or Transmittal Received 
11/8/1999 

Not reported 


Downgradient Property Status 

Transmittal, Notice, or Notification Received 
12/11/1997 

Not reported 


Immediate Response Action 
Written Plan Received 
12/11/2000 

Not reported 


BOL 

Transmittal, Notice, or Notification Received 
12/8/2016 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
2/10/2014 

Not reported 


Immediate Response Action 
RMRINT 

2/10/2014 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/10/2014 

Not reported 


Immediate Response Action 
RMRINT 

2/16/2016 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/16/2016 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/16/2018 

Not reported 


Immediate Response Action 
RMRINT 

2/16/2018 

Not reported 


Immediate Response Action 
RMRINT 


EDR ID Number 


Database(s) EPA ID Number 


5102967441 


ТС5505005.25 Раде 980 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


SEYON ST (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


2/17/2017 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/17/2017 

Not reported 


Immediate Response Action 
Written Approval of Plan 
2/18/2005 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/21/2008 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/26/2010 

Not reported 


Immediate Response Action 
RMRINT 

2/26/2010 

Not reported 


BOL 


Transmittal, Notice, or Notification Received 


2/26/2018 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/3/2011 

Not reported 


Immediate Response Action 
RMRINT 

2/3/2011 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/4/2009 

Not reported 


Immediate Response Action 
RMRINT 

2/4/2009 

Not reported 


Immediate Response Action 


Imminent Hazard Evaluation Received 


2/6/2013 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5102967441 


ТС5505005.25 Раде 981 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 
RMRINT 

2/6/2013 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/6/2013 

Not reported 


Immediate Response Action 
RMRINT 

2/9/2012 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/9/2012 

Not reported 


Immediate Response Action 
RMRINT 

3/25/2008 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
3/25/2008 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
4/11/2001 

Not reported 


BOL 


Transmittal, Notice, or Notification Received 


4/20/2016 
Not reported 


Immediate Response Action 


Imminent Hazard Evaluation Received 


4/29/2013 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
4/4/2003 

Not reported 


BOL 
SHPFAC 
4/9/2018 
Not reported 


BOL 
SHPFAC 


EDR ID Number 


Database(s) EPA ID Number 


5102967441 


ТС5505005.25 Page 982 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


5/19/2016 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
5/28/2004 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
5/28/2004 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
5/29/2001 

Not reported 


Immediate Response Action 
Completion Statement Received 
5/29/2003 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
5/29/2003 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
5/29/2003 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
6/26/2007 

Not reported 


Immediate Response Action 
RMRINT 

7/23/2008 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
7/23/2008 

Not reported 


BOL 

Transmittal, Notice, or Notification Received 
7/24/2017 

Not reported 


Immediate Response Action 
RMRINT 

7/28/2010 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5102967441 


ТС5505005.25 Раде 983 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 
Status or Interim Report Received 
7/28/2010 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
7/7/2004 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
7/9/2001 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
7/9/2001 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
7/9/2001 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/1/2011 

Not reported 


Immediate Response Action 
RMRINT 

8/1/2011 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
8/14/2015 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/14/2015 

Not reported 


Immediate Response Action 
RMRINT 

8/17/2016 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/17/2016 

Not reported 


Immediate Response Action 
Status or Interim Report Received 


EDR ID Number 


Database(s) EPA ID Number 


5102967441 


ТС5505005.25 Раде 984 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


SEYON ST (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


8/17/2017 
Not reported 


Immediate Response Action 
RMRINT 

8/17/2017 

Not reported 


RLFA 
FOLOFF 
8/19/2010 
Not reported 


Immediate Response Action 
RMRINI 

8/3/2007 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/3/2007 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/3/2009 

Not reported 


Immediate Response Action 
RMRINT 

8/3/2009 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/3/2012 

Not reported 


Immediate Response Action 
RMRINT 

8/3/2012 

Not reported 


BOL 
SHPFAC 
8/30/2017 
Not reported 


Immediate Response Action 


Imminent Hazard Evaluation Received 


8/5/2013 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/5/2013 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5102967441 


ТС5505005.25 Раде 985 


Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


SEYON ST (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Source: 


Immediate Response Action 
RMRINT 

8/5/2013 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/7/2014 

Not reported 


Immediate Response Action 

Imminent Hazard Evaluation Received 
8/7/2014 

Not reported 


Immediate Response Action 
RMRINT 

8/7/2014 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/8/2005 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/8/2006 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/5/2002 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
9/5/2003 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/5/2003 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
9/7/2004 

Not reported 


TRICHLOROETHYLENE 
5.57 parts per million 
VINYL CHLORIDE 
0.0546 parts per million 
UNKNOWN 


EDR ID Number 


Database(s) EPA ID Number 


5102967441 


ТС5505005.25 Раде 986 


Map ID 
Direction 
Distance 


Elevation 


116 
NE 
1/2-1 


0.888 mi. 


4688 ft. 
Relative: 
Higher 


Actual: 
157 ft. 


Site 


MAP FINDINGS 


ADMISSIONS BLDG. 
115 MILL ST. 
BELMONT, MA 02323 


SHWS: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 

Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


3-0017520 / RAO 
BELMONT 

10/29/1998 

120 DY 

Not reported 

Response Action Outcome 
11/05/1999 

Not reported 


EDR ID Number 
EPA ID Number 


Database(s) 


MA SHWS 5101017584 


MA SWF/LF 
MA LUST 

MA AST 

MA SPILLS 

MA RELEASE 
MA AIRS 

MA ASBESTOS 
MA HW GEN 


N/A 


A2 - A permanent solution has been achieved. Contamination has not 


been reduced to background. 
Oil 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


TPH 
3400 milligrams per kilogram 


C9 THRU C18 ALIPHATIC HYDROCARBONS 


5.92 milligrams per liter 


Release Disposition 
Reportable Release under MGL 21E 
10/29/1998 


A permanent solution has been achieved. 


reduced to background. 


RNF 
Reportable Release under MGL 21E 
10/29/1998 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 
Fee Received - FMCRA Use Only 
11/10/1999 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 
RAO Statement Received 
11/5/1999 


A permanent solution has been achieved. 


reduced to background. 


An activity type that is related to an Audit 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Audit Follow-up Completion Statement Received 
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Map ID | 
Direction 


Distance 
Elevation Site 


ADMISSIONS BLDG. (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 

Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Location Type: 
Source: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$101017584 
3/31/2000 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


An activity type that is related to an Audit 

Notice of Non-compliance related to an Audit 

3/6/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
4/15/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Written Plan Received 

6/3/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

6/9/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0020406 / RAO 
BELMONT 

02/19/2001 

TWO HR 

Not reported 

Response Action Outcome 
07/22/2004 

PHASE III 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 

COMMERCIAL 

HOSPITAL 

UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 


HEATING OIL 
Not reported 
#2 FUEL OIL 
11 gallons 


Release Disposition 
Reportable Release under MGL 21E 
2/19/2001 
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Map ID | 


MAP FINDINGS 


Direction 
Distance 
Elevation Site 


ADMISSIONS BLDG. (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


A permanent solution has been achieved. 
reduced to background. 


RLFA 

FLDD1A 

2/19/2001 

A permanent solution has been achieved. 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

2/19/2001 

A permanent solution has been achieved. 
reduced to background. 


Immediate Response Action 

Oral Approval of a Modified Plan 
2/21/2001 

A permanent solution has been achieved. 
reduced to background. 


Tier Classification 


EDR ID Number 
Database(s) EPA ID Number 


5101017584 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Transmittal, Notice, or Notification Received 


2/25/2002 
A permanent solution has been achieved. 
reduced to background. 


Phase 2 

Scope of Work Received 

2/25/2002 

A permanent solution has been achieved. 
reduced to background. 


Phase 1 

Completion Statement Received 
2/25/2002 

A permanent solution has been achieved. 
reduced to background. 


Tier Classification 

Tier 2 Classification 

2/25/2002 

A permanent solution has been achieved. 
reduced to background. 


Immediate Response Action 

Oral Approval of a Modified Plan 
2/6/2002 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


3/14/2001 
A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


ADMISSIONS BLDG. (Continued) 5101017584 


Action Туре: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 

Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 


Immediate Response Action 
Oral Approval of a Modified Plan 
3/30/2001 


A permanent solution has been achieved. 


reduced to background. 


Phase 2 


Contamination has not been 


Notice of Delay in Meeting RA Deadline Received 


3/4/2004 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 
Legal Notice Published 
3/5/2002 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Written Plan Received 
4/17/2001 


A permanent solution has been achieved. 


reduced to background. 


RNF 
Reportable Release under MGL 21E 
5/3/2001 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
6/19/2001 


A permanent solution has been achieved. 


reduced to background. 


Phase 2 
Completion Statement Received 
7/22/2004 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 
RAO Statement Received 
7/22/2004 


A permanent solution has been achieved. 


reduced to background. 


3-0023234 / RAO 
BELMONT 

10/01/2003 

120 DY 

Not reported 

Response Action Outcome 
09/24/2004 

Not reported 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Site 


ADMISSIONS BLDG. (Continued) 


MAP FINDINGS 


Response Action Outcome: 


Oil Or Haz Material: 


EDR ID Number 
Database(s) EPA ID Number 


5101017584 


A2 - А permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


C19 THRU C36 ALIPHATIC HYDROCARBONS 
22000 micrograms per liter 

C19 THRU C36 ALIPHATIC HYDROCARBONS 
3430 milligrams per kilogram 

C5 THRU C8 ALIPHATIC HYDROCARBONS 
876 milligrams per kilogram 

C9 THRU C10 AROMATIC HYDROCARBONS 
605 milligrams per kilogram 

LEAD 

820 milligrams per kilogram 

C9 THRU C12 ALIPHATIC HYDROCARBONS 
1560 milligrams per kilogram 


Release Disposition 

Reportable Release under MGL 21E 

10/1/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

10/1/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

10/17/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

10/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Written Plan Received 

10/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
10/22/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID 
Direction 
Distance 


Elevation 


Site 


ADMISSIONS BLDG. (Continued) 


MAP FINDINGS 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


LF: 


Facility Phone: 

Annual Tons for 1995: 
Annual Tons for 1996: 
Annual Tons for 1997: 
Annual Tons for 1998: 
Annual Tons for 1999: 
Annual Tons for 2000: 
Annual Tons for 2001: 
Annual Tons for 2002: 
Annual Tons for 2003: 
Annual Tons for 2004: 
Annual Tons for 2005: 
Annual Tons for 2006: 
Annual Tons for 2007: 
Annual Tons for 2008: 
Annual Tons for 2009: 
Annual Tons for 2010: 
Annual Tons for 2011: 
Annual Tons for 2012: 


EDR ID Number 
EPA ID Number 


Database(s) 


5101017584 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

11/19/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

11/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

11/5/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Completion Statement Received 

2/9/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

9/24/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

9/24/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


(617)855-2623 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
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Map ID 
Direction 
Distance 


Elevation 


Site Database(s) EPA ID Number 
ADMISSIONS BLDG. (Continued) $101017584 

Annual Tons for 2013: Not reported 

Annual Tons for 2014: Not reported 

Annual Tons for 2015: Not reported 

Reg Obj Acct ID Num For Each Solid Waste Operation: 339861 

Days of Operation: Not reported 

Note On The Physical Location Of The Site: Not reported 

Acres: Not reported 

Active Year: Not reported 

Classification Group: Land Disposal 

Current Or Most Recent Closed Classification: —CSU-DG 

Description Of The Last Classification: Dumping Ground Closure Status Unknown 

Close Year: Not reported 

Name Of The Organization: Not reported 

Contacts Organization Type: Not reported 

Contact Persons Name And Title: Not reported 

Contact Phone Including Extension: Not reported 

Contact Mailing Street Address: Not reported 

Contacts Mailing City, State, Zip: j 

Inactive Year: 2000 

Land Disposal Closure Status: Incomplete 

Land Disposal Only, Category Waste Disposed: ASH 

Landfills Liner: n/a 

Municipality That The Operation Is Located In: BELMONT 

Alpha-Numeric Identification Code: Not reported 

Numeric-Only Portion Of The Identification Code: Not reported 

Region: Northeast (Wilmington) 

Org That Pays Any Annual Compliance Fee And/Or Permittee:MCLEAN HOSPITAL CORP 

Responsible Party Organization Type: Private 

Responsible Party Mailing Street Address Line 1: 115 MILL ST 

Responsible Party Mailing Street Address Line 2: FACILITIES DEPARTMENT 

Responsible Party Mailing City, State, Zip: BELMONT, MA 02478 

Responsible Party Telephone Inc Extension: Not reported 

Maximum Permitted Tons Per Day: Not reported 

Current Operational Status: Inactive 

LUST: 
Facility: 

Release Tracking Number/Current Status: 3-0006015 / RAO 

Status Date: 04/05/1995 

Source Type: UST 

Release Town: BELMONT 

Notification Date: 04/04/1994 

Category: NONE 

Associated ID: Not reported 

Phase: Not reported 

Response Action Outcome: A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil Or Haz Material: Oil 

Location Type: HOSPITAL 

Source: UST 


| MAP FINDINGS 


EDR ID Number 


Click here to access the MA DEP site for this facility: 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
ADMISSIONS BLDG. (Continued) $101017584 
Chemicals: 
Chemical: PETROLEUM 
Quantity: Not reported 
Actions: 
Action Type: Release Disposition 


Action Status: 
Action Date: 
Response Action Outcome: 


Valid Transition Site 

4/4/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Compliance and Enforcement Action 
Action Status: Interim Deadline Letter Issued 
Action Date: 4/4/1994 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 4/4/1994 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 4/5/1995 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 6/15/1993 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


AST: 
Owner Name: MCLEAN HOSPITAL CORP 
Tank Type: AST 
Class: STG1 
Stage I Type: Dual Point 
CARB £ or System Type: Pre-EVR/EVR 
Test Cycle: Annual 
Date Form Mailed: 03/05/2018 
Test Date: 05/09/2018 
Postmark Date: 05/15/2018 
Due Date: 06/10/2018 
Form: FormC 
Form Rcvd and Complete?: Complete 
Facility ID: 10623 
Tank ID: Not reported 
Serial Number: Not reported 
Tank Status: Not reported 
Capacity: Not reported 
Contents: Not reported 
Tank Use: Not reported 
Tank Material: Not reported 


TC5505005.2s Page 994 


Map ID | 


МАР FINDINGS 

Direction 

Distance 

Elevation Site Database(s) 

ADMISSIONS BLDG. (Continued) 
Tank Construction: Not reported 
Tank Leak Detection: Not reported 
Pipe Material: Not reported 
Pipe Construction: Not reported 
Pipe Leak Detection: Not reported 
Aboveground: Not reported 
MA Spills: 

Facility ID: 0000 Spill ID: N80-5109 
Staff Lead: CASHINS Date Entered: Not reported 
Last Entered: Not reported First Response: Not reported 
Spill Date: 19800516 Spill Time: Not reported 
Report Date: Not reported Report Time: Not reported 
Case Closed: YES Mat Type: Not reported 
Virgin Waste: Not reported Contam Soil: Not reported 
Env Impact: Not reported Other Impact: Not reported 
Material: #2 FUEL OIL Other Material: Not reported 
Qty Reported: 8,800 GAL. Qty Actual: Not reported 
Qty Reported: Not reported Qty Actual: Not reported 
CAS No: Not reported PCB Lev (ppm): Not reported 
Source: Not reported Other Source: Not reported 
Incident: Not reported Other Incdnt: Not reported 
Cleanup Type: Not reported Contractor: Not reported 
Referral: Not reported LUST Elig: Not reported 
Report Prep: Not reported Category: Not reported 
Notifier: Not reported 
Notif Tel: Not reported 
Days/Close: 1 
Facility ID: 0000 Spill ID: N83-0066 
Staff Lead: BESTER Date Entered: Not reported 
Last Entered: Not reported First Response: Not reported 
Spill Date: 19830506 Spill Time: Not reported 
Report Date: Not reported Report Time: Not reported 
Case Closed: YES Mat Type: Not reported 
Virgin Waste: Not reported Contam Soil: Not reported 
Env Impact: Not reported Other Impact: Not reported 
Material: GASOLINE Other Material: Not reported 
Qty Reported: Not reported Qty Actual: Not reported 
Qty Reported: Not reported Qty Actual: Not reported 
CAS No: Not reported PCB Lev (ppm): Not reported 
Source: Not reported Other Source: Not reported 
Incident: Not reported Other Incdnt: Not reported 
Cleanup Type: Not reported Contractor: Not reported 
Referral: Not reported LUST Elig: Not reported 
Report Prep: Not reported Category: Not reported 
Notifier: Not reported 
Notif Tel: Not reported 
Days/Close: 1 
Facility ID: 0000 Spill ID: N84-0857 
Staff Lead: KEATING Date Entered: Not reported 
Last Entered: Not reported First Response: Not reported 
Spill Date: 19840229 Spill Time: Not reported 
Report Date: Not reported Report Time: Not reported 
Case Closed: YES Mat Type: Not reported 
Virgin Waste: Not reported Contam Soil: Not reported 


EDR ID Number 


EPA ID Number 


5101017584 


ТС5505005.25 Раде995 


Map ID | MAP FINDINGS 


Direction 


Distance 
Elevation Site 


ADMISSIONS BLDG. (Continued) 


Env Impact: Not reported Other Impact: 
Material: TOLUENE Other Material: 
Qty Reported: 1 GAL. Qty Actual: 
Qty Reported: Not reported Qty Actual: 


CAS No: Not reported 


Source: Not reported Other Source: 


Incident: Not reported Other Incdnt: 
Cleanup Type: Not reported Contractor: 
Referral: Not reported LUST Elig: 
Report Prep: Not reported Category: 
Notifier: Not reported 

Notif Tel: Not reported 

Days/Close: 1 

Facility ID: 0000 Spill ID: 

Staff Lead: OTTENHEIMER, D Date Entered: 
Last Entered: 19880106 First Response: 
Spill Date: 19871211 Spill Time: 
Report Date: 19871212 Report Time: 
Case Closed: YES Mat Type: 
Virgin Waste: VIRGIN Contam Soil: 


Env Impact: Not reported Other Impact: 
Material: #6 FUEL OIL Other Material: 
Qty Reported: 10-50 Qty Actual: 

Qty Reported: GALLONS Qty Actual: 
CAS No: Not reported PCB Lev (ppm): 
Source: PIPE/HOSE/LINE Other Source: 
Incident: RUPTURE Other Incdnt: 
Cleanup Type: Not reported Contractor: 
Referral: NO LUST Elig: 
Report Prep: Not reported Category: 
Notifier: Not reported 

Notif Tel: Not reported 

Days/Close: 1 

Facility ID: 0000 Spill ID: 

Staff Lead: OTTENHEIMER, D Date Entered: 
Last Entered: 19871015 First Response: 
Spill Date: 19870930 Spill Time: 
Report Date: 19870930 Report Time: 
Case Closed: YES Mat Type: 
Virgin Waste: VIRGIN Contam Soil: 


Env Impact: Not reported Other Impact: 
Material: MERCURY Other Material: 
Qty Reported: NONE Qty Actual: 
Qty Reported: Qty Actual: 


CAS No: Not reported 


Source: Not reported Other Source: 


Incident: Not reported Other Incdnt: 
Cleanup Type: Not reported Contractor: 
Referral: NO LUST Elig: 
Report Prep: Not reported Category: 
Notifier: Not reported 

Notif Tel: Not reported 

Days/Close: 1 

Facility ID: 0000 Spill ID: 


PCB Lev (ppm): 


PCB Lev (ppm): 


Database(s) 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


N87-1756 
19880106 
19871212 
07:00 

12:00 
PETROLEUM 
Not reported 
Not reported 
Not reported 
10-50 
GALLONS 
Not reported 
Not reported 
Not reported 
NOT USED 
Not reported 
Not reported 


N87-1395 
19871015 
19871001 
07:00 

08:00 
HAZARDOUS 
Not reported 
Not reported 
Not reported 
NONE 


Not reported 


Not reported 
Not reported 
NOT USED 

Not reported 
Not reported 


N90-2065 


EDR ID Number 


EPA ID Number 


5101017584 


ТС5505005.25 Раде 996 


Map ID 
Direction 
Distance 


Elevation 


Site 


ADMISSIONS BLDG. 


Staff Lead: 
Last Entered: 
Spill Date: 
Report Date: 
Case Closed: 
Virgin Waste: 
Env Impact: 
Material: 

Qty Reported: 
Qty Reported: 
CAS No: 
Source: 
Incident: 


Cleanup Type: 


Referral: 
Report Prep: 
Notifier: 
Notif Tel: 
Days/Close: 


Release: 


| MAP FINDINGS 


(Continued) 


FONKEM, V Date Entered: 
19910405 First Response: 
19901221 Spill Time: 
19901221 Report Time: 
YES Mat Type: 
VIRGIN Contam Soil: 
Not reported Other Impact: 
MERCURY Other Material: 
101-250 Qty Actual: 
— Qty Actual: 
07439-97-6 PCB Lev (ppm): 
OTHER SOURCE > Other Source: 
SPILL Other Incdnt: 
SC Contractor: 

NO LUST Elig: 


Not reported Category: 
RANDY CHARPERTIER, MCLEAN HOSP. 

Not reported 

1 


Release Tracking Number/Current Status: 3-0006015 / RAO 


Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 


Response Action Outcome: 


Not reported 
BELMONT 
04/04/1994 
NONE 
04/05/1995 
Not reported 


been reduced to background. 


Oil / Haz Material Type: Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Release Disposition 
Valid Transition Site 
4/4/1994 


reduced to background. 
Compliance and Enforcement Action 
Interim Deadline Letter Issued 


4/4/1994 


reduced to background. 


Database(s) 


19910405 
19901221 
Not reported 
12:30PM 


HAZARDOUS 


Not reported 
Not reported 
Not reported 
UNKNOWN 


BEO 

Not reported 
NOT USED 
NO 

Not reported 


EDR ID Number 
EPA ID Number 


5101017584 


A2 - А permanent solution has been achieved. Contamination has not 


A permanent solution has been achieved. Contamination has not been 


A permanent solution has been achieved. Contamination has not been 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


4/4/1994 
reduced to background. 
Response Action Outcome - RAO 


RAO Statement Received 
4/5/1995 


A permanent solution has been achieved. Contamination has not been 
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MAP FINDINGS 


ADMISSIONS BLDG. (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Location Type: 
Source: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 


Database(s) EPA ID Number 


5101017584 


А permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
6/15/1993 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


PETROLEUM 
Not reported 
HOSPITAL 
UST 


3-0017520 / RAO 

Not reported 

BELMONT 

10/29/1998 

120 DY 

11/05/1999 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Release Disposition 

Reportable Release under MGL 21E 
10/29/1998 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


RNF 

Reportable Release under MGL 21E 
10/29/1998 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 
11/10/1999 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Response Action Outcome - RAO 

RAO Statement Received 

11/5/1999 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


An activity type that is related to an Audit 
Audit Follow-up Completion Statement Received 
3/31/2000 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
ADMISSIONS BLDG. (Continued) 5101017584 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: An activity type that is related to an Audit 
Action Status: Notice of Non-compliance related to an Audit 
Action Date: 3/6/2000 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 4/15/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Abatement Measure 
Action Status: Written Plan Received 
Action Date: 6/3/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Abatement Measure 
Action Status: Fee Received - FMCRA Use Only 
Action Date: 6/9/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Chemicals: 
Chemical: TPH 
Quantity: 3400 milligrams per kilogram 
Chemical: C9 THRU C18 ALIPHATIC HYDROCARBONS 
Quantity: 5.92 milligrams per liter 
Release Tracking Number/Current Status: 3-0020406 / RAO 
Primary ID: Not reported 
Official City: BELMONT 
Notification: 02/19/2001 
Category: TWO HR 
Status Date: 07/22/2004 
Phase: PHASE III 


Response Action Outcome: 


Oil / Haz Material Type: 


A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 2/19/2001 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: RLFA 
Action Status: FLDD1A 
Action Date: 2/19/2001 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


ADMISSIONS BLDG. (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


5101017584 


А permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of Plan or Action 

2/19/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of a Modified Plan 

2/21/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Transmittal, Notice, or Notification Received 

2/25/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 2 

Scope of Work Received 

2/25/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 1 

Completion Statement Received 

2/25/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Tier 2 Classification 

2/25/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of a Modified Plan 

2/6/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
3/14/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of a Modified Plan 

3/30/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


ADMISSIONS BLDG. (Continued) 5101017584 


Action Туре: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Location Type: 
Source: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 


Phase 2 


Notice of Delay in Meeting RA Deadline Received 


3/4/2004 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 
Legal Notice Published 
3/5/2002 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Written Plan Received 
4/17/2001 


A permanent solution has been achieved. 


reduced to background. 


RNF 
Reportable Release under MGL 21E 
5/3/2001 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
6/19/2001 


A permanent solution has been achieved. 


reduced to background. 


Phase 2 
Completion Statement Received 
7/22/2004 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 
RAO Statement Received 
7/22/2004 


A permanent solution has been achieved. 


reduced to background. 


HEATING OIL 
Not reported 
#2 FUEL OIL 
11 gallons 
COMMERCIAL 
HOSPITAL 
UNKNOWN 


3-0023234 / RAO 
Not reported 
BELMONT 
10/01/2003 

120 DY 
09/24/2004 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Site 


ADMISSIONS BLDG. (Continued) 


Phase: 
Response Action Outcome: 


Oil / Haz Material Type: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
5101017584 
Not reported 


A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 


Release Disposition 

Reportable Release under MGL 21E 

10/1/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

10/1/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

10/17/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

10/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Written Plan Received 

10/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
10/22/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

11/19/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

11/20/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 


Elevation Site 


ADMISSIONS BLDG. (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


AIRS: 
Address 2: 
Facility Status: 
Permit Code: 
Permit Name: 
DEP Region: 
Application Tracking Number: 
Date Closed: 
Applicant Name: 
Applicant Address: 
Applicant City, St,Zip: 
Applicant Telephone: 
AQID: 
Owner Name: 
Latitude: 
Longitude: 
Primary NAICS: 
NAICS Code: 
NAICS Desc: 


EDR ID Number 


Database(s) EPA ID Number 


5101017584 


Modified Revised or Updated Plan Received 

11/5/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Completion Statement Received 

2/9/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

9/24/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

9/24/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


C19 THRU C36 ALIPHATIC HYDROCARBONS 
22000 micrograms per liter 

C19 THRU C36 ALIPHATIC HYDROCARBONS 
3430 milligrams per kilogram 

C5 THRU C8 ALIPHATIC HYDROCARBONS 
876 milligrams per kilogram 

C9 THRU C10 AROMATIC HYDROCARBONS 
605 milligrams per kilogram 

LEAD 

820 milligrams per kilogram 

C9 THRU C12 ALIPHATIC HYDROCARBONS 
1560 milligrams per kilogram 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


1190002 


MCLEAN HOSPITAL 
42.391819 
-71.188083 


Y 
622210 


Psychiatric and Substance Abuse Hospitals 
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Map ID | MAP FINDINGS 
Direction 
Distance 
Elevation Site 
ADMISSIONS BLDG. (Continued) 
AIRS: 
Pollutant: AMMONIA 
Actual Emission: 0.0247 
Emission Year: 2014 


Pollutant: 
Actual Emission: 
Emission Year: 


Pollutant: 
Actual Emission: 
Emission Year: 


Pollutant: 
Actual Emission: 
Emission Year: 


Pollutant: 
Actual Emission: 
Emission Year: 


Pollutant: 
Actual Emission: 
Emission Year: 


Pollutant: 
Actual Emission: 
Emission Year: 


Pollutant: 
Actual Emission: 
Emission Year: 


Pollutant: 
Actual Emission: 
Emission Year: 


ASBESTOS: 
Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 

Monitor Lic Number: 

Lab Lic Number: 

Year: 

Sticker Number: 

Form Type: 


CARBON MONOXIDE 
3.2773 
2014 


HALOGENATED ORGANIC COMPOUND 


0 
2014 


HYDROCARBON 
0 
2014 


NITROGEN OXIDES (NOx) 
4.3836 
2014 


PM10, FILTERABLE 
0.175 
2014 


PM2.5, FILTERABLE 
0.1123 
2014 


SULFUR DIOXIDE 
0.1443 
2014 


VOLATILE ORGANIC COMPOUNDS (VOC) 


0.2567 
2014 


Not reported 
Not reported 
Not reported 
05/26/2005 
06/06/2005 
Not reported 
05/13/2005 
Not reported 
1280.00 
Corrugated Pipe 
53442 

Not reported 
Not reported 
AA000144 
Not reported 
301907 
ANF-001 


EDR ID Number 


Database(s) EPA ID Number 


5101017584 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
ADMISSIONS BLDG. (Continued) $101017584 

Fee Status: F 

Facility Phone: (617) 855-2633 

Sub Town: Not reported 

Worksite: CODMAN TUNNEL/HIGGINSTIWN TUNNEL 

Occupied: -1 

Contractor: AC000197 

Contract Type: Not reported 

Hours: 7A-4P 

Project Type: Not reported 

Abatement Process: Not reported 

Location: Not reported 

Decon Process: 3 CHAMBER 

Disposal Methods: ALL METHODS WILL COMPLY 

Facility Usage: Not reported 

Waiver Given: Not reported 

DEP Waiver Number: Not reported 

DLWD Waiver Number: Not reported 

Small Owner Occ: Not reported 

Owner Name: MCLEAN HOSPITAL 

Owner Address: 115 MILL ST 

Owner City: BELMONT 

Owner State: MA 

On Site Manager Name: Not reported 

On Site Manager Phone: Not reported 

Ins Comp: Not reported 

Policy Number: Not reported 

EXP Date: Not reported 

Facility Size: Not reported 

Transporter Name: A-BEST ABATEMENT INC 

Transporter Address: 24 KEEWAYDIN DR 

Transporter City: SALEM 

Transporter State: NH 

Final Site: 47 

Certified Name: CHARLES W HUGHE 

Cert Sign Date: 05/09/2005 

Certified Company: Not reported 

Certified Phone: Not reported 

Entered by: ESandler 

Notification: Not reported 

DEP Region: Not reported 

Notifiers Name: Not reported 

Start Date: 07/31/2015 

End Date: 08/15/2015 

Date Entered: Not reported 

Entry Date: 07/20/2015 

Quantity Materical Removed SF: 350.00 

Quantity Material Removed LF: 480.00 

Project Description: TRANSPIPE PIPEINSUL TRANSPANEL INSCEMENT OTHER FL 

AR Tracking ID: 217861 

Super Lic Number: AS060927 

Monitor Lic Number: AM000091 

Lab Lic Number: AA000144 

Year: 2015 

Sticker Number: 100225057 

Form Type: ANF-001 

Fee Status: HUNDRED 
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Map ID | MAP FINDINGS 


Waiver Given: 
DEP Waiver Number: 
DLWD Waiver Number: 


Not reported 
Not reported 
Not reported 


Small Owner Occ: 0 

Owner Name: MCLEAN HOSP 
Owner Address: 115 MILL 
Owner City: BELMONT 
Owner State: MA 

On Site Manager Name: TED CASE 
On Site Manager Phone: 5088509713 
Ins Comp: TRAVLERS 
Policy Number: NA 

EXP Date: 9/19/2015 
Facility Size: 60000 
Transporter Name: A-D&T 
Transporter Address: 7 DOVER 
Transporter City: WALPOLE 
Transporter State: MA 

Final Site: Not reported 
Certified Name: TED CASE 
Cert Sign Date: 07/20/2015 
Certified Company: A-D&T 
Certified Phone: 5088509713 
Entered by: MAUREEN 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 03/04/2015 
End Date: 03/04/2015 
Date Entered: Not reported 
Entry Date: 02/20/2015 
Quantity Materical Removed SF: .00 

Quantity Material Removed LF: 60.00 
Project Description: ,Spr 

AR Tracking ID: 207368 
Super Lic Number: AS060927 
Monitor Lic Number: AM000091 
Lab Lic Number: AA000144 
Year: 2015 
Sticker Number: 100215517 
Form Type: ANF-001 
Fee Status: HUNDRED 
Facility Phone: 5088509713 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
ADMISSIONS BLDG. (Continued) $101017584 
Facility Phone: 5088509713 
Sub Town: Not reported 
Worksite: OAKS BLDG 
Occupied: -1 
Contractor: ACO000601 
Contract Type: WRITTEN 
Hours: 8-8 
Project Type: Renv 
Abatement Process: Giv, CInp,Fcontain 
Location: INDOORS 
Decon Process: NEG AIR 
Disposal Methods: DOUBLE 6 MIL POLY BAGS 
Facility Usage: PRIMATE LAB 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
ADMISSIONS BLDG. (Continued) $101017584 
Sub Town: Not reported 


Worksite: OAKS HALL PRIMATE LAB 
Occupied: -1 

Contractor: ACO000601 

Contract Type: WRITTEN 

Hours: 7 PM TO 1 AM 

Project Type: Renv 

Abatement Process: Giv 

Location: INDOORS 

Decon Process: GLOVE BAG 


Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 


DOUBLE 6MIL POLY BAGS 
HOSPITAL 

Not reported 

Not reported 

Not reported 


Small Owner Occ: 0 

Owner Name: MC LEAN HOSPITAL 
Owner Address: 115 MILL ST 
Owner City: BELMONT 
Owner State: MA 

On Site Manager Name: TED CASE 
On Site Manager Phone: 5088509713 
Ins Comp: TRAVLERS 
Policy Number: 34WC98615 
EXP Date: 9/19/2015 
Facility Size: 15000 
Transporter Name: A-D&T 
Transporter Address: 7 DOVER 
Transporter City: WALPOLE 
Transporter State: MA 

Final Site: Not reported 
Certified Name: TED CASE 
Cert Sign Date: 02/20/2015 
Certified Company: A-D&T 
Certified Phone: 5088509713 
Entered by: MAUREEN 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 03/25/2005 
End Date: 03/26/2006 
Date Entered: Not reported 
Entry Date: 03/23/2005 
Quantity Materical Removed SF: Not reported 
Quantity Material Removed LF: 300.00 
Project Description: Corrugated Pipe 
AR Tracking ID: 51353 
Super Lic Number: AS030091 
Monitor Lic Number: AM041303 


Lab Lic Number: 


Not reported 


Year: Not reported 
Sticker Number: 1562491 

Form Type: ANF-001 

Fee Status: F 

Facility Phone: (617) 855-2627 
Sub Town: Not reported 
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Map ID | MAP FINDINGS 
Direction 
Distance EDR ID Number 


Elevation Site 


ADMISSIONS BLDG. (Continued) 


Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 

Date Entered: 

Entry Date: 
Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 


TUNNEL TO OAKES 

-1 

AC000197 

Not reported 

5 РМ - 1 АМ 
ASBESTOS REMOVAL 
Glove Bag/FULL CONTAINMNET 
Indoors 

3 CHAMBER 

all methods comply 
HOSPITAL 

Not reported 

Not reported 

Not reported 

Not reported 

SAME AS FACILITY INFORMATION 
Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

40000 

SAME AS ASBESTOS CONTRACTOR 
Not reported 

Not reported 

Not reported 

47 

charles hughes 
03/11/2005 

Not reported 

(603) 893-4696 
fcampbell 


Not reported 
Not reported 
Not reported 
10/03/2002 
10/04/2002 
Not reported 
09/19/2002 

.00 

45.00 

Thermal solid core 
15868 
AS040970 

Not reported 
AA000145 
2002 

558195 
ANF-001 

50 

(617) 855-2623 
Not reported 


Database(s) EPA ID Number 


5101017584 


mailman research bldg. Gound floor, rms. 209B, 209c, 2094 
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Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
ADMISSIONS BLDG. (Continued) $101017584 
Occupied: 0 
Contractor: AC000392 
Contract Type: Not reported 
Hours: 7:00 am - 3:00 pm 
Project Type: Renovation 
Abatement Process: Glove Bag 
Location: Indoors 
Decon Process: 2 chamber 


Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 


Wet 2 Ply Poly Bag with Dumpster 


hospital 

0 

Not reported 
Not reported 


Small Owner Occ: 0 

Owner Name: McLean Hospital 
Owner Address: 115 Mill St. 
Owner City: BELMONT 
Owner State: MA 


On Site Manager Name: 
On Site Manager Phone: 


Not reported 
Not reported 


Ins Comp: Not reported 

Policy Number: Not reported 

EXP Date: Not reported 

Facility Size: 4000 

Transporter Name: NORTHEAST REMEDIATION 
Transporter Address: 253 LOW STREET SUITE 224 
Transporter City: NEWBURYPORT 
Transporter State: MA 

Final Site: 17 

Certified Name: Charles Hughes 

Cert Sign Date: 09/17/2002 


Certified Company: 
Certified Phone: 


Not reported 
(617) 389-9188 


Entered_by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 11/27/2012 
End Date: 12/18/2012 
Date Entered: Not reported 
Entry Date: 11/14/2012 
Quantity Materical Removed SF: 42776.00 
Quantity Material Removed LF: 3460.00 
Project Description: Trns 

AR Tracking ID: 166039 
Super Lic Number: AS030269 
Monitor Lic Number: AA000128 
Lab Lic Number: AA000128 
Year: 2012 
Sticker Number: 100164724 
Form Type: ANF-001 
Fee Status: Fifty 

Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: UPHAM HOUSE 
Occupied: 0 
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Map ID | MAP FINDINGS 
Direction 
Distance EDR ID Number 


Elevation Site 


ADMISSIONS BLDG. (Continued) 


Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 

Date Entered: 

Entry Date: 
Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 


AC000767 

Off 

Week days: 7 - 3 Week end: 
Oth:REMOVAL 


Encl,Fcontain,POLY SURROUNDING STRUCTURE 


Indoors 


Database(s) EPA ID Number 


5101017584 


ENCLOSURE-FULL CONTAINMENT - POLY SURROUNDING STRUCTURE 


ALL METHODS WILL COMPLY 
RESIDENCE 

Not reported 

Not reported 

Not reported 

5 

NORTHLAND RESIDENTIAL 
20 BURLINGTON MALL ROAD, #220 
BURLINGTON, MA 

MA 

N/A 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 


E & F ENVIRONMENTAL SERVICES, LLC 


86 CAROLAN AVENUE 
HAMPTON, NH 

Not reported 

39 

FRANK BALOGH 
11/14/2012 

E & F ENVIRO 
6039742503 

Not reported 


100214906R1 
NE 

A-D & T ENTERPRISE INC 
02/18/2015 
02/19/2015 
16/02/2015 
02/16/2015 
0 

165 

„Spr 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 

ADMISSIONS BLDG. (Continued) $101017584 

Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
Decon Process: Not reported 
Disposal Methods: Not reported 
Facility Usage: Not reported 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: Not reported 
Owner Name: Not reported 
Owner Address: Not reported 
Owner City: Not reported 
Owner State: Not reported 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: 100215517R1 
DEP Region: NE 
Notifiers Name: A-D & T ENTERPRISE INC 
Start Date: 02/27/2015 
End Date: 02/27/2015 
Date Entered: 23/02/2015 
Entry Date: 02/23/2015 
Quantity Materical Removed SF: 0 
Quantity Material Removed LF: 60 
Project Description: „Spr 
AR Tracking ID: Not reported 
Super Lic Number: Not reported 
Monitor Lic Number: Not reported 
Lab Lic Number: Not reported 
Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 

ADMISSIONS BLDG. (Continued) $101017584 

Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
Decon Process: Not reported 
Disposal Methods: Not reported 
Facility Usage: Not reported 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: Not reported 
Owner Name: Not reported 
Owner Address: Not reported 
Owner City: Not reported 
Owner State: Not reported 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 03/11/2015 
End Date: 03/14/2015 
Date Entered: Not reported 
Entry Date: 03/10/2015 
Quantity Materical Removed SF: .00 
Quantity Material Removed LF: 100.00 
Project Description: ,Spr 
AR Tracking ID: 208322 
Super Lic Number: AS060927 
Monitor Lic Number: AM000091 
Lab Lic Number: AA000144 
Year: 2015 
Sticker Number: 100216353 
Form Type: ANF-001 
Fee Status: HUNDRED 
Facility Phone: 5088509713 
Sub Town: Not reported 
Worksite: PRIMATE BLDG 
Occupied: 0 
Contractor: AC000601 
Contract Type: WRITTEN 
Hours: 3PM TO 10 PM 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
ADMISSIONS BLDG. (Continued) $101017584 
Project Type: Renv 
Abatement Process: Glv 
Location: INDOORS 
Decon Process: GLOVE BAGS 
Disposal Methods: DOUBLE 6MIL POLY BAGS 
Facility Usage: PRIMATE LAB 


Waiver Given: 
DEP Waiver Number: 


Not reported 
N-AW-1503068 


DLWD Waiver Number: 12187-2015 
Small Owner Occ: 0 

Owner Name: MC LEAN HOSP. 
Owner Address: 115 MILL 
Owner City: BELMONT 
Owner State: MA 

On Site Manager Name: TED CASE 
On Site Manager Phone: 5088509713 
Ins Comp: TRAVLERS 
Policy Number: 3434WC67515 
EXP Date: 9/19/2015 
Facility Size: 20000 
Transporter Name: A-D&T 
Transporter Address: 7 DOVER 
Transporter City: WALPOLE 
Transporter State: MA 

Final Site: Not reported 
Certified Name: TED CASE 
Cert Sign Date: 03/10/2015 
Certified Company: A-D&T 
Certified Phone: 5088509713 
Entered_by: MAUREEN 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 11/30/2015 
End Date: 11/30/2015 
Date Entered: Not reported 
Entry Date: 11/20/2015 
Quantity Materical Removed SF: 3.00 
Quantity Material Removed LF: Not reported 
Project Description: OTHER TAR COATING 
AR Tracking ID: 227333 
Super Lic Number: AS060927 
Monitor Lic Number: AM000091 
Lab Lic Number: AA000144 
Year: 2015 
Sticker Number: 100233325 
Form Type: ANF-001 
Fee Status: HUNDRED 
Facility Phone: 7814390720 
Sub Town: Not reported 
Worksite: ADMISSIONS BLDG. 
Occupied: -1 
Contractor: AC000601 
Contract Type: VERBAL 
Hours: 7-4 

Project Type: Renv 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation Site 


EDR ID Number 
Database(s) EPA ID Number 


ADMISSIONS BLDG. (Continued) 5101017584 


Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 

Date Entered: 

Entry Date: 
Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 


Giv, oth: MINI CONTAINMENT 
INDOORS 

GLOVE BAG, HEPA VAC. 
DOUBLE 6MIL POLY BAGS 
HOSP. 

Not reported 

Not reported 

Not reported 

0 

MCLEAN HOSP. 

115 MILL ST. 

BELMONT 

MA 

TED CASE 

5088509713 

FEDERAL 

NA 

9/9/2016 

40000 

A-D&T 

7 DOVER 

WALPOLE 

MA 

Not reported 

TED CASE 

11/20/2015 

A-D&T 

5088509713 

MAUREEN 


Not reported 

Not reported 

Not reported 
11/06/2004 
11/06/2004 

Not reported 
11/10/2004 
20.00 

Not reported 
BOILEr Coatings/DUCT/TANK SURFACE 
47174 
AS040970 
AM031319 
AA000153 

Not reported 
300372 

ANF-001 

F 

(617) 855-2000 
Not reported 
BOILER ROOM 
-1 

AC000197 

Not reported 

8 AM - 4 PM 
ASBESTOS REMOVAL 
Full Containment 
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Map ID | MAP FINDINGS 
Direction 
Distance EDR ID Number 


Elevation Site 


ADMISSIONS BLDG. (Continued) 


Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 


Indoors 

3 CHAMBER 

ALL METHODS WILL COMPLY 
BOILER HOUS 

Not reported 

Not reported 

Not reported 

Not reported 
MCLEAN HOSPITAL 
115 MILL STREET 
BELMONT 

MA 

Not reported 

Not reported 


AMERICA HOME ASSURANCE CO. 


WC5478149 

Not reported 

40000 

A-BEST ABATEMENT, INC. 
24 KEEWAYDIN DRIVER 
SALEM 

MA 

47 

CHARLES HUGHES 
11/05/2004 

Not reported 

(603) 893-4696 

fcampbell 


Not reported 
Not reported 
Not reported 
08/19/2015 
08/19/2015 
Not reported 
08/04/2015 
.00 

20.00 
PIPEINSUL 
219030 
AS060927 
AM000091 
AA000144 
2015 
100226092 
ANF-001 
HUNDRED 
5088509713 
Not reported 
MRC BUILD 034 
-1 
AC000601 
WRITTEN 
8-5 

Renv 

Giv 
INDOORS 


Database(s) EPA ID Number 


5101017584 


ТС5505005.25 Раде 1015 


Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
ADMISSIONS BLDG. (Continued) $101017584 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 


GLOVE BAG 

DOUBLE 6 MIL POLY BACS 
RESEARCH HOSP. 

Not reported 

Not reported 

Not reported 


Small Owner Occ: 0 

Owner Name: MCLEAN HOSP. 
Owner Address: 115 MILL ST. 
Owner City: BELMONT 
Owner State: MA 

On Site Manager Name: TED CASE 
On Site Manager Phone: 5088509713 
Ins Comp: TRAVLERS 
Policy Number: NA 

EXP Date: 9/19/2015 
Facility Size: 60000 
Transporter Name: A-D&T 
Transporter Address: 7 DOVER 
Transporter City: WALPOLE 
Transporter State: MA 

Final Site: Not reported 
Certified Name: TED CASE 
Cert Sign Date: 08/04/2015 
Certified Company: A-D&T 
Certified Phone: 5088509713 
Entered by: MAUREEN 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 08/17/2015 
End Date: 08/17/2015 
Date Entered: Not reported 
Entry Date: 08/03/2015 
Quantity Materical Removed SF: .00 

Quantity Material Removed LF: 20.00 
Project Description: PIPEINSUL 
AR Tracking ID: 219015 
Super Lic Number: AS060927 
Monitor Lic Number: AM000091 
Lab Lic Number: AA000144 
Year: 2015 
Sticker Number: 100226076 
Form Type: ANF-001 
Fee Status: HUNDRED 
Facility Phone: 5088509713 
Sub Town: Not reported 
Worksite: MRC 034 
Occupied: -1 
Contractor: AC000601 
Contract Type: WRITTEN 
Hours: 8-5 

Project Type: Renv 
Abatement Process: Giv, oth:MINI CCONTAINMENT 
Location: INDOORS 
Decon Process: GLOVE BAG 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
ADMISSIONS BLDG. (Continued) $101017584 
Disposal Methods: DOUBLE 6MIL POLY BAGS 
Facility Usage: HOSP. LAB 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: 0 
Owner Name: MCLEAN HOSP. 
Owner Address: 115 MILL ST 
Owner City: BELMONT 
Owner State: MA 
On Site Manager Name: CTED CASE 
On Site Manager Phone: 5088509713 
Ins Comp: TRAVLERS 
Policy Number: NA 
EXP Date: 9/19/2015 
Facility Size: 60000 
Transporter Name: CA-D&T 
Transporter Address: 7 DOVER 
Transporter City: WALPOLE 
Transporter State: MA 
Final Site: Not reported 
Certified Name: TED CASEW 
Cert Sign Date: 08/03/2015 
Certified Company: A-D&T 
Certified Phone: 5088509713 
Entered by: MAUREEN 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 05/09/2015 
End Date: 05/09/2015 
Date Entered: Not reported 
Entry Date: 04/29/2015 
Quantity Materical Removed SF: 16.00 
Quantity Material Removed LF: Not reported 
Project Description: Bir 
AR Tracking ID: 211536 
Super Lic Number: AS060927 
Monitor Lic Number: AM000091 
Lab Lic Number: AA000144 
Year: 2015 
Sticker Number: 100219373 
Form Type: ANF-001 
Fee Status: HUNDRED 
Facility Phone: 6173121340 
Sub Town: Not reported 
Worksite: PRIMATE LAB. OAKS BLDG. 
Occupied: -1 
Contractor: AC000601 
Contract Type: WRITTEN 
Hours: 3PM -11PM 
Project Type: Renv 
Abatement Process: Giv 
Location: INDOORS 
Decon Process: GLOVE BAG 
Disposal Methods: DOUBLE 6MIL POLY BAGS 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


ADMISSIONS BLDG. (Continued) 5101017584 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 


PRIMATE TESTING LAB 
Not reported 
Not reported 
Not reported 


Small Owner Occ: 0 

Owner Name: MCLEAN HOSPITAL 
Owner Address: 115 MILL ST. 
Owner City: BELMONT 
Owner State: MA 

On Site Manager Name: TED CASE 

On Site Manager Phone: 5088509713 

Ins Comp: TRAVLERS 
Policy Number: UB-4834P07A-14 
EXP Date: 9/9/2015 

Facility Size: 15000 
Transporter Name: A-D&T 
Transporter Address: 7 DOVER 
Transporter City: WALPOLE 
Transporter State: MA 

Final Site: Not reported 
Certified Name: TED CASE 

Cert Sign Date: 04/29/2015 
Certified Company: A-D&T 

Certified Phone: 5088509713 
Entered by: MAUREEN 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 05/10/2012 

End Date: 05/31/2012 

Date Entered: Not reported 
Entry Date: 04/27/2012 
Quantity Materical Removed SF: .00 

Quantity Material Removed LF: 450.00 

Project Description: Spr 

AR Tracking ID: 156839 

Super Lic Number: AS001045 
Monitor Lic Number: AM033696 

Lab Lic Number: AA000162 

Year: 2012 

Sticker Number: 100147027 

Form Type: ANF-001 

Fee Status: Fifty 

Facility Phone: 6178552623 

Sub Town: Not reported 
Worksite: MCLAIN HOSPITAL 
Occupied: -1 

Contractor: AC000701 
Contract Type: Off 

Hours: Week days: 0700-1630 Week end: 0 
Project Type: Renv 

Abatement Process: Encl,CInp,Fcontain,Encp 
Location: Indoors 


Decon Process: 


Disposal Methods: 


THREE CHAMBER DECON FROM CONTAINMENT, SUITS TO BE REMOVES INSIDE OF 


DECON UNIT 


ALL ACM WILL BE WETTED AND PLACED INTO DOUBLE 6 MIL POLY BAGS, STORED 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation Site 


EDR ID Number 
Database(s) EPA ID Number 


ADMISSIONS BLDG. (Continued) 5101017584 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 

Date Entered: 

Entry Date: 
Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 


IN APPROVED CONTAINER 
MCLAIN HOSPITAL 
Not reported 

Not reported 

Not reported 

5 

MCLAIN HOSPITAL 
115 MILL STREET 
BELMONT 

MA 

TOM GALLAGHER 
617-855-2623 

Not reported 

Not reported 

Not reported 

Not reported 
MORAN ENVIRONMENTAL RECOVERY 
75 YORK AVE 
RANDOLPH 

Not reported 

39 

NICK LAFLAMME 
04/27/2012 

MORAN 
7818151109 

Not reported 


Not reported 

Not reported 

Not reported 
04/01/2015 

04/01/2015 

Not reported 
03/30/2015 

95.00 

Not reported 

Ims 

209426 

AS060927 

AM000091 

AA000144 

2015 

100217413 

ANF-001 

HUNDRED 
6178552633 

Not reported 
ADMISSIONS BLDG. BASEMENT 
-1 

AC000601 

WRITTEN 

8-5 

Dem 

oth:FLOOR TILE PREP 
INDOORS 

NEG AIR 

DOUBLE 6MIL POLY BAGS 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
ADMISSIONS BLDG. (Continued) $101017584 


Facility Usage: 
Waiver Given: 


HOSPITAL ADMISSIONS 
Not reported 


DEP Waiver Number: NAW1503167 
DLWD Waiver Number: 12364-2015 
Small Owner Occ: 0 

Owner Name: MC LEAN HOSPITAL 
Owner Address: 115 MILL ST 
Owner City: BELMONT 
Owner State: MA 

On Site Manager Name: TED CASE 
On Site Manager Phone: 5088509713 
Ins Comp: TRAVLERS 
Policy Number: 66345WC 15 
EXP Date: 9/19/2015 
Facility Size: 60000 
Transporter Name: A-D&T 
Transporter Address: 7 DOVER 
Transporter City: WALPOLE 
Transporter State: MA 

Final Site: Not reported 
Certified Name: TED CASE 
Cert Sign Date: 03/30/2015 
Certified Company: A-D&T 
Certified Phone: 5088509713 
Entered by: MAUREEN 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 09/19/2016 
End Date: 09/19/2016 
Date Entered: Not reported 
Entry Date: 09/19/2016 
Quantity Materical Removed SF: .00 

Quantity Material Removed LF: 12.00 
Project Description: PIPEINSUL 
AR Tracking ID: 248654 
Super Lic Number: AS033721 
Monitor Lic Number: AM051114 
Lab Lic Number: AA000208 
Year: 2016 

Sticker Number: 100251105 
Form Type: ANF-001 
Fee Status: HUNDRED 
Facility Phone: 5088509713 
Sub Town: Not reported 
Worksite: MAILMAN TUNNEL 
Occupied: -1 
Contractor: AC000601 
Contract Type: WRITTEN 
Hours: 6 PM -1 AM 
Project Type: Repr 
Abatement Process: Giv, oth:MINI CONTAINMENT 
Location: INDOORS 


Decon Process: 
Disposal Methods: 
Facility Usage: 


GLOVE BAG WATER 
DOUBLE 6MIL POLY BAGS 
HOSPITAL 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
ADMISSIONS BLDG. (Continued) $101017584 


Waiver Given: 


Not reported 


DEP Waiver Number: NAW1609076 
DLWD Waiver Number: 17112-2016 
Small Owner Occ: 0 

Owner Name: MCLEAN HOSP. 
Owner Address: 115 MILL ST. 
Owner City: BELMONT 
Owner State: MA 

On Site Manager Name: CHRIS POGGI 
On Site Manager Phone: 5088509713 
Ins Comp: FEDERAL 
Policy Number: NA 

EXP Date: 9/19/2017 
Facility Size: 60000 
Transporter Name: A-D&T 
Transporter Address: 7 DOVER 
Transporter City: WALPOLE 
Transporter State: MA 

Final Site: Not reported 
Certified Name: TED CASE 
Cert Sign Date: 09/19/2016 
Certified Company: A-D&T 
Certified Phone: 5088509713 
Entered by: MAUREEN 
Notification: 100225057R1 
DEP Region: NE 

Notifiers Name: A-D & T ENTERPRISE INC 
Start Date: 08/04/2015 
End Date: 08/15/2015 
Date Entered: 29/07/2015 
Entry Date: 07/29/2015 
Quantity Materical Removed SF: 350 

Quantity Material Removed LF: 480 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 


TRANSPIPE PIPEINSUL TRANSPANEL INSCEMENT OTHER FLOORING 


Not reported 
Not reported 
Not reported 
Not reported 


Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 


Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 


Not reported 
Not reported 
Not reported 
Not reported 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 

ADMISSIONS BLDG. (Continued) 5101017584 

DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: Not reported 
Owner Name: Not reported 
Owner Address: Not reported 
Owner City: Not reported 
Owner State: Not reported 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: 100225057R2 
DEP Region: NE 
Notifiers Name: A-D & T ENTERPRISE INC 
Start Date: 08/08/2015 
End Date: 08/15/2015 
Date Entered: 03/08/2015 
Entry Date: 08/03/2015 
Quantity Materical Removed SF: 350 
Quantity Material Removed LF: 480 
Project Description: TRANSPIPE PIPEINSUL TRANSPANEL INSCEMENT OTHER FLOORING 
AR Tracking ID: Not reported 
Super Lic Number: Not reported 
Monitor Lic Number: Not reported 
Lab Lic Number: Not reported 
Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
Decon Process: Not reported 
Disposal Methods: Not reported 
Facility Usage: Not reported 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 

ADMISSIONS BLDG. (Continued) $101017584 

DLWD Waiver Number: Not reported 
Small Owner Occ: Not reported 
Owner Name: Not reported 
Owner Address: Not reported 
Owner City: Not reported 
Owner State: Not reported 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: 100225057R3 
DEP Region: NE 
Notifiers Name: A-D & T ENTERPRISE INC 
Start Date: 08/10/2015 
End Date: 08/20/2015 
Date Entered: 07/08/2015 
Entry Date: 08/07/2015 
Quantity Materical Removed SF: 350 
Quantity Material Removed LF: 480 
Project Description: TRANSPIPE PIPEINSUL TRANSPANEL INSCEMENT OTHER FLOORING 
AR Tracking ID: Not reported 
Super Lic Number: Not reported 
Monitor Lic Number: Not reported 
Lab Lic Number: Not reported 
Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
Decon Process: Not reported 
Disposal Methods: Not reported 
Facility Usage: Not reported 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
ADMISSIONS BLDG. (Continued) $101017584 


Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 


Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 


Not reported 
Not reported 
Not reported 
Not reported 


Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 09/18/2015 
End Date: 09/20/2015 
Date Entered: Not reported 
Entry Date: 09/07/2015 
Quantity Materical Removed SF: 400.00 


Quantity Material Removed LF: 
Project Description: 


Not reported 
OTHER WATER PROOFING 


AR Tracking ID: 221595 
Super Lic Number: AS060927 
Monitor Lic Number: AM000091 
Lab Lic Number: AA000144 
Year: 2015 
Sticker Number: 100228303 
Form Type: ANF-001 
Fee Status: HUNDRED 
Facility Phone: 5088509713 
Sub Town: Not reported 
Worksite: EXTERIOR 
Occupied: -1 
Contractor: ACO000601 
Contract Type: WRITTEN 
Hours: 7-5 

Project Type: Renv 
Abatement Process: Fcontain 
Location: OUTDOORS 
Decon Process: NEG. AIR 


Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 


DOUBLE 6MIL POLY BAGS 
HOSPITAL 

Not reported 

Not reported 

Not reported 

0 
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Map ID | MAP FINDINGS 


AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 


Not reported 
Not reported 
Not reported 
Not reported 


Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
ADMISSIONS BLDG. (Continued) $101017584 
Owner Name: MC LEAN HOSPITAL 
Owner Address: 115 MILL ST. 
Owner City: BELMONT 
Owner State: MA 
On Site Manager Name: TED CASE 
On Site Manager Phone: 5088509713 
Ins Comp: TRAVLERS 
Policy Number: NA 
EXP Date: 9/19/2015 
Facility Size: 60000 
Transporter Name: A-D&T 
Transporter Address: 7 DOVER 
Transporter City: WALPOLE 
Transporter State: MA 
Final Site: Not reported 
Certified Name: TED CASE 
Cert Sign Date: 09/07/2015 
Certified Company: A-D&T 
Certified Phone: 5088509713 
Entered by: MAUREEN 
Notification: 100218405R1 
DEP Region: NE 
Notifiers Name: A-D & T ENTERPRISE INC 
Start Date: 04/14/2015 
End Date: 05/08/2015 
Date Entered: 29/04/2015 
Entry Date: 04/29/2015 
Quantity Materical Removed SF: 4500 
Quantity Material Removed LF: Not reported 
Project Description:  Trns 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 

ADMISSIONS BLDG. (Continued) $101017584 

Owner Address: Not reported 
Owner City: Not reported 
Owner State: Not reported 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: 100219373R1 
DEP Region: NE 
Notifiers Name: A-D & T ENTERPRISE INC 
Start Date: 05/08/2015 
End Date: 05/08/2015 
Date Entered: 05/05/2015 
Entry Date: 05/05/2015 
Quantity Materical Removed SF: 16 
Quantity Material Removed LF: Not reported 
Project Description: Bir 
AR Tracking ID: Not reported 
Super Lic Number: Not reported 
Monitor Lic Number: Not reported 
Lab Lic Number: Not reported 
Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
Decon Process: Not reported 
Disposal Methods: Not reported 
Facility Usage: Not reported 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: Not reported 
Owner Name: Not reported 
Owner Address: Not reported 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
ADMISSIONS BLDG. (Continued) $101017584 
Owner City: Not reported 
Owner State: Not reported 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 01/21/2013 
End Date: 02/28/2013 
Date Entered: Not reported 
Entry Date: 01/07/2013 
Quantity Materical Removed SF: 42776.00 
Quantity Material Removed LF: 3460.00 
Project Description: Trns 
AR Tracking ID: 167973 
Super Lic Number: AS030269 
Monitor Lic Number: AA000128 
Lab Lic Number: AA000128 
Year: 2013 
Sticker Number: 100169788 
Form Type: ANF-001 
Fee Status: Fifty 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: UPHAM HOUSE 
Occupied: 0 
Contractor: AC000767 
Contract Type: Off 
Hours: Week days: 7 - 3 Week end: 
Project Type: Oth:REMOVAL 
Abatement Process: Encl,FcontainXPOLY SURROUNDING STRUCTURE 
Location: Indoors 
Decon Process: ENCLOSURE-FULL CONTAINMENT - POLY SURROUNDING STRUCTURE 
Disposal Methods: ALL METHODS WILL COMPLY 
Facility Usage: RESIDENCE 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: 5 
Owner Name: NORTHLAND RESIDENTIAL 
Owner Address: 20 BURLINGTON MALL ROAD, #220 
Owner City: BURLINGTON, MA 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation Site 


EDR ID Number 
Database(s) EPA ID Number 


ADMISSIONS BLDG. (Continued) 5101017584 


Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 
Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 


MA 

N/A 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

E & F ENVIRONMENTAL SERVICES, LLC 
86 CAROLAN AVENUE 
HAMPTON, NH 

Not reported 

39 

FRANK BALOGH 
01/07/2013 

E & F ENVIRO 
6039742503 

Not reported 


100218405R2 
NE 

A-D & T ENTERPRISE INC 
04/14/2015 
05/14/2015 
07/05/2015 
05/07/2015 
4500 

Not reported 
,Ims 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 

ADMISSIONS BLDG. (Continued) $101017584 

On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: 100228303R1 
DEP Region: NE 
Notifiers Name: A-D & T ENTERPRISE INC 
Start Date: 09/28/2015 
End Date: 10/02/2015 
Date Entered: 18/09/2015 
Entry Date: 09/18/2015 
Quantity Materical Removed SF: 400 
Quantity Material Removed LF: Not reported 
Project Description: OTHER WATER PROOFING 
AR Tracking ID: Not reported 
Super Lic Number: Not reported 
Monitor Lic Number: Not reported 
Lab Lic Number: Not reported 
Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
Decon Process: Not reported 
Disposal Methods: Not reported 
Facility Usage: Not reported 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: Not reported 
Owner Name: Not reported 
Owner Address: Not reported 
Owner City: Not reported 
Owner State: Not reported 
On Site Manager Name: Not reported 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 

ADMISSIONS BLDG. (Continued) $101017584 

On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 
Certified Name: Not reported 
Cert Sign Date: Not reported 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: 100233325R1 
DEP Region: NE 
Notifiers Name: A-D & T ENTERPRISE INC 
Start Date: 11/28/2015 
End Date: 11/28/2015 
Date Entered: 28/11/2015 
Entry Date: 11/28/2015 
Quantity Materical Removed SF: 3 
Quantity Material Removed LF: Not reported 
Project Description: OTHER TAR COATING 
AR Tracking ID: Not reported 
Super Lic Number: Not reported 
Monitor Lic Number: Not reported 
Lab Lic Number: Not reported 
Year: Not reported 
Sticker Number: Not reported 
Form Type: Not reported 
Fee Status: Not reported 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: Not reported 
Occupied: Not reported 
Contractor: Not reported 
Contract Type: Not reported 
Hours: Not reported 
Project Type: Not reported 
Abatement Process: Not reported 
Location: Not reported 
Decon Process: Not reported 
Disposal Methods: Not reported 
Facility Usage: Not reported 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: Not reported 
Owner Name: Not reported 
Owner Address: Not reported 
Owner City: Not reported 
Owner State: Not reported 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
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Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
ADMISSIONS BLDG. (Continued) $101017584 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: Not reported 


Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 

DEP Region: 

Notifiers Name: 

Start Date: 

End Date: 

Date Entered: 

Entry Date: 

Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 

Year: 

Sticker Number: 

Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 

Contractor: 

Contract Type: 

Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Not reported 
Not reported 
Not reported 
04/14/2015 
05/08/2015 
Not reported 
04/13/2015 
4500.00 

Not reported 
,Ims 

210482 
AS060927 
AM000091 
AA000144 
2015 
100218405 
ANF-001 
HUNDRED 
6178552633 
Not reported 
ADMISSIONS BLDG 
0 

AC000601 
WRITTEN 
7-4 

Dem 
Fcontain 
OUTDOORS 
NEG. AIR 
SLURRY IN DRUMS 
HOSPITAL ADMISSIONS 
Not reported 
NAW1504081 
12515-2015 
0 

MCLEAN HOSPITAL 
115 MILL ST. 
BELMONT 
MA 

TED CASE 
5088509713 
TRAVELERS 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


ADMISSIONS BLDG. (Continued) 


Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 

AR Tracking ID: 

Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 

Year: 

Sticker Number: 

Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 

Contractor: 

Contract Type: 

Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 


UB-4834P07A-14 
9/9/2015 
60000 


YANKEE FIBER CCONTROL INC. 


50 INDUSTRIAL WAY 
SEEKONK 

MA 

Not reported 

TED CASE 
04/13/2015 

A-D&T 

5088509713 
MAUREEN 


Not reported 
Not reported 
Not reported 
02/19/2015 
02/21/2015 
Not reported 
02/04/2015 
.00 

165.00 

Spr 

206631 
AS060927 
AM000091 
AA000144 
2015 
100214906 
ANF-001 
HUNDRED 
5088509713 
Not reported 
OAKS HALL PRIMATE LAB 
-1 

AC000601 
WRITTEN 
7-5 

Renv 

Giv, Fcontain 
INDOORS 
GLOVE BAGS 
DOUBLE 6MIL POLY BAGS 
HOSPITAL 
Not reported 
Not reported 
Not reported 
0 

MC LEAN HOSPITAL 
115 MILL ST. 
BELMONT 
MA 

TED CASE 
5088509713 
TRAVLERS 
354WC76K15 


EDR ID Number 


Database(s) EPA ID Number 


5101017584 
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Current Status: 


Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Source: 


Click here to access the MA DEP site for th 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 


Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
ADMISSIONS BLDG. (Continued) 5101017584 
EXP Date: 9/19/2015 
Facility Size: 15000 
Transporter Name: A-D&T 
Transporter Address: 7 DOVER 
Transporter City: WALPOLE 
Transporter State: MA 
Final Site: Not reported 
Certified Name: TED CASE 
Cert Sign Date: 02/04/2015 
Certified Company: A-D&T 
Certified Phone: 5088509713 
Entered by: MAUREEN 
HW GEN: 
EPA Id: MAD046514535 
RCRA Generator Status: SQG 
State Generator Status: SQG-MA 
R117 RIVER CITY PLAZA MA SHWS 5118947421 
SSW 80-130 RIVER STREET MA RELEASE N/A 
1/2-1 WALTHAM, MA 02453 
0.904 mi. 
4773 ft. Site 4 of 6 in cluster R 
Relative: SHWS: 
Lower Release Tracking Number/Current Status: 3-0033702 / TIERII 
Actual: Release Town: WALTHAM 
38 ft. Notification Date: 07/15/2016 
Category: 120 DY 
Associated ID: 3-0033702 


Tier II, A site/release receiving a total NRS score of less than 350, 
unless the site meets any of the Tier 1 Inclusionary Criteria (see 
above). Permits are not required at Tier 2 sites/releases and 
response actions may be performed under the supervision of an LSP 
without prior DEP approval. All pre-1993 transition sites that have 
accepted waivers are categorically Tier 2 sites. 

07/24/2017 

PHASE II 

Oil and Hazardous Material 

UNKNOWN 


is facility: 


C19 THRU C36 ALIPHATIC HYDROCARBONS 
10800 milligrams per kilogram 

C9 THRU C18 ALIPHATIC HYDROCARBONS 
3790 milligrams per kilogram 
BENZ[AJANTHRACENE 

22.1 milligrams per kilogram 
INDENO(1,2,3-CD)PYRENE 

13.9 milligrams per kilogram 
2-METHYLNAPHTHALENE 

65.9 milligrams per kilogram 
PHENANTHRENE 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RIVER CITY PLAZA (Continued) 


Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Database(s) 


40 milligrams per kilogram 
MERCURY 

178 milligrams per kilogram 
BENZO[B]FLUORANTHENE 
15.6 milligrams per kilogram 
BENZO[A]PYRENE 

22.3 milligrams per kilogram 
C11 THRU C22 AROMATIC HYDROCARBONS 
13500 milligrams per kilogram 
DIBENZ[A,HJANTHRACENE 
3.57 milligrams per kilogram 
ACENAPHTHENE 

5.21 milligrams per kilogram 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

5/4/2017 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
7/15/2016 

Not reported 


RNF 

Reportable Release under MGL 21E 
7/15/2016 

Not reported 


RNFE 

Transmittal, Notice, or Notification Received 
7/15/2016 

Not reported 


Phase 1 

Completion Statement Received 
7/24/2017 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
7/24/2017 

Not reported 


Tier Classification 
Tier 2 Classification 
7/24/2017 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
7/24/2017 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 


EDR ID Number 


EPA ID Number 


$118947421 


A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


8/4/2016 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RIVER CITY PLAZA (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil / Haz Material Type: 


Database(s) 


Not reported 


Tier Classification 
Legal Notice Published 
8/7/2017 

Not reported 


3-0033702 / TIERII 
3-0033702 
WALTHAM 
07/15/2016 

120 DY 

07/24/2017 

PHASE II 


Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

5/4/2017 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
7/15/2016 

Not reported 


RNF 

Reportable Release under MGL 21E 
7/15/2016 

Not reported 


RNFE 

Transmittal, Notice, or Notification Received 
7/15/2016 

Not reported 


Phase 1 

Completion Statement Received 
7/24/2017 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
7/24/2017 

Not reported 


Tier Classification 
Tier 2 Classification 
7/24/2017 

Not reported 


EDR ID Number 


EPA ID Number 


$118947421 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RIVER CITY PLAZA (Continued) 5118947421 
Action Туре: Tier Classification 
Action Status: RTN Linked to TCLASS Via Tier Classification Submittal 
Action Date: 7/24/2017 
Response Action Outcome: Not reported 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 8/4/2016 
Response Action Outcome: Not reported 
Action Type: Tier Classification 
Action Status: Legal Notice Published 
Action Date: 8/7/2017 
Response Action Outcome: Not reported 
Chemicals: 
Chemical: C19 THRU C36 ALIPHATIC HYDROCARBONS 
Quantity: 10800 milligrams per kilogram 
Chemical: C9 THRU C18 ALIPHATIC HYDROCARBONS 
Quantity: 3790 milligrams per kilogram 
Chemical: BENZ[AJANTHRACENE 
Quantity: 22.1 milligrams per kilogram 
Chemical: INDENO(1,2,3-CD)PYRENE 
Quantity: 13.9 milligrams per kilogram 
Chemical: 2-METHYLNAPHTHALENE 
Quantity: 65.9 milligrams per kilogram 
Chemical: PHENANTHRENE 
Quantity: 40 milligrams per kilogram 
Chemical: MERCURY 
Quantity: 178 milligrams per kilogram 
Chemical: BENZO[B]FLUORANTHENE 
Quantity: 15.6 milligrams per kilogram 
Chemical: BENZO[A]PYRENE 
Quantity: 22.3 milligrams per kilogram 
Chemical: C11 THRU C22 AROMATIC HYDROCARBONS 
Quantity: 13500 milligrams per kilogram 
Chemical: DIBENZ[A,HJANTHRACENE 
Quantity: 3.57 milligrams per kilogram 
Chemical: ACENAPHTHENE 
Quantity: 5.21 milligrams per kilogram 
Source: UNKNOWN 
R118 80-130 RIVER STREET MA SHWS 5121394340 
SSW 80-130 RIVER STREET MA RELEASE N/A 
1/2-1 WALTHAM, MA 02453 
0.904 mi. 
4773 ft. Site 5 of 6 in cluster R 
Relative: SHWS: 
Lower Release Tracking Number/Current Status: 3-0034541 / UNCLSS 
Actual: Release Town: WALTHAM 
38 ft. Notification Date: 10/12/2017 
Category: 120 DY 
Associated ID: Not reported 
Current Status: Unclassified 
Status Date: 10/12/2017 
Phase: Not reported 
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Map ID 
Direction 
Distance 


Elevation 


Site 


80-130 RIVER STREET (Continued) 


MAP FINDINGS 


Response Action Outcome: 
Oil Or Haz Material: 
Source: 


Hazardous Material 
UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil / Haz Material Type: 


TRICHLOROETHYLENE 
7900 micrograms per liter 


ETHENE, 1,2-DICHLORO-, (2) 


8700 micrograms per liter 
VINYL CHLORIDE 

740 micrograms per liter 
ETHENE, TETRACHLORO- 
54 milligrams per kilogram 


ETHENE, 1,2-DICHLORO-, (2) 


2.6 milligrams per kilogram 
ETHENE, TETRACHLORO- 
150 micrograms per liter 
TRICHLOROETHYLENE 
30 milligrams per kilogram 


RNFE 


Transmittal, Notice, or Notification Received 


10/12/2017 
Not reported 


RNF 


Reportable Release under MGL 21E 


10/12/2017 
Not reported 


Release Disposition 


Reportable Release under MGL 21E 


10/12/2017 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


$121394340 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


11/15/2017 
Not reported 


3-0034541 / UNCLSS 
Not reported 
WALTHAM 
10/12/2017 

120 DY 

10/12/2017 

Not reported 


Hazardous Material 
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Map ID 
Direction 
Distance 


Elevation 


R119 
SSW 
1/2-1 


0.904 mi. 


4773 ft. 


Relative: 
Lower 


Actual: 
38 ft. 


MAP FINDINGS 


80-130 RIVER STREET (Continued) 


Database(s) 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


RNFE 

Transmittal, Notice, or Notification Received 
10/12/2017 

Not reported 


RNF 

Reportable Release under MGL 21E 
10/12/2017 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
10/12/2017 

Not reported 


WALTHAM, MA 02453 


Site 6 of 6 in cluster R 


SHWS: 
Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 


3-0033698 / DPS 

WALTHAM 

07/15/2016 

120 DY 

Not reported 

Downgradient Property Status 
12/06/2017 

PHASE II 


Hazardous Material 


EDR ID Number 
EPA ID Number 


$121394340 


5118947419 
N/A 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 

Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 

Action Date: 11/15/2017 

Response Action Outcome: Not reported 

Chemicals: 

Chemical: TRICHLOROETHYLENE 

Quantity: 7900 micrograms per liter 

Chemical: ETHENE, 1,2-DICHLORO-, (Z) 

Quantity: 8700 micrograms per liter 

Chemical: VINYL CHLORIDE 

Quantity: 740 micrograms per liter 

Chemical: ETHENE, TETRACHLORO- 

Quantity: 54 milligrams per kilogram 

Chemical: ETHENE, 1,2-DICHLORO-, (Z) 

Quantity: 2.6 milligrams per kilogram 

Chemical: ETHENE, TETRACHLORO- 

Quantity: 150 micrograms per liter 

Chemical: TRICHLOROETHYLENE 

Quantity: 30 milligrams per kilogram 

Source: UNKNOWN 
RIVER CITY PLAZA MA SHWS 
80-130 RIVER STREET MA RELEASE 
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Map ID 
Direction 
Distance 


Elevation 


Site 


RIVER CITY PLAZA (Continued) 


MAP FINDINGS 


Source: 


EDR ID Number 


Database(s) 


EPA ID Number 


5118947419 


UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


ETHENE, 1,2-DICHLORO-, (Z) 
600 micrograms per liter 
VINYL CHLORIDE 

130 micrograms per liter 
ETHENE, TRICHLORO- 

24 milligrams per kilogram 
ETHENE, 1,2-DICHLORO- 

1.6 milligrams per kilogram 
TRICHLOROETHYLENE 

220 micrograms per liter 
ETHENE, TETRACHLORO- 
3.6 milligrams per kilogram 
ETHENE, TETRACHLORO- 
63 micrograms per liter 
ETHENE, 1,2-DICHLORO-, (Z) 
30 milligrams per kilogram 
ETHENE, CHLORO- 

19 milligrams per kilogram 
ETHANE, 1,1-DICHLORO- 

0.5 milligrams per kilogram 


Immediate Response Action 
Level I - Technical Screen Audit 
10/26/2017 

Not reported 


Downgradient Property Status 

Transmittal, Notice, or Notification Received 
12/6/2017 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

5/4/2017 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
7/15/2016 

Not reported 


RNFE 

Transmittal, Notice, or Notification Received 
7/15/2016 

Not reported 


RNF 

Reportable Release under MGL 21E 
7/15/2016 

Not reported 
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Page 1039 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RIVER CITY PLAZA (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 

Source: 

Source: 


EDR ID Number 
Database(s) EPA ID Number 


5118947419 


Tier Classification 
Tier 2 Classification 
7/24/2017 

Not reported 


Phase 1 

Completion Statement Received 
7/24/2017 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
7/24/2017 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
8/4/2016 

Not reported 


Tier Classification 
Legal Notice Published 
8/7/2017 

Not reported 


3-0034056 / RAONR 
WALTHAM 
01/26/2017 

72 HR 

Not reported 
Response Action Outcome Not Required 
07/24/2017 

Not reported 

Oil 

COMMERCIAL 
UNDER INVE 
UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


PETROLEUM 
1 inches 


Release Disposition 

Reportable Release under MGL 21E 
1/26/2017 

Not reported 


Immediate Response Action 
IRA Assessment Only 
1/26/2017 

Not reported 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RIVER CITY PLAZA (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 

Category: 

Associated ID: 

Current Status: 


Database(s) 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
2/24/2017 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 


A MassDEP piece of correspondence was issued (approvals, 


2/24/2017 
Not reported 


RNF 

Reportable Release under MGL 21E 
3/27/2017 

Not reported 


Immediate Response Action 
Completion Statement Received 
3/27/2017 

Not reported 


RNFE 

Transmittal, Notice, or Notification Received 
3/27/2017 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
7/24/2017 

Not reported 


Tier Classification 
Tier 2 Classification 
7/24/2017 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
7/24/2017 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
7/24/2017 

Not reported 


Tier Classification 
Legal Notice Published 
8/7/2017 

Not reported 


3-0034056 / RAONR 

WALTHAM 

01/26/2017 

72 HR 

Not reported 

Response Action Outcome Not Required 


EDR ID Number 
EPA ID Number 


5118947419 


NORs, etc. 
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Map ID | 


МАР FINDINGS 
Direction 
Distance 
Elevation Site 
RIVER CITY PLAZA (Continued) 
Status Date: 07/24/2017 
Phase: Not reported 
Response Action Outcome: - 
Oil Or Haz Material: Oil 
Location Type: COMMERCIAL 
Source: UNDER INVE 
Source: UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


PETROLEUM 
1 inches 


Release Disposition 


Reportable Release under MGL 21E 


1/26/2017 
Not reported 


Immediate Response Action 
IRA Assessment Only 
1/26/2017 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 


2/24/2017 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5118947419 


А Notice sent to а Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


2/24/2017 
Not reported 


RNF 


Reportable Release under MGL 21E 


3/27/2017 
Not reported 


Immediate Response Action 


Completion Statement Received 


3/27/2017 
Not reported 


RNFE 


Transmittal, Notice, or Notification Received 


3/27/2017 
Not reported 


Tier Classification 


Transmittal, Notice, or Notification Received 


7/24/2017 
Not reported 


Tier Classification 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RIVER CITY PLAZA (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil / Haz Material Type: 


Database(s) 


Tier 2 Classification 
7/24/2017 
Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
7/24/2017 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
7/24/2017 

Not reported 


Tier Classification 
Legal Notice Published 
8/7/2017 

Not reported 


3-0033698 / DPS 
Not reported 
WALTHAM 
07/15/2016 

120 DY 
12/06/2017 
PHASE II 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 
Level I - Technical Screen Audit 
10/26/2017 

Not reported 


Downgradient Property Status 

Transmittal, Notice, or Notification Received 
12/6/2017 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

5/4/2017 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
7/15/2016 

Not reported 


RNFE 
Transmittal, Notice, or Notification Received 


EDR ID Number 
EPA ID Number 


5118947419 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 
Site 
RIVER CITY PLAZA (Continued) 
Action Date: 7/15/2016 
Response Action Outcome: Not reported 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 7/15/2016 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Source: 


Release Tracking Number/Current Status: 


Not reported 


Tier Classification 
Tier 2 Classification 
7/24/2017 

Not reported 


Phase 1 

Completion Statement Received 
7/24/2017 

Not reported 


Tier Classification 


Transmittal, Notice, or Notification Received 


7/24/2017 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5118947419 


А Notice sent to а Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


8/4/2016 
Not reported 


Tier Classification 
Legal Notice Published 
8/7/2017 

Not reported 


ETHENE, 1,2-DICHLORO-, (Z) 
600 micrograms per liter 
VINYL CHLORIDE 

130 micrograms per liter 
ETHENE, TRICHLORO- 

24 milligrams per kilogram 
ETHENE, 1,2-DICHLORO- 
1.6 milligrams per kilogram 
TRICHLOROETHYLENE 
220 micrograms per liter 
ETHENE, TETRACHLORO- 
3.6 milligrams per kilogram 
ETHENE, TETRACHLORO- 
63 micrograms per liter 
ETHENE, 1,2-DICHLORO-, (Z) 
30 milligrams per kilogram 
ETHENE, CHLORO- 

19 milligrams per kilogram 
ETHANE, 1,1-DICHLORO- 
0.5 milligrams per kilogram 
UNKNOWN 


3-0034056 / RAONR 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RIVER CITY PLAZA (Continued) $118947419 
Primary ID: Not reported 
Official City: WALTHAM 
Notification: 01/26/2017 
Category: 72 HR 
Status Date: 07/24/2017 
Phase: Not reported 
Response Action Outcome: - 
Oil / Haz Material Type: Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Disposition 

Reportable Release under MGL 21E 
1/26/2017 

Not reported 


Immediate Response Action 
IRA Assessment Only 
1/26/2017 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
2/24/2017 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
2/24/2017 

Not reported 


RNF 

Reportable Release under MGL 21E 
3/27/2017 

Not reported 


Immediate Response Action 
Completion Statement Received 
3/27/2017 

Not reported 


RNFE 

Transmittal, Notice, or Notification Received 
3/27/2017 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
7/24/2017 

Not reported 


Tier Classification 
Tier 2 Classification 
7/24/2017 

Not reported 


TC5505005.2s Page 1045 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RIVER CITY PLAZA (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


RAO Not Required 

Linked to a Tier Classified Site 
7/24/2017 

Not reported 


Tier Classification 


EDR ID Number 


Database(s) EPA ID Number 


5118947419 


RTN Linked to TCLASS Via Tier Classification Submittal 


7/24/2017 
Not reported 


Action Type: Tier Classification 

Action Status: Legal Notice Published 

Action Date: 8/7/2017 

Response Action Outcome: Not reported 

Chemicals: 

Chemical: PETROLEUM 

Quantity: 1 inches 

Location Type: COMMERCIAL 

Source: UNDER INVE 

Source: UNKNOWN 
120 RAYTHEON PLANT MA SHWS 5101018328 
South 20 SEYON ST MA INST CONTROL N/A 
1/2-1 WALTHAM, MA 02254 MA BROWNFIELDS 
0.908 mi. MA RELEASE 
4794 ft. MA SPILLS 
Relative: MA ASBESTOS 
Lower MA ENE 

MA HW GEN 

Actual: 
36 ft. SHWS: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Location Type: 
Source: 

Source: 

Source: 


3-0028596 / URAM 
WALTHAM 
07/02/2009 

120 DY 

Not reported 
URAM 

07/08/2009 

Not reported 
Hazardous Material 
INDUSTRIAL 
PRIVPROP 
3-25832 

RTN 

UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 


TCE 
0.005 milligrams per liter 


Utility-related Abatement Measure 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 

Location Type: 

Source: 

Source: 

Source: 


Completion Statement Received 
10/30/2009 
Not reported 


Utility-related Abatement Measure 
Notice of Intent to Conduct a URAM 
7/2/2009 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
7/2/2009 

Not reported 


Utility-related Abatement Measure 
Notification of URAM Received 
7/8/2009 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 


A Notice sent to a Potentially Responsible Party (PRP) 


URAMLR 
7/8/2009 
Not reported 


Utility-related Abatement Measure 
Level I - Technical Screen Audit 
7/8/2009 

Not reported 


3-0028596 / URAM 
WALTHAM 
07/02/2009 

120 DY 

Not reported 
URAM 

07/08/2009 

Not reported 
Hazardous Material 
INDUSTRIAL 
PRIVPROP 
3-25832 

RTN 

UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 


TCE 
0.005 milligrams per liter 


Utility-related Abatement Measure 
Completion Statement Received 
10/30/2009 
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Map ID | 
Direction 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 

Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$101018328 
Not reported 


Utility-related Abatement Measure 
Notice of Intent to Conduct a URAM 
7/2/2009 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
7/2/2009 

Not reported 


Utility-related Abatement Measure 
Notification of URAM Received 
7/8/2009 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
URAMLR 

7/8/2009 

Not reported 


Utility-related Abatement Measure 
Level I - Technical Screen Audit 
7/8/2009 

Not reported 


3-0013701 / RAO 

WALTHAM 

04/26/1996 

120 DY 

Not reported 

Response Action Outcome 

05/02/1997 

Not reported 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Oil 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 


PCB-CONTAMINATED MATERIAL=>500 ppm 
4.3 milligrams per kilogram 


RLFA 

FLDRAN 

10/18/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 
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Map ID | 


Direction 
Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$101018328 
NAFNVD 
10/27/2009 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level II - Audit Inspection 

10/6/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRAN 

12/6/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

Notice of Non-compliance related to an Audit 

3/30/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

4/26/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

4/26/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NOA 

5/10/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

5/13/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
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Map ID | 


Direction 
Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 

Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$101018328 
5/16/1996 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

5/2/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

5/2/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

Audit Follow-up Completion Statement Received 

5/30/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

5/5/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NOA 

6/17/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


3-0025723 / RAO 
WALTHAM 

03/09/2006 

120 DY 

Not reported 

Response Action Outcome 
07/06/2006 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 


Click here to access the MA DEP site for this facility: 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAYTHEON PLANT (Continued) $101018328 
Chemicals: 
Chemical: C11 THRU C22 AROMATIC HYDROCARBONS 


Quantity: 200 milligrams per kilogram 
Actions: 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 3/17/2006 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 3/9/2006 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 3/9/2006 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 7/6/2006 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Tracking Number/Current Status: 3-0025831 / RAO 


Release Town: WALTHAM 

Notification Date: 04/14/2006 

Category: 120 DY 

Associated ID: Not reported 

Current Status: Response Action Outcome 
Status Date: 08/14/2006 

Phase: Not reported 


Response Action Outcome: 


Oil Or Haz Material: 


B1 - Remedial actions have not been conducted because a level of No 
Significant Risk exists. 
Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: SELENIUM 
Quantity: 0.47 milligrams per liter 
Actions: 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 4/14/2006 


Response Action Outcome: 


Action Type: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Release Disposition 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 

Source: 

Source: 


EDR ID Number 
Database(s) EPA ID Number 


5101018328 


Reportable Release under MGL 21E 

4/14/2006 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
5/9/2006 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

RAO Statement Received 

8/14/2006 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


3-0029000 / RAONR 
WALTHAM 
01/11/2010 

72 HR 

Not reported 
Response Action Outcome Not Required 
11/11/2010 

Not reported 
Hazardous Material 
INDUSTRIAL 
INDUSTRIA 

SITE 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


TCE 
83.4 inches 
PCE 
83.4 inches 


Release Disposition 

Reportable Release under MGL 21E 
1/11/2010 

Not reported 


Immediate Response Action 
IRA Assessment Only 
1/11/2010 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
11/11/2010 

Not reported 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Database(s) 


RAO Not Required 

Linked to a Tier Classified Site 
11/11/2010 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
11/11/2010 

Not reported 


Immediate Response Action 
Completion Statement Received 
11/11/2010 

Not reported 


Immediate Response Action 
RMRFIN 

11/11/2010 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

11/8/2010 

Not reported 


Tier Classification 
Legal Notice Published 
2/24/2010 

Not reported 


Tier Classification 

Revised Statement or Transmittal Received 
2/26/2010 

Not reported 


Tier Classification 
Tier 1B Classification 
2/26/2010 

Not reported 


Tier Classification 
TCEXT 
2/26/2015 

Not reported 


Tier Classification 
TCEXT 
2/27/2017 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
2/9/2010 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 


EDR ID Number 


EPA ID Number 


5101018328 


A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
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Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site Database(s) 
RAYTHEON PLANT (Continued) 
Action Date: 2/9/2010 
Response Action Outcome: Not reported 
Action Type: RNFE 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 3/12/2010 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Not reported 


Immediate Response Action 
Written Plan Received 
3/12/2010 

Not reported 


RNF 

Reportable Release under MGL 21E 
3/12/2010 

Not reported 


Immediate Response Action 
Level I - Technical Screen Audit 
3/15/2010 

Not reported 


Tier Classification 
Permit Effective Date 
4/7/2010 

Not reported 


Immediate Response Action 
RMRINI 

5/11/2010 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
5/11/2010 

Not reported 


Immediate Response Action 
Level I - Technical Screen Audit 
5/12/2010 

Not reported 


Tier Classification 
Tier 2 Extension 
5/24/1996 

Not reported 


Tier Classification 
Tier 2 Extension 
5/26/1995 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
7/2/2015 

Not reported 


EDR ID Number 


EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 

Source: 


Database(s) 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
7/2/2015 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
7/27/1990 

Not reported 


Tier Classification 
Tier 2 Classification 
7/27/1995 

Not reported 


3-0025832 / DPS 
WALTHAM 
04/14/2006 

120 DY 

Not reported 
Downgradient Property Status 
01/25/2018 

Not reported 
Hazardous Material 
PRIVPROP 
UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


TCE 

6.3 milligrams per liter 
TETRACHLOROETHENE 
0.16 milligrams per liter 
1,2-DICHLOROETHYLENE 
0.72 milligrams per liter 


Downgradient Property Status 

Transmittal, Notice, or Notification Received 
1/25/2018 

Not reported 


Downgradient Property Status 

Modified Transmittal Received - DPS Transfer 
2/9/2011 

Not reported 


Downgradient Property Status 
Level I - Technical Screen Audit 
3/13/2015 

Not reported 


Downgradient Property Status 


EDR ID Number 


EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 

Source: 


Transmittal, Notice, or Notification Received 


4/12/2007 
Not reported 


Downgradient Property Status 
Fee Received - FMCRA Use Only 


4/13/2007 
Not reported 


RNF 


Reportable Release under MGL 21E 


4/14/2006 
Not reported 


Release Disposition 


Reportable Release under MGL 21E 


4/14/2006 
Not reported 


Downgradient Property Status 
Level | - Technical Screen Audit 


4/29/2008 
Not reported 


Downgradient Property Status 
Modified Transmittal Received - DPS Transfer 


5/19/2011 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


$101018328 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


5/9/2006 
Not reported 


Downgradient Property Status 
Level | - Technical Screen Audit 


8/17/2015 
Not reported 


Downgradient Property Status 
Transmittal, Notice, or Notification Received 


9/15/2014 
Not reported 


3-0000449 / TIERI 
WALTHAM 
10/30/1986 

120 DY 

3-0000449 

TIERI 

02/26/2010 

PHASE V 

Oil and Hazardous Material 
MANUFACT 
UNCONTAIN 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


RAYTHEON PLANT (Continued) 


Source: 


UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 1,4-DICHLOROBENZENE 
Quantity: 65 milligrams per kilogram 
Chemical: TOTAL PETROLEUM HYDROCARBONS (TPH) 
Quantity: 4600 milligrams per kilogram 
Chemical: TOTAL PETROLEUM HYDROCARBONS (TPH) 
Quantity: 20 milligrams per liter 
Chemical: UNKNOWN 
Quantity: Not reported 
Chemical: 1,2-DICHLOROBENZENE 
Quantity: 8.9 milligrams per liter 
Actions: 
Action Type: Activity and Use Limitation 
Action Status: Legal Notice Published 
Action Date: 1/20/2012 
Response Action Outcome: Not reported 


Action Type: Immediate Response Action 

Action Status: Oral Approval of Plan or Action 

Action Date: 1/22/1999 

Response Action Outcome: Not reported 

Action Type: Phase 5 

Action Status: Inspection and Monitoring Report Received 
Action Date: 1/24/2000 

Response Action Outcome: Not reported 

Action Type: RLFA 

Action Status: FLDRAN 

Action Date: 1/25/2007 

Response Action Outcome: Not reported 

Action Type: Phase 5 

Action Status: Inspection and Monitoring Report Received 
Action Date: 1/27/2003 


Response Action Outcome: 


Not reported 


Action Type: Activity and Use Limitation 

Action Status: Transmittal, Notice, or Notification Received 
Action Date: 1/27/2012 

Response Action Outcome: Not reported 

Action Type: Phase 5 

Action Status: Inspection and Monitoring Report Received 
Action Date: 1/30/2004 


Response Action Outcome: 


Not reported 


Action Type: An activity type that is related to an Audit 
Action Status: NAFNVD 

Action Date: 1/7/2005 

Response Action Outcome: Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Response Action Outcome - RAO 


Level II - Audit Inspection 
10/1/2015 
Not reported 


RLFA 
FLDD1U 
10/1/2015 
Not reported 


Release Abatement Measure 
Level | - Technical Screen Audit 


10/12/2016 
Not reported 


Release Abatement Measure 


Written Plan Received 
10/12/2016 
Not reported 


An activity type that is related to an Audit 


NAFNVD 
10/14/2015 
Not reported 


An activity type that is related to an Audit 


NAFNVD 
10/16/2001 
Not reported 


Release Abatement Measure 
Completion Statement Received 


10/19/2004 
Not reported 


Phase 5 


Inspection and Monitoring Report Received 


10/28/1996 
Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 


10/28/2005 
Not reported 


Release Disposition 
Valid Transition Site 
10/30/1986 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


10/30/1986 
Not reported 


Release Abatement Measure 


RMRINT 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Database(s) 


10/9/2013 
Not reported 


Release Abatement Measure 
Status or Interim Report Received 
10/9/2013 

Not reported 


Release Abatement Measure 
Completion Statement Received 
10/9/2014 

Not reported 


Response Action Outcome - RAO 
RMRINT 

11/1/2006 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/1/2006 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
11/11/2010 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
11/11/2010 

Not reported 


Response Action Outcome - RAO 
RMRINT 

11/13/2007 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/13/2007 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
11/16/2000 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
11/2/1998 

Not reported 


RLFA 
FLDRAN 
11/2/2004 
Not reported 


EDR ID Number 


EPA ID Number 


5101018328 
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Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site 
RAYTHEON PLANT (Continued) 
Action Type: Phase 5 
Action Status: Level II - Audit Inspection 
Action Date: 11/2/2004 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: Modified Revised or Updated Plan Received 
Action Date: 11/24/2008 


Not reported 


Response Action Outcome - RAO 
RMRINT 

11/24/2008 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/24/2008 

Not reported 


Release Abatement Measure 
Written Plan Received 
11/29/2004 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
12/1/2010 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/10/2010 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/10/2010 

Not reported 


Release Abatement Measure 
Written Plan Received 
12/11/2012 

Not reported 


Release Abatement Measure 
Level I - Technical Screen Audit 
12/12/2012 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/19/2011 

Not reported 


Response Action Outcome - RAO 
RMRINT 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


12/19/2011 
Not reported 


Response Action Outcome - RAO 
RMRINT 

12/19/2014 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/19/2014 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/20/2013 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/20/2013 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/20/2016 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/20/2016 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/21/2012 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/21/2012 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/22/2017 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/22/2017 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/23/2015 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Response Action Outcome - RAO 
RMRINT 

12/23/2015 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/3/2009 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/3/2009 

Not reported 


Release Abatement Measure 
Written Plan Received 
12/4/2003 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
12/5/2011 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
2/1/1999 

Not reported 


Release Abatement Measure 
RMRINT 

2/10/2017 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
2/10/2017 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
2/11/2010 

Not reported 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
2/17/2006 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
2/18/1998 

Not reported 


Phase 5 
Inspection and Monitoring Report Received 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 


TC5505005.2s Page 1062 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


2/2/1996 
Not reported 


Tier Classification 
Legal Notice Published 
2/24/2010 

Not reported 


Tier Classification 


Revised Statement or Transmittal Received 


2/26/2010 
Not reported 


Tier Classification 
Tier 1B Classification 
2/26/2010 

Not reported 


Tier Classification 
TCEXT 
2/26/2015 

Not reported 


Tier Classification 
TCEXT 
2/27/2017 

Not reported 


Immediate Response Action 


Oral Approval of Plan or Action 


2/4/1999 
Not reported 


Phase 5 


Inspection and Monitoring Report Received 


2/5/2002 
Not reported 


Release Abatement Measure 
Status or Interim Report Received 


2/9/2018 
Not reported 


Release Abatement Measure 


RMRINT 
2/9/2018 
Not reported 


Phase 5 


Inspection and Monitoring Report Received 


3/1/1999 
Not reported 


Immediate Response Action 


Completion Statement Received 


3/19/1999 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
3/21/2006 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


$101018328 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


3/21/2006 
Not reported 


Phase 5 

Inspection and Monitoring Report Received 
3/24/2000 

Not reported 


Release Abatement Measure 
Completion Statement Received 
3/3/2005 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
4/10/1995 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
4/10/2013 

Not reported 


Release Abatement Measure 
RMRINI 

4/10/2013 

Not reported 


Release Abatement Measure 
RMRINT 

4/10/2014 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
4/10/2014 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
4/11/1997 

Not reported 


RNF 

Reportable Release under MGL 21E 
4/16/2004 

Not reported 


Response Action Outcome - RAO 
Level II - Audit Inspection 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 
RAYTHEON PLANT (Continued) $101018328 
Action Date: 4/18/2013 
Response Action Outcome: Not reported 
Action Type: Phase 2 
Action Status: Tier 1A or Priority Submittal Approved 
Action Date: 4/22/1988 
Response Action Outcome: Not reported 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/27/2005 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
4/27/2005 

Not reported 


Response Action Outcome - RAO 
RMRINT 

4/28/2006 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
4/28/2006 

Not reported 


Phase 5 
RMRINT 
4/28/2006 
Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
4/29/2004 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
4/4/2003 

Not reported 


Tier Classification 
Permit Effective Date 
4/7/2010 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
4/9/2004 

Not reported 


Phase 4 

Written Plan Received 
5/15/1996 

Not reported 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Database(s) 


A Notice sent to a Potentially Responsible Party (PRP) 
DEPRET 

5/15/2006 

Not reported 


Response Action Outcome - RAO 
RMRINT 

5/15/2008 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
5/15/2008 

Not reported 


Tier Classification 
Tier 2 Extension 
5/24/1996 

Not reported 


Tier Classification 
Tier 2 Extension 
5/26/1995 

Not reported 


An activity type that is related to an Audit 
NAFNVD 

5/28/2013 

Not reported 


TREGS 
WAVREC 
5/3/1990 
Not reported 


RLFA 
FLDRUN 
5/6/2013 
Not reported 


Response Action Outcome - RAO 
Level II - Audit Inspection 
5/6/2013 

Not reported 


Response Action Outcome - RAO 
RMRINT 

5/7/2007 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
5/7/2007 

Not reported 


Response Action Outcome - RAO 
RMRINT 


EDR ID Number 


EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


6/1/2009 
Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/1/2009 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
6/1/2009 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/10/2010 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/10/2010 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
6/11/2004 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
6/12/2014 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/13/2011 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/13/2011 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


6/18/1986 
Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/20/2012 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/20/2012 

Not reported 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Response Action Outcome - RAO 
RMRINT 

6/21/2013 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/21/2013 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/22/2017 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/22/2017 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/24/2014 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/24/2014 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/25/2015 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/25/2015 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/25/2018 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/25/2018 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/27/2016 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Database(s) 


6/27/2016 
Not reported 


An activity type that is related to an Audit 

Audit Follow-up Completion Statement Received 
6/30/2006 

Not reported 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
6/30/2006 

Not reported 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
7/1/2011 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
7/2/2015 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
7/2/2015 

Not reported 


TREGS 
WAVSIG 
7/23/1990 
Not reported 


Phase 5 

Inspection and Monitoring Report Received 
7/23/1997 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
7127/1990 

Not reported 


TREGS 
WAVACC 
7/27/1990 
Not reported 


Tier Classification 
Tier 2 Classification 
7/27/1995 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
7/3/2001 

Not reported 


EDR ID Number 


EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


EDR ID Number 


Database(s) EPA ID Number 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
7/7/2016 

Not reported 


Response Action Outcome - RAO 
Level | - Technical Screen Audit 
7/8/2014 

Not reported 


Response Action Outcome - RAO 
RAO Statement Received 
8/1/1997 

Not reported 


Release Abatement Measure 
RMRINT 

8/10/2017 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
8/10/2017 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
8/12/2002 

Not reported 


Phase 5 

Level II - Audit Inspection 
8/21/2001 

Not reported 


An activity type that is related to an Audit 
NAFNVD 

8/24/2009 

Not reported 


Response Action Outcome - RAO 
Level II - Audit Inspection 
8/3/2009 

Not reported 


An activity type that is related to an Audit 
NOA 

8/31/1998 

Not reported 


RLFA 
FLDRAN 
8/6/2009 
Not reported 


Response Action Outcome - RAO 
Periodic Review Opinion Evaluating Temp Solution 


5101018328 
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Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 

Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Source: 


Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAYTHEON PLANT (Continued) $101018328 
Action Date: 8/8/2002 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: Modified Revised or Updated Plan Received 
Action Date: 9/13/1996 
Response Action Outcome: Not reported 
Action Type: RLFA 
Action Status: FLDRUN 
Action Date: 9/24/1997 
Response Action Outcome: Not reported 
Action Type: BWS02 
Action Status: APPROV 
Action Date: Not reported 
Response Action Outcome: Not reported 


3-0012685 / RAO 

WALTHAM 

07/14/1995 

TWO HR 

Not reported 

Response Action Outcome 

09/14/1995 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
Not reported 

COMPACTOR 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


HYDRAULIC OIL 
20 gallons 
HYDRAULIC OIL 
30 gallons 


Release Disposition 

Reportable Release under MGL 21E 

7/14/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

7/14/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 


FOLOFF 
7/14/1995 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 

Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


EDR ID Number 
Database(s) EPA ID Number 


5101018328 


А permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
8/3/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

9/14/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

9/14/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


3-0015039 / RAO 
WALTHAM 

04/24/1997 

120 DY 

Not reported 

Response Action Outcome 
04/30/1998 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


AROCLOR 1254 
43 milligrams per kilogram 


Release Abatement Measure 

Written Plan Received 

11/26/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

11/28/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 


Written Approval of Plan 
12/22/1997 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 


EDR ID Number 
Database(s) EPA ID Number 


5101018328 


А permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

4/1/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Status or Interim Report Received 

4/1/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

4/24/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

4/24/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

4/30/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
5/28/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

5/7/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0029000 / RAONR 

WALTHAM 

01/11/2010 

72HR 

Not reported 

Response Action Outcome Not Required 
11/11/2010 

Not reported 

Hazardous Material 

INDUSTRIAL 
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Map ID 
Direction 
Distance 


Elevation 


Site 


| МАР FINDINGS 
Database(s) 
RAYTHEON PLANT (Continued) 
Source: INDUSTRIA 
Source: SITE 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


TCE 
83.4 inches 
PCE 
83.4 inches 


Release Disposition 

Reportable Release under MGL 21E 
1/11/2010 

Not reported 


Immediate Response Action 
IRA Assessment Only 
1/11/2010 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
11/11/2010 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
11/11/2010 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
11/11/2010 

Not reported 


Immediate Response Action 
Completion Statement Received 
11/11/2010 

Not reported 


Immediate Response Action 
RMRFIN 

11/11/2010 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

11/8/2010 

Not reported 


Tier Classification 
Legal Notice Published 
2/24/2010 

Not reported 


EDR ID Number 


EPA ID Number 


5101018328 


TC5505005.2s Page 1074 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Tier Classification 


Revised Statement or Transmittal Received 


2/26/2010 
Not reported 


Tier Classification 
Tier 1B Classification 
2/26/2010 

Not reported 


Tier Classification 
TCEXT 
2/26/2015 

Not reported 


Tier Classification 
TCEXT 
2/27/2017 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 


2/9/2010 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


$101018328 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


2/9/2010 
Not reported 


RNFE 


Transmittal, Notice, or Notification Received 


3/12/2010 
Not reported 


Immediate Response Action 
Written Plan Received 
3/12/2010 

Not reported 


RNF 


Reportable Release under MGL 21E 


3/12/2010 
Not reported 


Immediate Response Action 


Level | - Technical Screen Audit 


3/15/2010 
Not reported 


Tier Classification 
Permit Effective Date 
4/7/2010 

Not reported 


Immediate Response Action 
RMRINI 


TC5505005.2s Page 1075 


Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAYTHEON PLANT (Continued) $101018328 
Action Date: 5/11/2010 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 5/11/2010 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
Action Status: Level I - Technical Screen Audit 
Action Date: 5/12/2010 
Response Action Outcome: Not reported 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 

Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


Tier Classification 
Tier 2 Extension 
5/24/1996 

Not reported 


Tier Classification 
Tier 2 Extension 
5/26/1995 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
7/2/2015 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
7/2/2015 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
7/27/1990 

Not reported 


Tier Classification 
Tier 2 Classification 
7/27/1995 

Not reported 


3-0025829 / RAO 
WALTHAM 

04/14/2006 

120 DY 

Not reported 

Response Action Outcome 
08/14/2006 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Hazardous Material 
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Map ID 
Direction 
Distance 


Elevation 


Site 


RAYTHEON PLANT (Continued) 


MAP FINDINGS 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 


TCE 
2.1 milligrams per kilogram 


Release Disposition 


Reportable Release under MGL 21E 


4/14/2006 


A permanent solution has been achieved. 


reduced to background. 


RNF 


Reportable Release under MGL 21E 


4/14/2006 


A permanent solution has been achieved. 


reduced to background. 


Release Abatement Measure 


Written Plan Received 
4/14/2006 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 
Level | - Technical Screen Audit 


5/4/2009 


A permanent solution has been achieved. 


reduced to background. 


EDR ID Number 


Database(s) EPA ID Number 


$101018328 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


5/9/2006 


A permanent solution has been achieved. Contamination has not been 


reduced to background. 


Response Action Outcome - RAO 


RAO Statement Received 
8/14/2006 


A permanent solution has been achieved. Contamination has not been 


reduced to background. 


Release Abatement Measure 
Completion Statement Received 


8/14/2006 


A permanent solution has been achieved. Contamination has not been 


reduced to background. 


3-0000449 / TIERI 
WALTHAM 
10/30/1986 

120 DY 

3-0000449 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 

Source: 

Source: 


EDR ID Number 


Database(s) EPA ID Number 


TIERI 

02/26/2010 

PHASE V 

Oil and Hazardous Material 
MANUFACT 

UNCONTAIN 

UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


1,4-DICHLOROBENZENE 

65 milligrams per kilogram 

TOTAL PETROLEUM HYDROCARBONS (TPH) 
4600 milligrams per kilogram 

TOTAL PETROLEUM HYDROCARBONS (TPH) 
20 milligrams per liter 

UNKNOWN 

Not reported 

1,2-DICHLOROBENZENE 

8.9 milligrams per liter 


Activity and Use Limitation 
Legal Notice Published 
1/20/2012 

Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
1/22/1999 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
1/24/2000 

Not reported 


RLFA 
FLDRAN 
1/25/2007 
Not reported 


Phase 5 

Inspection and Monitoring Report Received 
1/27/2003 

Not reported 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 
1/27/2012 

Not reported 


Phase 5 
Inspection and Monitoring Report Received 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


1/30/2004 
Not reported 


An activity type that is related to an Audit 
NAFNVD 

1/7/2005 

Not reported 


Response Action Outcome - RAO 
Level II - Audit Inspection 
10/1/2015 

Not reported 


RLFA 
FLDD1U 
10/1/2015 
Not reported 


Release Abatement Measure 
Level | - Technical Screen Audit 
10/12/2016 

Not reported 


Release Abatement Measure 
Written Plan Received 
10/12/2016 

Not reported 


An activity type that is related to an Audit 
NAFNVD 

10/14/2015 

Not reported 


An activity type that is related to an Audit 
NAFNVD 

10/16/2001 

Not reported 


Release Abatement Measure 
Completion Statement Received 
10/19/2004 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
10/28/1996 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
10/28/2005 

Not reported 


Release Disposition 
Valid Transition Site 
10/30/1986 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 


А Notice sent to а Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


10/30/1986 
Not reported 


Release Abatement Measure 
RMRINT 

10/9/2013 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
10/9/2013 

Not reported 


Release Abatement Measure 
Completion Statement Received 
10/9/2014 

Not reported 


Response Action Outcome - RAO 
RMRINT 

11/1/2006 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/1/2006 

Not reported 


Tier Classification 


RTN Linked to TCLASS Via IRA Completion Statement 


11/11/2010 
Not reported 


Tier Classification 


RTN Linked to TCLASS Via Tier Classification Submittal 


11/11/2010 
Not reported 


Response Action Outcome - RAO 
RMRINT 

11/13/2007 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/13/2007 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
11/16/2000 

Not reported 


Phase 5 
Inspection and Monitoring Report Received 


TC5505005.2s Page 1080 


Map ID | 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


MAP FINDINGS 
Direction 
Distance 
Elevation Site 
RAYTHEON PLANT (Continued) 
Action Date: 11/2/1998 
Response Action Outcome: Not reported 
Action Type: RLFA 
Action Status: FLDRAN 
Action Date: 11/2/2004 
Response Action Outcome: Not reported 
Action Type: Phase 5 
Action Status: Level II - Audit Inspection 
Action Date: 11/2/2004 


Not reported 


Phase 4 


Modified Revised or Updated Plan Received 


11/24/2008 
Not reported 


Response Action Outcome - RAO 


RMRINT 
11/24/2008 
Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 


11/24/2008 
Not reported 


Release Abatement Measure 


Written Plan Received 
11/29/2004 
Not reported 


Phase 4 


Modified Revised or Updated Plan Received 


12/1/2010 
Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 


12/10/2010 
Not reported 


Response Action Outcome - RAO 


RMRINT 
12/10/2010 
Not reported 


Release Abatement Measure 


Written Plan Received 
12/11/2012 
Not reported 


Release Abatement Measure 
Level | - Technical Screen Audit 


12/12/2012 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/19/2011 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/19/2011 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/19/2014 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/19/2014 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/20/2013 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/20/2013 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/20/2016 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/20/2016 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/21/2012 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/21/2012 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/22/2017 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


12/22/2017 
Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/23/2015 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/23/2015 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/3/2009 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/3/2009 

Not reported 


Release Abatement Measure 
Written Plan Received 
12/4/2003 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
12/5/2011 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
2/1/1999 

Not reported 


Release Abatement Measure 
RMRINT 

2/10/2017 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
2/10/2017 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
2/11/2010 

Not reported 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
2/17/2006 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 
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Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site 
RAYTHEON PLANT (Continued) 
Action Type: Phase 5 
Action Status: Inspection and Monitoring Report Received 
Action Date: 2/18/1998 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Not reported 


Phase 5 

Inspection and Monitoring Report Received 
2/2/1996 

Not reported 


Tier Classification 
Legal Notice Published 
2/24/2010 

Not reported 


Tier Classification 

Revised Statement or Transmittal Received 
2/26/2010 

Not reported 


Tier Classification 
Tier 1B Classification 
2/26/2010 

Not reported 


Tier Classification 
TCEXT 
2/26/2015 

Not reported 


Tier Classification 
TCEXT 
2/27/2017 

Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
2/4/1999 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
2/5/2002 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
2/9/2018 

Not reported 


Release Abatement Measure 
RMRINT 

2/9/2018 

Not reported 


Phase 5 
Inspection and Monitoring Report Received 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


3/1/1999 
Not reported 


Immediate Response Action 


Completion Statement Received 


3/19/1999 
Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 


3/21/2006 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 


А Notice sent to а Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


3/21/2006 
Not reported 


Phase 5 


Inspection and Monitoring Report Received 


3/24/2000 
Not reported 


Release Abatement Measure 
Completion Statement Received 


3/3/2005 
Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 


4/10/1995 
Not reported 


Release Abatement Measure 
Status or Interim Report Received 


4/10/2013 
Not reported 


Release Abatement Measure 


RMRINI 
4/10/2013 
Not reported 


Release Abatement Measure 


RMRINT 
4/10/2014 
Not reported 


Release Abatement Measure 
Status or Interim Report Received 


4/10/2014 
Not reported 


Phase 4 


Modified Revised or Updated Plan Received 


4/11/1997 
Not reported 
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Map ID | 


МАР FINDINGS 
Direction 
Distance 
Elevation Site 
RAYTHEON PLANT (Continued) 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 4/16/2004 
Response Action Outcome: Not reported 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Response Action Outcome - RAO 


Level II - Audit Inspection 
4/18/2013 
Not reported 


Phase 2 


Tier 1A or Priority Submittal Approved 


4/22/1988 
Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 


4/27/2005 
Not reported 


Phase 5 


Inspection and Monitoring Report Received 


4/27/2005 
Not reported 


Response Action Outcome - RAO 


RMRINT 
4/28/2006 
Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 


4/28/2006 
Not reported 


Phase 5 
RMRINT 
4/28/2006 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


4/29/2004 
Not reported 


Phase 5 


Inspection and Monitoring Report Received 


4/4/2003 
Not reported 


Tier Classification 
Permit Effective Date 
4/7/2010 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
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Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site Database(s) 
RAYTHEON PLANT (Continued) 
Action Date: 4/9/2004 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: Written Plan Received 
Action Date: 5/15/1996 
Response Action Outcome: Not reported 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


A Notice sent to a Potentially Responsible Party (PRP) 
DEPRET 

5/15/2006 

Not reported 


Response Action Outcome - RAO 
RMRINT 

5/15/2008 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
5/15/2008 

Not reported 


Tier Classification 
Tier 2 Extension 
5/24/1996 

Not reported 


Tier Classification 
Tier 2 Extension 
5/26/1995 

Not reported 


An activity type that is related to an Audit 
NAFNVD 

5/28/2013 

Not reported 


TREGS 
WAVREC 
5/3/1990 
Not reported 


RLFA 
FLDRUN 
5/6/2013 
Not reported 


Response Action Outcome - RAO 
Level II - Audit Inspection 
5/6/2013 

Not reported 


Response Action Outcome - RAO 
RMRINT 

5/7/2007 

Not reported 


EDR ID Number 


EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
5/7/2007 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/1/2009 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/1/2009 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
6/1/2009 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/10/2010 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/10/2010 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
6/11/2004 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
6/12/2014 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/13/2011 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/13/2011 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


6/18/1986 
Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


6/20/2012 
Not reported 


Response Action Outcome - RAO 
RMRINT 

6/20/2012 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/21/2013 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/21/2013 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/22/2017 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/22/2017 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/24/2014 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/24/2014 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/25/2015 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/25/2015 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/25/2018 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/25/2018 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Database(s) 


Response Action Outcome - RAO 
RMRINT 

6/27/2016 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/27/2016 

Not reported 


An activity type that is related to an Audit 

Audit Follow-up Completion Statement Received 
6/30/2006 

Not reported 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
6/30/2006 

Not reported 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
7/1/2011 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
7/2/2015 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
7/2/2015 

Not reported 


TREGS 
WAVSIG 
7/23/1990 
Not reported 


Phase 5 

Inspection and Monitoring Report Received 
7/23/1997 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
7/27/1990 

Not reported 


TREGS 
WAVACC 
7/27/1990 
Not reported 


Tier Classification 
Tier 2 Classification 


EDR ID Number 


EPA ID Number 


S101018328 
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EDR ID Number 


Database(s) EPA ID Number 


Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site 
RAYTHEON PLANT (Continued) 
Action Date: 7/27/1995 
Response Action Outcome: Not reported 
Action Type: Phase 5 
Action Status: Inspection and Monitoring Report Received 
Action Date: 7/3/2001 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Not reported 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
7/7/2016 

Not reported 


Response Action Outcome - RAO 
Level | - Technical Screen Audit 
7/8/2014 

Not reported 


Response Action Outcome - RAO 
RAO Statement Received 
8/1/1997 

Not reported 


Release Abatement Measure 
RMRINT 

8/10/2017 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
8/10/2017 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
8/12/2002 

Not reported 


Phase 5 

Level II - Audit Inspection 
8/21/2001 

Not reported 


An activity type that is related to an Audit 
NAFNVD 

8/24/2009 

Not reported 


Response Action Outcome - RAO 
Level II - Audit Inspection 
8/3/2009 

Not reported 


An activity type that is related to an Audit 
NOA 

8/31/1998 

Not reported 


5101018328 


TC5505005.2s Page 1091 


Database(s) 


Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site 
RAYTHEON PLANT (Continued) 
Action Type: RLFA 
Action Status: FLDRAN 
Action Date: 8/6/2009 
Response Action Outcome: Not reported 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 

Location Type: 

Source: 

Source: 

Source: 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
8/8/2002 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
9/13/1996 

Not reported 


RLFA 
FLDRUN 
9/24/1997 
Not reported 


BWS02 
APPROV 
Not reported 
Not reported 


3-0028596 / 
WALTHAM 
07/02/2009 
120 DY 

Not reported 
URAM 
07/08/2009 
Not reported 
Hazardous Material 
INDUSTRIAL 
PRIVPROP 
3-25832 

RTN 

UNKNOWN 


URAM 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 
Action Status: 


TCE 
0.005 milligrams per liter 


Utility-related Abatement Measure 
Completion Statement Received 
10/30/2009 

Not reported 


Utility-related Abatement Measure 
Notice of Intent to Conduct a URAM 


EDR ID Number 
EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


INST CONTROL: 
Release Tracking Number: 
Action Type: 
Action Stat: 
Action Date: 
Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 


Database(s) 


7/2/2009 
Not reported 


Release Disposition 

Reportable Release under MGL 21E 
7/2/2009 

Not reported 


Utility-related Abatement Measure 
Notification of URAM Received 
7/8/2009 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
URAMLR 

7/8/2009 

Not reported 


Utility-related Abatement Measure 
Level I - Technical Screen Audit 
7/8/2009 

Not reported 


3-0013701 

AUL 

RECPT 

05/02/1997 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0013701 

AUL 

RECPT 

05/13/1997 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0013701 

AUL 

SNAUDI 

10/06/2009 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0000449 
AUL 
LEGNOT 
01/20/2012 


3-0000449 
AUL 


EDR ID Number 


EPA ID Number 


$101018328 
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Map ID 
Direction 
Distance 
Elevation — Site 


| MAP FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


RAYTHEON PLANT (Continued) 5101018328 


Action Stat: 
Action Date: 
Response Action Outcome: 


BROWNFIELDS 2: 


RTN: 

RAO Class: 
Other RTNs: 
Current Owner: 
MCP Status: 
AUL: 

COCs: 

Former Use: 
Current Use: 
Total Acreage: 


Release: 


RECPT 
01/27/2012 


3-0000449 

Not reported 

Not reported 

l-Park W Seyon Шс 

TIERI 

No 

Hydrocarbons, Dichlorobenzene 
Manufacture 

Not reported 

12.8 


Release Tracking Number/Current Status: 3-0000449 / TIERI 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil / Haz Material Type: 


3-0000449 
WALTHAM 
10/30/1986 
120 DY 
02/26/2010 
PHASE V 


Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


Activity and Use Limitation 
Legal Notice Published 
1/20/2012 

Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
1/22/1999 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
1/24/2000 

Not reported 


RLFA 
FLDRAN 
1/25/2007 
Not reported 


Phase 5 

Inspection and Monitoring Report Received 
1/27/2003 

Not reported 


Activity and Use Limitation 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Transmittal, Notice, or Notification Received 
1/27/2012 
Not reported 


Phase 5 

Inspection and Monitoring Report Received 
1/30/2004 

Not reported 


An activity type that is related to an Audit 
NAFNVD 

1/7/2005 

Not reported 


Response Action Outcome - RAO 
Level II - Audit Inspection 
10/1/2015 

Not reported 


RLFA 
FLDD1U 
10/1/2015 
Not reported 


Release Abatement Measure 
Level | - Technical Screen Audit 
10/12/2016 

Not reported 


Release Abatement Measure 
Written Plan Received 
10/12/2016 

Not reported 


An activity type that is related to an Audit 
NAFNVD 

10/14/2015 

Not reported 


An activity type that is related to an Audit 
NAFNVD 

10/16/2001 

Not reported 


Release Abatement Measure 
Completion Statement Received 
10/19/2004 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
10/28/1996 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
10/28/2005 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 


TC5505005.2s Page 1095 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Not reported 


Release Disposition 
Valid Transition Site 
10/30/1986 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


$101018328 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


10/30/1986 
Not reported 


Release Abatement Measure 
RMRINT 

10/9/2013 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
10/9/2013 

Not reported 


Release Abatement Measure 
Completion Statement Received 
10/9/2014 

Not reported 


Response Action Outcome - RAO 
RMRINT 

11/1/2006 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/1/2006 

Not reported 


Tier Classification 


RTN Linked to TCLASS Via IRA Completion Statement 


11/11/2010 
Not reported 


Tier Classification 


RTN Linked to TCLASS Via Tier Classification Submittal 


11/11/2010 
Not reported 


Response Action Outcome - RAO 
RMRINT 

11/13/2007 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/13/2007 

Not reported 
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Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site 
RAYTHEON PLANT (Continued) 
Action Type: Phase 5 
Action Status: Inspection and Monitoring Report Received 
Action Date: 11/16/2000 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Not reported 


Phase 5 

Inspection and Monitoring Report Received 
11/2/1998 

Not reported 


RLFA 
FLDRAN 
11/2/2004 
Not reported 


Phase 5 

Level II - Audit Inspection 
11/2/2004 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
11/24/2008 

Not reported 


Response Action Outcome - RAO 
RMRINT 

11/24/2008 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
11/24/2008 

Not reported 


Release Abatement Measure 
Written Plan Received 
11/29/2004 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
12/1/2010 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/10/2010 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/10/2010 

Not reported 


Release Abatement Measure 
Written Plan Received 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


12/11/2012 
Not reported 


Release Abatement Measure 
Level | - Technical Screen Audit 
12/12/2012 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/19/2011 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/19/2011 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/19/2014 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/19/2014 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/20/2013 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/20/2013 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/20/2016 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/20/2016 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/21/2012 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/21/2012 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Response Action Outcome - RAO 
RMRINT 

12/22/2017 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/22/2017 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/23/2015 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/23/2015 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
12/3/2009 

Not reported 


Response Action Outcome - RAO 
RMRINT 

12/3/2009 

Not reported 


Release Abatement Measure 
Written Plan Received 
12/4/2003 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
12/5/2011 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
2/1/1999 

Not reported 


Release Abatement Measure 
RMRINT 

2/10/2017 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
2/10/2017 

Not reported 


Phase 4 
Modified Revised or Updated Plan Received 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


2/11/2010 
Not reported 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
2/17/2006 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
2/18/1998 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
2/2/1996 

Not reported 


Tier Classification 
Legal Notice Published 
2/24/2010 

Not reported 


Tier Classification 

Revised Statement or Transmittal Received 
2/26/2010 

Not reported 


Tier Classification 
Tier 1B Classification 
2/26/2010 

Not reported 


Tier Classification 
TCEXT 
2/26/2015 

Not reported 


Tier Classification 
TCEXT 
2/27/2017 

Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
2/4/1999 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
2/5/2002 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
2/9/2018 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Release Abatement Measure 


RMRINT 
2/9/2018 
Not reported 


Phase 5 


Inspection and Monitoring Report Received 


3/1/1999 
Not reported 


Immediate Response Action 


Completion Statement Received 


3/19/1999 
Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 


3/21/2006 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


$101018328 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


3/21/2006 
Not reported 


Phase 5 


Inspection and Monitoring Report Received 


3/24/2000 
Not reported 


Release Abatement Measure 
Completion Statement Received 


3/3/2005 
Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 


4/10/1995 
Not reported 


Release Abatement Measure 
Status or Interim Report Received 


4/10/2013 
Not reported 


Release Abatement Measure 


RMRINI 
4/10/2013 
Not reported 


Release Abatement Measure 


RMRINT 
4/10/2014 
Not reported 


Release Abatement Measure 
Status or Interim Report Received 
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Map ID | 


Action Туре: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


MAP FINDINGS 
Direction 
Distance 
Elevation Site 
RAYTHEON PLANT (Continued) 
Action Date: 4/10/2014 
Response Action Outcome: Not reported 
Action Type: Phase 4 
Action Status: Modified Revised or Updated Plan Received 
Action Date: 4/11/1997 
Response Action Outcome: Not reported 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 4/16/2004 
Response Action Outcome: Not reported 


Response Action Outcome - RAO 


Level II - Audit Inspection 
4/18/2013 
Not reported 


Phase 2 


Tier 1A or Priority Submittal Approved 


4/22/1988 
Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 


4/27/2005 
Not reported 


Phase 5 


Inspection and Monitoring Report Received 


4/27/2005 
Not reported 


Response Action Outcome - RAO 


RMRINT 
4/28/2006 
Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 


4/28/2006 
Not reported 


Phase 5 
RMRINT 
4/28/2006 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


4/29/2004 
Not reported 


Phase 5 


Inspection and Monitoring Report Received 


4/4/2003 
Not reported 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Tier Classification 
Permit Effective Date 
4/7/2010 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
4/9/2004 

Not reported 


Phase 4 

Written Plan Received 
5/15/1996 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 


A Notice sent to a Potentially Responsible Party (PRP) 


DEPRET 
5/15/2006 
Not reported 


Response Action Outcome - RAO 
RMRINT 

5/15/2008 

Not reported 


Response Action Outcome - RAO 


Inspection and Monitoring Report Received 


5/15/2008 
Not reported 


Tier Classification 
Tier 2 Extension 
5/24/1996 

Not reported 


Tier Classification 
Tier 2 Extension 
5/26/1995 

Not reported 


An activity type that is related to an Audit 


NAFNVD 
5/28/2013 
Not reported 


TREGS 
WAVREC 
5/3/1990 
Not reported 


RLFA 
FLDRUN 
5/6/2013 
Not reported 


Response Action Outcome - RAO 
Level II - Audit Inspection 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


5/6/2013 
Not reported 


Response Action Outcome - RAO 
RMRINT 

5/7/2007 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
5/7/2007 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/1/2009 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/1/2009 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
6/1/2009 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/10/2010 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/10/2010 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
6/11/2004 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
6/12/2014 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/13/2011 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/13/2011 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 


А Notice sent to а Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


6/18/1986 
Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/20/2012 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/20/2012 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/21/2013 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/21/2013 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/22/2017 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/22/2017 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/24/2014 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/24/2014 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/25/2015 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/25/2015 

Not reported 


Response Action Outcome - RAO 
RMRINT 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Database(s) 


6/25/2018 
Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/25/2018 

Not reported 


Response Action Outcome - RAO 
RMRINT 

6/27/2016 

Not reported 


Response Action Outcome - RAO 
Inspection and Monitoring Report Received 
6/27/2016 

Not reported 


An activity type that is related to an Audit 

Audit Follow-up Completion Statement Received 
6/30/2006 

Not reported 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
6/30/2006 

Not reported 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
7/1/2011 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via IRA Completion Statement 
7/2/2015 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
7/2/2015 

Not reported 


TREGS 
WAVSIG 
7/23/1990 
Not reported 


Phase 5 

Inspection and Monitoring Report Received 
7/23/1997 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
7/27/1990 

Not reported 


EDR ID Number 


EPA ID Number 


5101018328 
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EDR ID Number 


Database(s) EPA ID Number 


Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site 
RAYTHEON PLANT (Continued) 
Action Type: TREGS 
Action Status: WAVACC 
Action Date: 7/27/1990 
Response Action Outcome: Not reported 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Tier Classification 
Tier 2 Classification 
7/27/1995 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
7/3/2001 

Not reported 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
7/7/2016 

Not reported 


Response Action Outcome - RAO 
Level | - Technical Screen Audit 
7/8/2014 

Not reported 


Response Action Outcome - RAO 
RAO Statement Received 
8/1/1997 

Not reported 


Release Abatement Measure 
RMRINT 

8/10/2017 

Not reported 


Release Abatement Measure 
Status or Interim Report Received 
8/10/2017 

Not reported 


Phase 5 

Inspection and Monitoring Report Received 
8/12/2002 

Not reported 


Phase 5 

Level II - Audit Inspection 
8/21/2001 

Not reported 


An activity type that is related to an Audit 
NAFNVD 

8/24/2009 

Not reported 


Response Action Outcome - RAO 
Level II - Audit Inspection 


5101018328 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 
Source: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Database(s) 


8/3/2009 
Not reported 


An activity type that is related to an Audit 
NOA 

8/31/1998 

Not reported 


RLFA 
FLDRAN 
8/6/2009 
Not reported 


Response Action Outcome - RAO 

Periodic Review Opinion Evaluating Temp Solution 
8/8/2002 

Not reported 


Phase 4 

Modified Revised or Updated Plan Received 
9/13/1996 

Not reported 


RLFA 
FLDRUN 
9/24/1997 
Not reported 


BWS02 
APPROV 
Not reported 
Not reported 


1,4-DICHLOROBENZENE 

65 milligrams per kilogram 

TOTAL PETROLEUM HYDROCARBONS (TPH) 
4600 milligrams per kilogram 

TOTAL PETROLEUM HYDROCARBONS (TPH) 
20 milligrams per liter 

UNKNOWN 

Not reported 

1,2-DICHLOROBENZENE 

8.9 milligrams per liter 

MANUFACT 

UNCONTAIN 

UNKNOWN 


3-0012685 / RAO 
Not reported 
WALTHAM 
07/14/1995 

TWO HR 
09/14/1995 

Not reported 


EDR ID Number 
EPA ID Number 


5101018328 


A1 - Å permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


RAYTHEON PLANT (Continued) 5101018328 


Oil / Haz Material Type: 


Not reported 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Source: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Release Disposition 

Reportable Release under MGL 21E 

7/14/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

7/14/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RLFA 

FOLOFF 

7/14/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
8/3/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

9/14/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

9/14/1995 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


HYDRAULIC OIL 
20 gallons 
HYDRAULIC OIL 
30 gallons 
COMPACTOR 


3-0013701 / RAO 

Not reported 

WALTHAM 

04/26/1996 

120 DY 

05/02/1997 

Not reported 

A3 - A permanent solution has been achieved. Contamination has not 
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Map ID 
Direction 
Distance 


Elevation 


Site 


RAYTHEON PLANT (Continued) 


MAP FINDINGS 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


5101018328 


been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 
Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 


RLFA 

FLDRAN 

10/18/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFNVD 

10/27/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level II - Audit Inspection 

10/6/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRAN 

12/6/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

Notice of Non-compliance related to an Audit 

3/30/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

4/26/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

4/26/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 
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Map ID | 
Direction 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$101018328 
NOA 
5/10/1999 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

5/13/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
5/16/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

5/2/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

5/2/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

Audit Follow-up Completion Statement Received 

5/30/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

5/5/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NOA 

6/17/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


PCB-CONTAMINATED MATERIAL=>500 ppm 
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Map ID 
Direction 
Distance 


Elevation 


Site 


RAYTHEON PLANT (Continued) 


MAP FINDINGS 


Quantity: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


5101018328 


4.3 milligrams per kilogram 


3-0015039 / RAO 

Not reported 

WALTHAM 

04/24/1997 

120 DY 

04/30/1998 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Abatement Measure 

Written Plan Received 

11/26/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

11/28/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Written Approval of Plan 

12/22/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Modified Revised or Updated Plan Received 

4/1/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Status or Interim Report Received 

4/1/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

4/24/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

4/24/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAYTHEON PLANT (Continued) $101018328 
Action Type: Response Action Outcome - RAO 


Action Status: 
Action Date: 
Response Action Outcome: 


RAO Statement Received 

4/30/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 5/28/1997 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: Fee Received - FMCRA Use Only 
Action Date: 5/7/1998 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Chemicals: 
Chemical: AROCLOR 1254 
Quantity: 43 milligrams per kilogram 
Release Tracking Number/Current Status: 3-0025723 / RAO 
Primary ID: Not reported 
Official City: WALTHAM 
Notification: 03/09/2006 
Category: 120 DY 
Status Date: 07/06/2006 
Phase: Not reported 


Response Action Outcome: 


Oil / Haz Material Type: 


A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 3/17/2006 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 3/9/2006 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 3/9/2006 


Response Action Outcome: 


Action Type: 
Action Status: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 
RAO Statement Received 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


RAYTHEON PLANT (Continued) 5101018328 


Action Date: 
Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


7/6/2006 
A permanent solution has been achieved. Contamination has not been 
reduced to background. 


C11 THRU C22 AROMATIC HYDROCARBONS 
200 milligrams per kilogram 


3-0025829 / RAO 

Not reported 

WALTHAM 

04/14/2006 

120 DY 

08/14/2006 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Disposition 

Reportable Release under MGL 21E 
4/14/2006 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


RNF 

Reportable Release under MGL 21E 
4/14/2006 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Release Abatement Measure 

Written Plan Received 

4/14/2006 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 
5/4/2009 

A permanent solution has been achieved. 
reduced to background. 


Contamination has not been 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
5/9/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

8/14/2006 

A permanent solution has been achieved. Contamination has not been 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


5101018328 


reduced to background. 


Release Abatement Measure 

Completion Statement Received 

8/14/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


TCE 
2.1 milligrams per kilogram 


3-0025831 / RAO 

Not reported 

WALTHAM 

04/14/2006 

120 DY 

08/14/2006 

Not reported 

B1 - Remedial actions have not been conducted because a level of No 
Significant Risk exists. 

Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 


Release Tracking Number/Current Status: 
Primary ID: 


RNF 

Reportable Release under MGL 21E 

4/14/2006 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Release Disposition 

Reportable Release under MGL 21E 

4/14/2006 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
5/9/2006 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

RAO Statement Received 

8/14/2006 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


SELENIUM 
0.47 milligrams per liter 


3-0025832 / DPS 
Not reported 
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Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation — Site 
RAYTHEON PLANT (Continued) 
Official City: WALTHAM 
Notification: 04/14/2006 
Category: 120 DY 
Status Date: 01/25/2018 
Phase: Not reported 


Response Action Outcome: 
Oil / Haz Material Type: 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


Downgradient Property Status 

Transmittal, Notice, or Notification Received 
1/25/2018 

Not reported 


Downgradient Property Status 

Modified Transmittal Received - DPS Transfer 
2/9/2011 

Not reported 


Downgradient Property Status 
Level I - Technical Screen Audit 
3/13/2015 

Not reported 


Downgradient Property Status 

Transmittal, Notice, or Notification Received 
4/12/2007 

Not reported 


Downgradient Property Status 
Fee Received - FMCRA Use Only 
4/13/2007 

Not reported 


RNF 

Reportable Release under MGL 21E 
4/14/2006 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
4/14/2006 

Not reported 


Downgradient Property Status 
Level I - Technical Screen Audit 
4/29/2008 

Not reported 


Downgradient Property Status 

Modified Transmittal Received - DPS Transfer 
5/19/2011 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 


A Notice sent to a Potentially Responsible Party (PRP) 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 

Oil / Haz Material Type: 


Database(s) 


EDR ID Number 
EPA ID Number 


$101018328 


A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


5/9/2006 
Not reported 


Downgradient Property Status 
Level | - Technical Screen Audit 
8/17/2015 

Not reported 


Downgradient Property Status 

Transmittal, Notice, or Notification Received 
9/15/2014 

Not reported 


TCE 

6.3 milligrams per liter 
TETRACHLOROETHENE 
0.16 milligrams per liter 
1,2-DICHLOROETHYLENE 
0.72 milligrams per liter 
PRIVPROP 

UNKNOWN 


3-0028596 / URAM 
Not reported 
WALTHAM 
07/02/2009 

120 DY 

07/08/2009 

Not reported 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Utility-related Abatement Measure 
Completion Statement Received 
10/30/2009 

Not reported 


Utility-related Abatement Measure 
Notice of Intent to Conduct a URAM 
7/2/2009 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
7/2/2009 

Not reported 


Utility-related Abatement Measure 
Notification of URAM Received 
7/8/2009 

Not reported 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Location Type: 
Location Type: 
Source: 
Source: 
Source: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 

Oil / Haz Material Type: 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 


А Notice sent to а Potentially Responsible Party (PRP) 


URAMLR 
7/8/2009 
Not reported 


Utility-related Abatement Measure 
Level | - Technical Screen Audit 


7/8/2009 
Not reported 


TCE 

0.005 milligrams per liter 
INDUSTRIAL 
PRIVPROP 

3-25832 

RTN 

UNKNOWN 


3-0029000 / RAONR 
Not reported 
WALTHAM 
01/11/2010 

72 HR 

11/11/2010 

Not reported 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Disposition 


Reportable Release under MGL 21E 


1/11/2010 
Not reported 


Immediate Response Action 
IRA Assessment Only 
1/11/2010 

Not reported 


Tier Classification 


RTN Linked to TCLASS Via IRA Completion Statement 


11/11/2010 
Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
11/11/2010 

Not reported 


Tier Classification 


RTN Linked to TCLASS Via Tier Classification Submittal 


11/11/2010 
Not reported 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON PLANT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 


Completion Statement Received 


11/11/2010 
Not reported 


Immediate Response Action 
RMRFIN 

11/11/2010 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 


A Notice sent to a Potentially Responsible Party (PRP) 


ALSENT 
11/8/2010 
Not reported 


Tier Classification 
Legal Notice Published 
2/24/2010 

Not reported 


Tier Classification 


Revised Statement or Transmittal Received 


2/26/2010 
Not reported 


Tier Classification 
Tier 1B Classification 
2/26/2010 

Not reported 


Tier Classification 
TCEXT 
2/26/2015 

Not reported 


Tier Classification 
TCEXT 
2/27/2017 

Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 


2/9/2010 
Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


2/9/2010 
Not reported 


RNFE 


Transmittal, Notice, or Notification Received 


3/12/2010 
Not reported 


Immediate Response Action 
Written Plan Received 
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Map ID | 


МАР FINDINGS 
Direction 
Distance 
Elevation Site 
RAYTHEON PLANT (Continued) 
Action Date: 3/12/2010 
Response Action Outcome: Not reported 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 3/12/2010 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Not reported 


Immediate Response Action 
Level I - Technical Screen Audit 
3/15/2010 

Not reported 


Tier Classification 
Permit Effective Date 
4/7/2010 

Not reported 


Immediate Response Action 
RMRINI 

5/11/2010 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
5/11/2010 

Not reported 


Immediate Response Action 
Level I - Technical Screen Audit 
5/12/2010 

Not reported 


Tier Classification 
Tier 2 Extension 
5/24/1996 

Not reported 


Tier Classification 
Tier 2 Extension 
5/26/1995 

Not reported 


Tier Classification 


EDR ID Number 


Database(s) EPA ID Number 


5101018328 


RTN Linked to TCLASS Via IRA Completion Statement 


7/2/2015 
Not reported 


Tier Classification 


RTN Linked to TCLASS Via Tier Classification Submittal 


7/2/2015 
Not reported 


Tier Classification 


Transmittal, Notice, or Notification Received 


7/27/1990 
Not reported 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


EDR ID Number 
Database(s) EPA ID Number 


RAYTHEON PLANT (Continued) 5101018328 


Action Type: Tier Classification 
Action Status: Tier 2 Classification 
Action Date: 7/27/1995 
Response Action Outcome: Not reported 

Chemicals: 
Chemical: TCE 
Quantity: 83.4 inches 
Chemical: PCE 
Quantity: 83.4 inches 
Location Type: INDUSTRIAL 
Source: INDUSTRIA 
Source: SITE 

MA Spills: 
Facility ID: 0000 Spill ID: N88-0359 
Staff Lead: JONSSON, I Date Entered: 19880324 
Last Entered: 19880324 First Response: 19880311 
Spill Date: 19880311 Spill Time: Not reported 
Report Date: 19880311 Report Time: 05:00PM 
Case Closed: YES Mat Type: HAZARDOUS 
Virgin Waste: VIRGIN Contam Soil: Not reported 
Env Impact: Not reported Other Impact: Not reported 
Material: AMMONIUM CHLORIDE Other Material: Not reported 
Qty Reported: 10-50 Qty Actual: 10-50 
Qty Reported: GALLONS Qty Actual: GALLONS 
CAS No: Not reported PCB Lev (ppm): Not reported 
Source: PIPE/HOSE/LINE Other Source: Not reported 
Incident: SPILL Other Incdnt: Not reported 
Cleanup Type: Not reported Contractor: NOT USED 
Referral: NO LUST Elig: Not reported 
Report Prep: Not reported Category: Not reported 
Notifier: Not reported 
Notif Tel: Not reported 
Days/Close: 1 

ASBESTOS: 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 04/21/2014 
End Date: 04/21/2014 
Date Entered: Not reported 
Entry Date: 04/07/2014 
Quantity Materical Removed SF: 35.00 
Quantity Material Removed LF: .00 
Project Description: Trns 
AR Tracking ID: 187393 
Super Lic Number: AS071933 
Monitor Lic Number: AA000118 
Lab Lic Number: AA000118 
Year: 2014 
Sticker Number: 100196246 
Form Type: ANF-001 
Fee Status: Fifty 


Facility Phone: 


Not reported 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAYTHEON PLANT (Continued) $101018328 
Sub Town: Not reported 
Worksite: BOILER ROOM 
Occupied: -1 
Contractor: AC000035 
Contract Type: WRITTEN 
Hours: Week days: 7A-4P Week end: 
Project Type: Renv 
Abatement Process: POLY BARRIER/NEGAIR/WET METHODS 
Location: Indoors 
Decon Process: THREE STAGE 
Disposal Methods: MATERIAL WILL BE WETTED AND PLACED IN PRELABELED BAGS FOR DISPOSAL 
Facility Usage: WASTEWATER TREATMENT PLANT 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: 5 
Owner Name: RAYTHEON CORP C/O BEALS & SONS 
Owner Address: P.O. BOX 1039 
Owner City: NORTHBORO 
Owner State: MA 
On Site Manager Name: THOMAS BEALS 
On Site Manager Phone: Not reported 
Ins Comp: GREAT DIVIDE 
Policy Number: WCA153726612 
EXP Date: 12/28/2014 
Facility Size: 2600 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: 39 
Certified Name: BRENT MORGENSTERN 
Cert Sign Date: 04/07/2014 
Certified Company: DEC-TAM 
Certified Phone: 9784702860 
Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 05/01/2009 
End Date: 06/30/2009 
Date Entered: Not reported 
Entry Date: 04/16/2009 
Quantity Materical Removed SF: 19165.00 
Quantity Material Removed LF: 1248.00 
Project Description: Spr, Clth, Insl, Trns 
AR Tracking ID: 111597 
Super Lic Number: AS060105 
Monitor Lic Number: AA000179 
Lab Lic Number: AA000179 
Year: 2009 
Sticker Number: 100087180 
Form Type: ANF-001 
Fee Status: Fifty 
Facility Phone: Not reported 
Sub Town: Not reported 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAYTHEON PLANT (Continued) $101018328 
Worksite: PARCELS 12 - 15 
Occupied: 0 
Contractor: AC000000 
Contract Type: WRITTEN 
Hours: Week days: 7AM-3:30PM Week end: 
Project Type: Dem 
Abatement Process: Fcontain 
Location: Indoors 
Decon Process: THREE CHAMBER 
Disposal Methods: THOROUGHLY WETTED MATERIALS; (2) 6 MIL BAGGING 
Facility Usage: INDUSTRIAL 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: 5 
Owner Name: SAMUEL & ASSOCIATES 
Owner Address: 333 NEWBURY STREET 
Owner City: BOSTON 
Owner State: MA 
On Site Manager Name: LARRY GREEN 
On Site Manager Phone: 617-247-3434 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: N/A 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: 39 
Certified Name: LARRY HILL 
Cert Sign Date: 04/16/2009 
Certified Company: YANKEE ENVIRONMENTAL 
Certified Phone: 8008466254 
Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 09/10/2009 
End Date: 09/25/2009 
Date Entered: Not reported 
Entry Date: 08/28/2009 
Quantity Materical Removed SF: 1000.00 
Quantity Material Removed LF: .00 
Project Description: Insl 
AR Tracking ID: 117005 
Super Lic Number: AS060105 
Monitor Lic Number: Not reported 
Lab Lic Number: Not reported 
Year: 2009 
Sticker Number: 100093974 
Form Type: ANF-001 
Fee Status: Fifty 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: PARCEL 15 - SE WALL 
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Map ID 
Direction 
Distance 
Elevation — Site 


| MAP FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


RAYTHEON PLANT (Continued) 5101018328 


Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 


0 

AC000723 

WRITTEN 

Week days: 7AM-3:30PM Week end: 
Dem 

PERIMETER POSTS WITH GROUND COVER 
Not reported 

(2) SUITS WITH 1/2 FACE RESPIRATORS 
THOROUGHLY WETTED MATERIALS; (2) 6 MIL BAGGING 
INDUSTRIAL 

Not reported 

Not reported 

Not reported 

5 

SAMUEL & ASSOCIATES 

333 NEWBURY STREET 

BOSTON 

MA 

LARRY GREEN 

617-247-3434 

Not reported 

Not reported 

Not reported 

Not reported 

N/A 

Not reported 

Not reported 

Not reported 

39 

LARRY HILL 

08/28/2009 

YANKEE ENVIRONMENTAL 
8008466254 

Not reported 


Not reported 
Not reported 
Not reported 
07/21/2009 
07/31/2009 
Not reported 
07/08/2009 
32.00 

7.00 

Trns 

114847 
AS060105 
AA000179 
AA000179 
2009 
100091277 
ANF-001 
Fifty 

Not reported 
Not reported 
PARCEL 15 
0 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAYTHEON PLANT (Continued) $101018328 
Contractor: AC000723 
Contract Type: WRITTEN 
Hours: Week days: 7AM-3:30PM Week end: 
Project Type: Dem 
Abatement Process: Fcontain, REMOTE DECON,CRTCLS,NEG AIR 
Location: Indoors 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 


REMOTE DECON 


THOROUGHLY WETTED MATERIALS; (2) 6 MIL BAGGING 


INDUSTRIAL 
Not reported 
Not reported 
Not reported 


Small Owner Occ: 5 

Owner Name: SAMUEL & ASSOCIATES 
Owner Address: 333 NEWBURY STREET 
Owner City: BOSTON 

Owner State: MA 

On Site Manager Name: LARRY GREEN 


On Site Manager Phone: 


617-247-3434 


Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: N/A 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: 39 

Certified Name: LARRY HILL 
Cert Sign Date: 07/08/2009 


Certified Company: 
Certified Phone: 


YANKEE ENVIRONMENTAL 
8008466254 


Entered by: Not reported 
ENFORCEMENT: 
Region: NERO 
DEP Region: NERO 
DEP Program: 3C 
DEP Bureau: BWSC 
Program: Not reported 
Program Id: 3-0029000 
High Or Low Level Enforcement: LLE 
FMF #: Not reported 
Comptroller Billing Name: Not reported 
Town Where Violation Occurred: Not reported 
Date Executed: 02/09/2010 
ENF #: Not reported 
Document Type: IDL 
AG Ref (Y/N): Not reported 
Doc Archived (Y/N): Not reported 
EJ Community (Y/N): Not reported 
Regional Comment: Not reported 
Final Payment Due Date: Not reported 
ACOP $: Not reported 
PAN $: Not reported 
EMS (Y/N): Not reported 
EMS$: Not reported 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAYTHEON PLANT (Continued) $101018328 
SEP (Y/N): Not reported 
SEP $: Not reported 
Demand $: Not reported 
Suspended $: Not reported 
Ownership: Commercially Owned 
Region: NERO 
DEP Region: NERO 
DEP Program: 3C 
DEP Bureau: BWSC 
Program: BWSC 
Program Id: 3-0032286 
High Or Low Level Enforcement: LLE 
FMF #: Not reported 
Comptroller Billing Name: Not reported 
Town Where Violation Occurred: Waltham 
Date Executed: 07/24/2014 
ENF #: Not reported 
Document Type: IDL 
AG Ref (Y/N): Not reported 
Doc Archived (Y/N): Not reported 
EJ Community (Y/N): Y 
Regional Comment: Not reported 
Final Payment Due Date: Not reported 
ACOP $: Not reported 
PAN $: Not reported 
EMS (Y/N): Not reported 
EMS$: Not reported 
SEP (Y/N): Not reported 
SEP $: Not reported 
Demand $: Not reported 
Suspended $: Not reported 
Ownership: Commercially Owned 
HW GEN: 
EPA Id: MAD001923408 
RCRA Generator Status: LQG 
State Generator Status: Not reported 
$121 P TR OPTICS CORP MA SHWS 5102086859 
SW 145 NEWTON ST MA RELEASE N/A 
1/2-1 WALTHAM, MA 02154 MA ENF 
0.923 mi. MA HW GEN 
4875 ft. Site 1 of 4 in cluster S 
Relative: SHWS: 
Lower Release Tracking Number/Current Status: 3-0012703 / RAO 
Actual: Release Town: WALTHAM 
27 ft. Notification Date: 07/19/1995 
Category: 72 HR 
Associated ID: Not reported 
Current Status: Response Action Outcome 
Status Date: 06/02/2008 
Phase: PHASE V 
Response Action Outcome: A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil Or Haz Material: Hazardous Material 
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Map ID 
Direction 
Distance 


Elevation 


Site 


PTR OPTICS CORP (Continued) 


MAP FINDINGS 


Location Type: 
Source: 


COMMERCIAL 
UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


ETHENE, TRICHLORO- 
40000 parts per billion 
TETRACHLOROETHENE 
Not reported 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 

1/15/2008 

A permanent solution has been achieved 
reduced to background. 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 

1/23/2007 

A permanent solution has been achieved 
reduced to background. 


An activity type that is related to an Audit 
NAFNVD 

1/23/2007 

A permanent solution has been achieved 
reduced to background. 


Phase 4 


Modified Revised or Updated Plan Received 


1/3/2006 


EDR ID Number 


Database(s) EPA ID Number 


5102086859 


. Contamination has not been 


. Contamination has not been 


. Contamination has not been 


A permanent solution has been achieved. Contamination has not been 


reduced to background. 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 

1/8/2008 

A permanent solution has been achieved 
reduced to background. 


An activity type that is related to an Audit 
NOA 

10/2/2006 

A permanent solution has been achieved 
reduced to background. 


RNF 

Reportable Release under MGL 21E 
10/3/1995 

A permanent solution has been achieved 
reduced to background. 


Immediate Response Action 
Written Plan Received 


. Contamination has not been 


. Contamination has not been 


. Contamination has not been 
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Map ID | 
Direction 


Distance 
Elevation — Site 


PTROPTICS CORP (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$102086859 
10/3/1995 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FLDRAN 

10/3/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Modified Revised or Updated Plan Received 

10/30/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Status or Interim Report Received 

11/18/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Status or Interim Report Received 

11/21/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 4 

Status or Interim Report Received 

11/26/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 5 

Status or Interim Report Received 

11/26/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 2 

Completion Statement Received 

12/1/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Modified Revised or Updated Plan Received 

12/15/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 5 

Remedy Operation Status Submittal Received 

12/15/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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EDR ID Number 
Database(s) EPA ID Number 


5102086859 


Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site 
PTR OPTICS CORP (Continued) 
Action Type: Phase 5 
Action Status: Inspection and Monitoring Report Received 
Action Date: 12/16/2002 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 
Tier 2 Transfer 
3/15/2001 


A permanent solution has been achieved. 


reduced to background. 


Phase 3 
Completion Statement Received 
3/15/2001 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
3/2/1998 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Completion Statement Received 
3/30/2000 


A permanent solution has been achieved. 


reduced to background. 


Release Disposition 
Reportable Release under MGL 21E 
4/13/2005 


A permanent solution has been achieved. 


reduced to background. 


RLFA 
FOLOFF 
4/26/2001 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Oral Approval of a Modified Plan 
4/30/2001 


A permanent solution has been achieved. 


reduced to background. 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
5/12/1999 


A permanent solution has been achieved. 


reduced to background. 


RLFA 
FOLFLD 
5/21/1996 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
PTR OPTICS CORP (Continued) $102086859 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Phase 5 
Action Status: Remedy Operation Status Submittal Received 
Action Date: 5/24/2004 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Partial RAO for this RTN 
Action Status: RAO Statement Received 
Action Date: 5/25/2005 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Phase 5 
Action Status: Remedy Operation Status Submittal Received 
Action Date: 5/25/2005 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Phase 4 
Action Status: Written Plan Received 
Action Date: 6/1/2001 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Phase 5 
Action Status: Inspection and Monitoring Report Received 
Action Date: 6/11/2002 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Phase 5 
Action Status: Remedy Operation Status Submittal Received 
Action Date: 6/13/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 6/17/2001 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 6/2/2008 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 6/21/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
PTR OPTICS CORP (Continued) $102086859 
Action Type: Immediate Response Action 


Action Status: 
Action Date: 
Response Action Outcome: 


Status or Interim Report Received 

6/7/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: IRA Assessment Only 
Action Date: 7/19/1995 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 7/19/1995 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 7/27/1995 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 7/27/1995 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Phase 4 
Action Status: Completion Statement Received 
Action Date: 7/28/2006 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 7/8/1997 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Tier Classification 
Action Status: Tier 2 Classification 
Action Date: 8/29/1996 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Phase 1 
Action Status: Completion Statement Received 
Action Date: 8/29/1996 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Tier Classification 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 8/29/1996 
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MAP FINDINGS 


PTR OPTICS CORP (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 


Database(s) EPA ID Number 


5102086859 


А permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Status or Interim Report Received 

9/21/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Compliance and Enforcement Action 

Interim Deadline Letter Issued 

9/25/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0012703 / RAO 

Not reported 

WALTHAM 

07/19/1995 

72 HR 

06/02/2008 

PHASE V 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


Compliance and Enforcement Action 

Interim Deadline Letter Issued 

1/15/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Compliance and Enforcement Action 

Interim Deadline Letter Issued 

1/23/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


An activity type that is related to an Audit 

NAFNVD 

1/23/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 4 

Modified Revised or Updated Plan Received 

1/3/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Compliance and Enforcement Action 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


PTROPTICS CORP (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Interim Deadline Letter Issued 
1/8/2008 


A permanent solution has been achieved. 


reduced to background. 


An activity type that is related to an Audit 
NOA 
10/2/2006 


A permanent solution has been achieved. 


reduced to background. 


RNF 
Reportable Release under MGL 21E 
10/3/1995 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Written Plan Received 
10/3/1995 


A permanent solution has been achieved. 


reduced to background. 


RLFA 
FLDRAN 
10/3/2006 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 


EDR ID Number 
Database(s) EPA ID Number 


5102086859 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Modified Revised or Updated Plan Received 


10/30/1997 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
11/18/1996 


A permanent solution has been achieved. 


reduced to background. 


Immediate Response Action 
Status or Interim Report Received 
11/21/1995 


A permanent solution has been achieved. 


reduced to background. 


Phase 4 
Status or Interim Report Received 
11/26/2001 


A permanent solution has been achieved. 


reduced to background. 


Phase 5 
Status or Interim Report Received 
11/26/2004 


A permanent solution has been achieved. 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


PTROPTICS CORP (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


EDR ID Number 
Database(s) EPA ID Number 


5102086859 


reduced to background. 


Phase 2 

Completion Statement Received 

12/1/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Modified Revised or Updated Plan Received 

12/15/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 5 

Remedy Operation Status Submittal Received 

12/15/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 5 

Inspection and Monitoring Report Received 

12/16/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Tier 2 Transfer 

3/15/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 3 

Completion Statement Received 

3/15/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Status or Interim Report Received 

3/2/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Completion Statement Received 

3/30/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

4/13/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 
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Map ID | 
Direction 


Distance 
Elevation — Site 


PTROPTICS CORP (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
5102086859 
FOLOFF 
4/26/2001 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of a Modified Plan 

4/30/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Compliance and Enforcement Action 

Interim Deadline Letter Issued 

5/12/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RLFA 

FOLFLD 

5/21/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 5 

Remedy Operation Status Submittal Received 

5/24/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Partial RAO for this RTN 

RAO Statement Received 

5/25/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 5 

Remedy Operation Status Submittal Received 

5/25/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 4 

Written Plan Received 

6/1/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 5 

Inspection and Monitoring Report Received 

6/11/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 5 

Remedy Operation Status Submittal Received 

6/13/2003 

A permanent solution has been achieved. Contamination has not been 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
PTR OPTICS CORP (Continued) $102086859 


reduced to background. 


Action Type: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 6/17/2001 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 6/2/2008 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 6/21/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 6/7/1996 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Immediate Response Action 
Action Status: IRA Assessment Only 
Action Date: 7/19/1995 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 7/19/1995 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 7/27/1995 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 7/27/1995 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Phase 4 
Action Status: Completion Statement Received 
Action Date: 7/28/2006 


Response Action Outcome: 


Action Type: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 
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Map ID 
Direction 
Distance 
Elevation — Site 


| MAP FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


PTR OPTICS CORP (Continued) 5102086859 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 


ENFORCEMENT: 


Region: 

DEP Region: 

DEP Program: 

DEP Bureau: 

Program: 

Program Id: 

High Or Low Level Enforcement: 
FMF #: 

Comptroller Billing Name: 

Town Where Violation Occurred: 
Date Executed: 

ENF #: 


NERO 
NERO 
3A 

BWSC 


Status or Interim Report Received 

7/8/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Tier 2 Classification 

8/29/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Phase 1 

Completion Statement Received 

8/29/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Transmittal, Notice, or Notification Received 

8/29/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Status or Interim Report Received 

9/21/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Compliance and Enforcement Action 

Interim Deadline Letter Issued 

9/25/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


ETHENE, TRICHLORO- 
40000 parts per billion 
TETRACHLOROETHENE 
Not reported 
COMMERCIAL 
UNKNOWN 


Not reported 
3-0012703 


LLE 


Not reported 
Not reported 
Not reported 
01/23/2007 

Not reported 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 

PTR OPTICS CORP (Continued) $102086859 

Document Type: IDL 
AG Ref (Y/N): Not reported 
Doc Archived (Y/N): Not reported 
EJ Community (Y/N): Not reported 
Regional Comment: Not reported 
Final Payment Due Date: Not reported 
ACOP $: Not reported 
PAN $: Not reported 
EMS (Y/N): Not reported 
EMS$: Not reported 
SEP (Y/N): Not reported 
SEP $: Not reported 
Demand $: Not reported 
Suspended $: Not reported 
Ownership: Commercially Owned 
Region: NERO 
DEP Region: NERO 
DEP Program: 3A 
DEP Bureau: BWSC 
Program: Not reported 
Program Id: 3-0012703 
High Or Low Level Enforcement: LLE 
FMF #: Not reported 
Comptroller Billing Name: Not reported 
Town Where Violation Occurred: Not reported 
Date Executed: 01/15/2008 
ENF #: Not reported 
Document Type: IDL 
AG Ref (Y/N): Not reported 
Doc Archived (Y/N): Not reported 
EJ Community (Y/N): Not reported 
Regional Comment: Not reported 
Final Payment Due Date: Not reported 
ACOP $: Not reported 
PAN $: Not reported 
EMS (Y/N): Not reported 
EMS$: Not reported 
SEP (Y/N): Not reported 
SEP $: Not reported 
Demand $: Not reported 
Suspended $: Not reported 
Ownership: Commercially Owned 
Region: NERO 
DEP Region: NERO 
DEP Program: 3A 
DEP Bureau: BWSC 
Program: Not reported 
Program Id: 3-0012703 
High Or Low Level Enforcement: LLE 
FMF #: Not reported 
Comptroller Billing Name: Not reported 
Town Where Violation Occurred: Not reported 
Date Executed: 01/08/2008 
ENF #: Not reported 
Document Type: IDL 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 
PTR OPTICS CORP (Continued) $102086859 
AG Ref (Y/N): Not reported 
Doc Archived (Y/N): Not reported 
EJ Community (Y/N): Not reported 
Regional Comment: Not reported 
Final Payment Due Date: Not reported 
ACOP $: Not reported 
PAN $: Not reported 
EMS (Y/N): Not reported 
EMS$: Not reported 
SEP (Y/N): Not reported 
SEP §: Not reported 
Demand $: Not reported 
Suspended $: Not reported 
Ownership: Individually Owned 
HW GEN: 
EPA Id: MAD001002138 
RCRA Generator Status: VSQG 
State Generator Status: Not reported 
122 NO LOCATION AID MA SHWS 5102087044 
SW 154 NEWTON ST MA INST CONTROL N/A 
1/2-1 WALTHAM, MA 02154 MA RELEASE 
0.926 mi. 
4888 ft. 
Relative: SHWS: 
Lower Release Tracking Number/Current Status: 3-0012963 / RAO 
Actual: Release Town: WALTHAM 
26 ft. Notification Date: 09/21/1995 
Category: 120 DY 
Associated ID: Not reported 
Current Status: Response Action Outcome 
Status Date: 09/25/1997 
Phase: Not reported 


Response Action Outcome: 


Oil Or Haz Material: 


A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Oil 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 
Action Status: 


TPH 
1680 milligrams per kilogram 


RLFA 

FLDRAN 

10/21/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 
NAFNVD 
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Map ID | 
Direction 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
5102087044 
10/27/2009 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level II - Audit Inspection 

10/6/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRAN 

11/9/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

6/10/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NOA 

6/28/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFVIO 

6/28/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

6/7/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

9/21/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 
Reportable Release under MGL 21E 
9/21/1995 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 

Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


EDR ID Number 
Database(s) EPA ID Number 


5102087044 


А permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

9/25/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

9/25/1997 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
9/27/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


3-0013538 / RAO 
WALTHAM 

03/07/1996 

120 DY 

Not reported 

Response Action Outcome 
07/05/1996 

Not reported 

B1- Remedial actions have not been conducted because a level of No 
Significant Risk exists. 
Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


ETHENE, TRICHLORO- 
480 micrograms per liter 


Release Disposition 

Reportable Release under MGL 21E 

3/7/1996 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


RNF 

Reportable Release under MGL 21E 

3/7/1996 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


NO LOCATION AID (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


INST CONTROL: 
Release Tracking Number: 
Action Type: 
Action Stat: 
Action Date: 
Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release: 


EDR ID Number 
Database(s) ЕРА ID Number 


5102087044 


А Notice sent to а Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
5/13/1996 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

RAO Statement Received 

7/5/1996 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


3-0012963 

AUL 

RECPT 

09/25/1997 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0012963 

AUL 

SNAUDI 

10/06/2009 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


Release Tracking Number/Current Status: 3-0012963 / RAO 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


Not reported 

WALTHAM 

09/21/1995 

120 DY 

09/25/1997 

Not reported 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


RLFA 

FLDRAN 

10/21/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 


NAFNVD 
10/27/2009 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


5102087044 


А permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level II - Audit Inspection 

10/6/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRAN 

11/9/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

6/10/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NOA 

6/28/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFVIO 

6/28/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

6/7/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

9/21/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

9/21/1995 

A permanent solution has been achieved. Contamination has not been 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) ЕРА ID Number 
NO LOCATION AID (Continued) $102087044 


reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 9/25/1997 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Activity and Use Limitation 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 9/25/1997 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 9/27/1995 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Chemicals: 
Chemical: TPH 
Quantity: 1680 milligrams per kilogram 
Release Tracking Number/Current Status: 3-0013538 / RAO 
Primary ID: Not reported 
Official City: WALTHAM 
Notification: 03/07/1996 
Category: 120 DY 
Status Date: 07/05/1996 
Phase: Not reported 


Response Action Outcome: 


Oil / Haz Material Type: 


B1 - Remedial actions have not been conducted because a level of No 
Significant Risk exists. 
Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 3/7/1996 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 3/7/1996 


Response Action Outcome: 


Action Type: 
Action Status: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 
NO LOCATION AID (Continued) 5102087044 
Action Date: 5/13/1996 
Response Action Outcome: Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


Action Type: Response Action Outcome - RAO 

Action Status: RAO Statement Received 

Action Date: 7/5/1996 

Response Action Outcome: Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


Chemicals: 

Chemical: ETHENE, TRICHLORO- 

Quantity: 480 micrograms per liter 
$123 ETCHOMATIC INC MA SHWS 5100362366 
SW 15 WALL ST MA RELEASE N/A 
1/2-1 WALTHAM, MA 02154 
0.944 mi. 
4983 ft. Site 2 of 4 in cluster S 
Relative: SHWS: 
Lower Release Tracking Number/Current Status: 3-0000452 / RAO 
Actual: Release Town: WALTHAM 
28 ft. Notification Date: 01/24/1986 

Category: NONE 

Associated ID: Not reported 

Current Status: Response Action Outcome 

Status Date: 08/22/2005 

Phase: Not reported 

Response Action Outcome: A2 - A permanent solution has been achieved. Contamination has not 

been reduced to background. 

Oil Or Haz Material: Not reported 

Location Type: COMMERCIAL 

Source: UNCONTAIN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: UNKNOWN 
Quantity: Not reported 
Actions: 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 1/24/1986 
Response Action Outcome: A permanent solution has been achieved. Contamination has not been 
reduced to background. 
Action Type: Release Disposition 
Action Status: Valid Transition Site 
Action Date: 1/24/1986 
Response Action Outcome: A permanent solution has been achieved. Contamination has not been 
reduced to background. 
Action Type: Downgradient Property Status 
Action Status: Transmittal, Notice, or Notification Received 
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Map ID | 
Direction 


Distance 
Elevation — Site 


ETCHOMATIC INC (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil / Haz Material Type: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$100362366 
8/2/1995 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

8/22/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Downgradient Property Status 

Action Status or AUL Terminated 

8/30/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0000452 / RAO 

Not reported 

WALTHAM 

01/24/1986 

NONE 

08/22/2005 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Not reported 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
1/24/1986 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Valid Transition Site 

1/24/1986 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Downgradient Property Status 

Transmittal, Notice, or Notification Received 

8/2/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

8/22/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


ETCHOMATIC INC (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


5100362366 


Downgradient Property Status 

Action Status or AUL Terminated 

8/30/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Chemicals: 

Chemical: UNKNOWN 

Quantity: Not reported 

Location Type: COMMERCIAL 

Source: UNCONTAIN 
T124 BOSTON AND MAIN EASEMENT MA SHWS 5102085223 
West 131 LEXINGTON ST MA INST CONTROL N/A 
1/2-1 WALTHAM, MA 02452 MA RELEASE 
0.945 mi. MA ASBESTOS 
4987 ft. Site 1 of 2 in cluster T 
Relative: SHWS: 
Lower Release Tracking Number/Current Status: 3-0010555 / RAO 
Actual: Release Town: WALTHAM 
48 ft. Notification Date: 02/07/1994 

Category: TWO HR 

Associated ID: Not reported 

Current Status: Response Action Outcome 

Status Date: 03/24/1994 

Phase: Not reported 


Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 


A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 

Oil 

COMMERCIAL 

PIPE 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


#2 FUEL OIL 
25 gallons 
#2 FUEL OIL 
50 gallons 


RNF 

Reportable Release under MGL 21E 

2/15/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
2/18/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 
Reportable Release under MGL 21E 
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Map ID 
Direction 
Distance 


Elevation 


| MAP FINDINGS 


EDR ID Number 


Site Database(s) EPA ID Number 
BOSTON AND MAIN EASEMENT (Continued) $102085223 
Action Date: 2/7/1994 
Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 


to background or a threat of release has been eliminated. 


Action Type: Response Action Outcome - RAO 

Action Status: RAO Statement Received 

Action Date: 3/24/1994 

Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 


to background or a threat of release has been eliminated. 


Release Tracking Number/Current Status: 3-0022298 / RAO 


Release Town: WALTHAM 

Notification Date: 11/12/2002 

Category: 120 DY 

Associated ID: Not reported 

Current Status: Response Action Outcome 

Status Date: 04/06/2004 

Phase: Not reported 

Response Action Outcome: A3 - A permanent solution has been achieved. Contamination has not 


been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 
Oil Or Haz Material: Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 1,1,1-TRICHLOROETHANE 
Quantity: 170000 milligrams per kilogram 
Chemical: 1,1,1-TRICHLOROETHANE 
Quantity: 7300 milligrams per liter 
Chemical: TRICHLOROETHENE 
Quantity: 2000 milligrams per kilogram 
Chemical: TPH 
Quantity: 330 milligrams per kilogram 
Chemical: 1,1-DICHLOROETHANE 
Quantity: 11000 milligrams per kilogram 
Chemical: 1,1-DICHLOROETHENE 
Quantity: 7100 milligrams per kilogram 
Chemical: TRICHLOROETHENE 
Quantity: 37000 milligrams per kilogram 
Chemical: ETHENE, TRICHLORO- 
Quantity: 5700 milligrams per liter 
Chemical: 1,1-DICHLOROETHENE 
Quantity: 1100 milligrams per liter 
Chemical: 1,2-DICHLOROETHENE 
Quantity: 100000 milligrams per kilogram 
Chemical: TETRACHLOROETHENE 
Quantity: 860 milligrams per kilogram 
Chemical: VINYL CHLORIDE 
Quantity: 14 milligrams per liter 

Actions: 
Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 11/12/2002 
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Map ID 
Direction 
Distance 


Elevation 


Site 


BOSTON AND MAIN EASEMENT (Continued) 


MAP FINDINGS 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


5102085223 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

11/12/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level II - Audit Inspection 

11/9/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRUN 

11/9/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

Notice of Non-compliance related to an Audit 

12/27/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/3/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

Audit Follow-up Completion Statement Received 

2/16/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Compliance and Enforcement Action 

Notice of Non-Compliance Issued 

2/27/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FOLOFF 

3/23/2016 

A permanent solution has been achieved. Contamination has not been 


TC5505005.2s Page 1149 


Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


BOSTON AND MAIN EASEMENT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


EDR ID Number 


Database(s) EPA ID Number 


5102085223 


reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

3/30/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FOLOFF 

4/13/2016 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

4/6/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

4/6/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Fee Not Required - Fee Credited-FMCRA Use Only 

5/7/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


3-0022690 / RAO 

WALTHAM 

03/21/2003 

120 DY 

Not reported 

Response Action Outcome 

04/06/2004 

Not reported 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 


BENZO(A)ANTHRACENE 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


BOSTON AND MAIN EASEMENT (Continued) 


Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


5102085223 


1.4 milligrams per kilogram 

C11 THRU C22 AROMATIC HYDROCARBONS 
596 milligrams per kilogram 

NAPHTHALENE 

12.9 milligrams per kilogram 

2 METHYLNAPHTHALENE 

22.4 milligrams per kilogram 


Activity and Use Limitation 

Level II - Audit Inspection 

11/9/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

Notice of Non-compliance related to an Audit 

12/27/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

Audit Follow-up Completion Statement Received 

2/16/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

3/21/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

3/21/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
4/3/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

4/6/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 
Site Database(s) EPA ID Number 


Elevation 


BOSTON AND MAIN EASEMENT (Continued) 5102085223 


Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 4/6/2004 


Response Action Outcome: 


INST CONTROL: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 


been implemented. 


3-0022298 

AUL 

RECPT 

04/06/2004 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0022298 

AUL 

SNAUDI 

11/09/2006 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0022690 

AUL 

RECPT 

04/06/2004 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0022690 

AUL 

SNAUDI 

11/09/2006 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


Release Tracking Number/Current Status: 3-0010555 / RAO 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


Not reported 
WALTHAM 
02/07/1994 
TWO HR 
03/24/1994 
Not reported 


A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 


Oil 


Click here to access the MA DEP site for this facility: 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
BOSTON AND MAIN EASEMENT (Continued) $102085223 
Actions: 

Action Type: RNF 

Action Status: Reportable Release under MGL 21E 

Action Date: 2/15/1994 


A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
2/18/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Release Disposition 

Reportable Release under MGL 21E 

2/7/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

3/24/1994 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


#2 FUEL OIL 
25 gallons 

#2 FUEL OIL 
50 gallons 
COMMERCIAL 
PIPE 


3-0022298 / RAO 

Not reported 

WALTHAM 

11/12/2002 

120 DY 

04/06/2004 

Not reported 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


Release Disposition 

Reportable Release under MGL 21E 

11/12/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 
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Map ID 
Direction 
Distance 


Elevation 


Site 


BOSTON AND MAIN EASEMENT (Continued) 


MAP FINDINGS 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


EDR ID Number 
Database(s) EPA ID Number 


5102085223 


Reportable Release under MGL 21E 

11/12/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level II - Audit Inspection 

11/9/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRUN 

11/9/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

Notice of Non-compliance related to an Audit 

12/27/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/3/2002 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

Audit Follow-up Completion Statement Received 

2/16/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Compliance and Enforcement Action 

Notice of Non-Compliance Issued 

2/27/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FOLOFF 

3/23/2016 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 
Fee Received - FMCRA Use Only 
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Map ID 
Direction 
Distance 


Elevation 


BOSTON AND MAIN EASEMENT (Continued) 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
5102085223 
3/30/2004 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FOLOFF 

4/13/2016 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

4/6/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

4/6/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Fee Not Required - Fee Credited-FMCRA Use Only 

5/7/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


1,1,1-TRICHLOROETHANE 
170000 milligrams per kilogram 
1,1,1-TRICHLOROETHANE 
7300 milligrams per liter 
TRICHLOROETHENE 

2000 milligrams per kilogram 
TPH 

330 milligrams per kilogram 
1,1-DICHLOROETHANE 
11000 milligrams per kilogram 
1,1-DICHLOROETHENE 
7100 milligrams per kilogram 
TRICHLOROETHENE 

37000 milligrams per kilogram 
ETHENE, TRICHLORO- 
5700 milligrams per liter 
1,1-DICHLOROETHENE 
1100 milligrams per liter 
1,2-DICHLOROETHENE 
100000 milligrams per kilogram 
TETRACHLOROETHENE 
860 milligrams per kilogram 
VINYL CHLORIDE 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
BOSTON AND MAIN EASEMENT (Continued) 5102085223 
Quantity: 14 milligrams per liter 


Release Tracking Number/Current Status: 3-0022690 / RAO 


Primary ID: Not reported 
Official City: WALTHAM 
Notification: 03/21/2003 
Category: 120 DY 
Status Date: 04/06/2004 
Phase: Not reported 


Response Action Outcome: 


Oil / Haz Material Type: 


A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Activity and Use Limitation 
Action Status: Level II - Audit Inspection 
Action Date: 11/9/2006 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: An activity type that is related to an Audit 
Action Status: Notice of Non-compliance related to an Audit 
Action Date: 12/27/2006 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: An activity type that is related to an Audit 
Action Status: Audit Follow-up Completion Statement Received 
Action Date: 2/16/2007 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 3/21/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 3/21/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 4/3/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Site 


BOSTON AND MAIN EASEMENT (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


ASBESTOS: 
Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 
End Date: 
Date Entered: 
Entry Date: 
Quantity Materical Removed SF: 
Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 
Sticker Number: 
Form Type: 
Fee Status: 
Facility Phone: 
Sub Town: 
Worksite: 
Occupied: 
Contractor: 
Contract Type: 
Hours: 
Project Type: 
Abatement Process: 
Location: 
Decon Process: 


EDR ID Number 
Database(s) EPA ID Number 


5102085223 


been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

4/6/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

4/6/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 


been implemented. 


BENZO(A)ANTHRACENE 
1.4 milligrams per kilogram 


C11 THRU C22 AROMATIC HYDROCARBONS 


596 milligrams per kilogram 
NAPHTHALENE 

12.9 milligrams per kilogram 
2 METHYLNAPHTHALENE 
22.4 milligrams per kilogram 


Not reported 

Not reported 

Not reported 
06/25/2003 
07/09/2003 

Not reported 
06/05/2003 
4120.00 

548.00 

Not reported 
26109 
AS041464 
AA000128 
AA000128 

2003 

100000365 
ANF-001 

Fifty 
6179268864 

Not reported 

BC Ames Building 
0 

AC000264 
WRITTEN 

Week days: 8-5 Week end: 
Repair 

Full Containment 
Indoors 

3 chamber 
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Map ID | 


Direction 
Distance 
Elevation — Site 


MAP FINDINGS 


BOSTON AND MAIN EASEMENT (Continued) 


Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 
Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 


2 Ply Poly Bag with Label 
BC Ames 

Not reported 

Not reported 

Not reported 

5 

SAME 

Not reported 

Not reported 

MA 

Joe Marucci 

Not reported 
Liberty Mutual 
13165206 
8/1/2003 

30000 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 
Daniel J Whitehouse 
06/05/2003 
Darling Asbestos 
5085800258 
mmitchell 


Not reported 

Not reported 

Not reported 

11/21/2002 

12/20/2002 

Not reported 

11/08/2002 

12000.00 

60.00 

asphalt roofing,linoleum,vat 
20473 

AS054719 

AA000128 

AA000128 

2002 

559598 

ANF-001 

60 

(978) 532-4626 

Not reported 

basement, floors 1,2,roof 
0 

AC000264 

Not reported 

m-f 8-5 

Demolition 

glove Bag-full containment-ext wet removal 
indoors-outdoors 

3 chamber 

2 Ply Poly Bag with Label 


EDR ID Number 


Database(s) EPA ID Number 


5102085223 
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Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation — Site 


BOSTON AND MAIN EASEMENT (Continued) 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 


office space, storage 
0 

Not reported 

Not reported 

0 

dennis o'driscoll 

17 clarence road 
wayland 

MA 

Not reported 

Not reported 

liberty mutual 

Not reported 

Not reported 

30000 sf 3 fi 

waste management 
203 pickering street 
portland 

CT 

17 

daniel whitehouse 
11/08/2002 

Not reported 

(508) 580-0258 

Not reported 


Not reported 
Not reported 
Not reported 
10/14/2002 
10/16/2002 
Not reported 
09/24/2002 
.00 

429.00 
Corrugated Pipe 
16122 
AS060788 
Not reported 
AA000128 
2002 
558612 
ANF-001 

60 

(978) 532-4626 
Not reported 
basement 

-1 
AC000264 
Not reported 
m-f 8-5 
Repair 
Glove Bag 
Indoors 

2 chamber 
Not reported 
commercial bldg 


EDR ID Number 


Database(s) EPA ID Number 


5102085223 
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Map ID 
Direction 
Distance 


Elevation 


125 
NNE 
1/2-1 


0.948 mi. 


5003 ft. 


Relative: 


Higher 


Actual: 
171 ft. 


Site 


MAP FINDINGS 


BOSTON AND MAIN EASEMENT (Continued) 


Waiver Given: 


DEP Waiver Number: 
DLWD Waiver Number: 


Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 
Owner State: 


On Site Manager Name: 
On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 


Transporter Address: 


Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


METROPOLITAN STATE HOSPITAL 


475 TRAPELO ROAD 
WALTHAM, MA 02154 


SHWS: 


0 

Not reported 

Not reported 

0 

dennis o'driscoll 
17 clarence road 
wayland 

MA 

Not reported 

Not reported 
liberty mutual 

Not reported 

Not reported 
3000 sf 3 fl 

waste management 
203 pickering street 
portland 

CT 

17 

daniel whitehouse 
09/19/2002 

Not reported 
(508) 580-0258 
Not reported 


Release Tracking Number/Current Status: 3-0018280 / RAO 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 


Response Action Outcome: 


Oil Or Haz Material: 


WALTHAM 
05/07/1999 
120 DY 

Not reported 


Response Action Outcome 


03/07/2000 
Not reported 


EDR ID Number 
Database(s) EPA ID Number 


5102085223 


MA SHWS 5101025168 
MA LUST N/A 
MA INST CONTROL 
MA RELEASE 
MA SPILLS 
MA ASBESTOS 
MA ENF 


B1- Remedial actions have not been conducted because a level of No 


Significant Risk exists. 
Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 


PCB 


0.004 milligrams per liter 


C9 THRU C18 ALIPHATIC HYDROCARBONS 


520 milligrams per liter 


C19 THRU C36 ALIPHATIC HYDROCARBONS 


840 milligrams per liter 


C11 THRU C22 AROMATIC HYDROCARBONS 
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Map ID | MAP FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


METROPOLITAN STATE HOSPITAL (Continued) 5101025168 


Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


480 milligrams per liter 
LEAD 
0.09 milligrams per liter 


Response Action Outcome - RAO 

RAO Statement Received 

3/7/2000 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

3/9/2000 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Release Disposition 

Reportable Release under MGL 21E 

5/7/1999 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


RNF 

Reportable Release under MGL 21E 

5/7/1999 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


A Notice sent to a Potentially Responsible Party (PRP) 


A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


7/2/1999 
Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


3-0023296 / RAO 
WALTHAM 

10/16/2003 

120 DY 

Not reported 

Response Action Outcome 
06/14/2010 

PHASE II 


A2 - A permanent solution has been achieved. Contamination has not 


been reduced to background. 
Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


ZINC 

13 milligrams per liter 

LEAD 

1600 milligrams per kilogram 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
METROPOLITAN STATE HOSPITAL (Continued) $101025168 
Actions: 
Action Type: Release Abatement Measure 


Action Status: 
Action Date: 


Response Action Outcome: 


Completion Statement Received 

1/12/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Compliance and Enforcement Action 
Action Status: Notice of Non-Compliance Issued 
Action Date: 1/14/2005 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 10/11/2005 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 10/16/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 10/16/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 10/29/2003 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Tier Classification 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 3/29/2006 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Tier Classification 
Action Status: Tier 2 Classification 
Action Date: 3/29/2006 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Action Type: Phase 1 
Action Status: Completion Statement Received 
Action Date: 3/29/2006 


Response Action Outcome: 


Action Type: 
Action Status: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 
Legal Notice Published 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


LUST: 
Facility: 


Release Tracking Number/Current Status: 
Status Date: 

Source Type: 

Release Town: 

Notification Date: 

Category: 

Associated ID: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


Location Type: 
Source: 


METROPOLITAN STATE HOSPITAL (Continued) 


3/31/2006 


A permanent solution has been achieved. 


reduced to background. 


Phase 2 
Scope of Work Received 
5/22/2006 


A permanent solution has been achieved. 


reduced to background. 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
6/13/2008 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 
RAO Statement Received 
6/14/2010 


A permanent solution has been achieved. 


reduced to background. 


Release Abatement Measure 
Written Plan Received 
6/6/2005 


A permanent solution has been achieved. 


reduced to background. 


3-0002787 / RAO 
01/10/2005 

UST 

WALTHAM 
01/15/1991 

NONE 

Not reported 
PHASE IV 


EDR ID Number 
EPA ID Number 


Database(s) 


5101025168 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 


has been implemented. 
Hazardous Material 


POWERPLANT 
UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


ASBESTOS 
Not reported 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
METROPOLITAN STATE HOSPITAL (Continued) $101025168 
Action Type: Response Action Outcome - RAO 


Action Status: 
Action Date: 


Response Action Outcome: 


RAO Statement Received 

1/10/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Release Disposition 
Action Status: Valid Transition Site 
Action Date: 1/15/1991 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Activity and Use Limitation 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 10/4/2004 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Phase 4 
Action Status: Notice of Delay in Meeting RA Deadline Received 
Action Date: 2/3/2000 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Phase 2 
Action Status: Scope of Work Received 
Action Date: 5/14/1998 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Phase 4 
Action Status: Notice of Delay in Meeting RA Deadline Received 
Action Date: 7/14/2000 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Phase 4 
Action Status: Notice of Delay in Meeting RA Deadline Received 
Action Date: 7/29/1999 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: An activity type that is related to an Audit 
Action Status: NAFNVD 
Action Date: 7/30/2008 


Response Action Outcome: 


Action Type: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
METROPOLITAN STATE HOSPITAL (Continued) $101025168 
Action Status: FLDRAN 
Action Date: 7/8/2008 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level II - Audit Inspection 

7/8/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 3 

Completion Statement Received 

8/3/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Completion Statement Received 

8/3/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


TREGS 

LSPFA 

8/4/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Classification 

8/5/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 

Completion Statement Received 

8/5/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Transmittal, Notice, or Notification Received 

8/5/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 
Legal Notice Published 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


METROPOLITAN STATE HOSPITAL (Continued) 


Action Date: 
Response Action Outcome: 


INST CONTROL: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release: 


EDR ID Number 


Database(s) EPA ID Number 


5101025168 


9/23/2004 

А permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


3-0002787 

AUL 

LEGNOT 

09/23/2004 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0002787 

AUL 

RECPT 

10/04/2004 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0002787 

AUL 

SNAUDI 

07/08/2008 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


Release Tracking Number/Current Status: 3-0002787 / RAO 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


Not reported 

WALTHAM 

01/15/1991 

NONE 

01/10/2005 

PHASE IV 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Response Action Outcome - RAO 

RAO Statement Received 

1/10/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 
Valid Transition Site 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
METROPOLITAN STATE HOSPITAL (Continued) 5101025168 
Action Date: 1/15/1991 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

10/4/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 4 

Notice of Delay in Meeting RA Deadline Received 

2/3/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Scope of Work Received 

5/14/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 4 

Notice of Delay in Meeting RA Deadline Received 

7/14/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 4 

Notice of Delay in Meeting RA Deadline Received 

7/29/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFNVD 

7/30/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRAN 

7/8/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 


Level II - Audit Inspection 
7/8/2008 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


METROPOLITAN STATE HOSPITAL (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Location Type: 


EDR ID Number 
Database(s) EPA ID Number 


5101025168 


А permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 3 

Completion Statement Received 

8/3/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Completion Statement Received 

8/3/1998 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


TREGS 

LSPFA 

8/4/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Classification 

8/5/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 

Completion Statement Received 

8/5/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Transmittal, Notice, or Notification Received 

8/5/1996 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Legal Notice Published 

9/23/2004 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


ASBESTOS 
Not reported 
POWERPLANT 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
METROPOLITAN STATE HOSPITAL (Continued) $101025168 
Source: UST 


Release Tracking Number/Current Status: 3-0018280 / RAO 


Primary ID: Not reported 
Official City: WALTHAM 
Notification: 05/07/1999 
Category: 120 DY 
Status Date: 03/07/2000 
Phase: Not reported 


Response Action Outcome: 


Oil / Haz Material Type: 


B1 - Remedial actions have not been conducted because a level of No 


Significant Risk exists. 
Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 3/7/2000 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Response Action Outcome - RAO 
Action Status: Fee Received - FMCRA Use Only 
Action Date: 3/9/2000 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 5/7/1999 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 5/7/1999 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 7/2/1999 


Response Action Outcome: 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Chemicals: 
Chemical: PCB 
Quantity: 0.004 milligrams per liter 
Chemical: C9 THRU C18 ALIPHATIC HYDROCARBONS 
Quantity: 520 milligrams per liter 
Chemical: C19 THRU C36 ALIPHATIC HYDROCARBONS 
Quantity: 840 milligrams per liter 
Chemical: C11 THRU C22 AROMATIC HYDROCARBONS 
Quantity: 480 milligrams per liter 
Chemical: LEAD 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


METROPOLITAN STATE HOSPITAL (Continued) 


Quantity: 


Release Tracking Number/Current Status: 
Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 


Database(s) EPA ID Number 


5101025168 


0.09 milligrams per liter 


3-0023296 / RAO 

Not reported 

WALTHAM 

10/16/2003 

120 DY 

06/14/2010 

PHASE II 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Abatement Measure 

Completion Statement Received 

1/12/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Compliance and Enforcement Action 

Notice of Non-Compliance Issued 

1/14/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Status or Interim Report Received 

10/11/2005 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

10/16/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

10/16/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
10/29/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Tier Classification 

Transmittal, Notice, or Notification Received 

3/29/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


Database(s) 


EDR ID Number 
EPA ID Number 


5101025168 


METROPOLITAN STATE HOSPITAL (Continued) 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 

MA Spills: 
Facility ID: 3-2787 
Staff Lead: MACAFEE, K 
Last Entered: 19940920 
Spill Date: 19881214 
Report Date: 19881214 
Case Closed: YES 
Virgin Waste: VIRGIN 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Tier Classification 
Tier 2 Classification 
3/29/2006 


A permanent solution has been achieved. 


reduced to background. 


Phase 1 
Completion Statement Received 
3/29/2006 


A permanent solution has been achieved. 


reduced to background. 


Tier Classification 
Legal Notice Published 
3/31/2006 


A permanent solution has been achieved. 


reduced to background. 


Phase 2 
Scope of Work Received 
5/22/2006 


A permanent solution has been achieved. 


reduced to background. 


Compliance and Enforcement Action 
Notice of Non-Compliance Issued 
6/13/2008 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 
RAO Statement Received 
6/14/2010 


A permanent solution has been achieved. 


reduced to background. 


Release Abatement Measure 
Written Plan Received 
6/6/2005 


A permanent solution has been achieved. 


reduced to background. 


ZINC 

13 milligrams per liter 

LEAD 

1600 milligrams per kilogram 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Spill ID: N88-1961 
Date Entered: 19890109 
First Response: 19881214 
Spill Time: 04:00AM 
Report Time: 10:15AM 

Mat Type: PETROLEUM 
Contam Soil: Not reported 


TC55050052s Page 1171 


Map ID | MAP FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 


METROPOLITAN STATE HOSPITAL (Continued) $101025168 
Env Impact: . --------------- Other Impact: Not reported 
Material: #6 FUEL OIL Other Material: Not reported 
Qty Reported: 11-50 Qty Actual: 11-50 
Qty Reported: GALLONS Qty Actual: GALLONS 
CAS No: Not reported PCB Lev (ppm):  -------- 
Source: и  --——————- Other Source: Not reported 
Incident: SPILL Other Incdnt: Not reported 
Cleanup Type: Not reported Contractor: NOT USED 
Referral: SA LUST Elig: --- 

Report Prep: Not reported Category: Not reported 
Notifier: Not reported 

Notif Tel: Not reported 

Days/Close: 0 

Facility ID: 3-2787 Spill ID: N89-1515 
Staff Lead: MACAFEE, K Date Entered: 19891114 
Last Entered: 19931229 First Response: 19890908 
Spill Date: Not reported Spill Time: Not reported 
Report Date: 19890908 Report Time: 01:15PM 
Case Closed: YES Mat Type: PETROLEUM 
Virgin Waste: WASTE Contam Soil: Not reported 
Env Impact: SOIL Other Impact: Not reported 
Material: #6 FUEL OIL Other Material: Not reported 
Qty Reported: 1001-5000 Qty Actual: 1001-5000 
Qty Reported: GALLONS Qty Actual: GALLONS 
CAS No: Not reported PCB Lev (ppm): NONE 
Source:  -————————- Other Source: Not reported 
Incident: — . ----------- Other Incdnt: Not reported 
Cleanup Type: SC Contractor: CLEAN HARBORS 
Referral: SA LUST Elig: YES 

Report Prep: Not reported Category: Not reported 
Notifier: METRO STATE HOSPITAL 

Notif Tel: Not reported 

Days/Close: 0 

Facility ID: 3-2787 Spill ID: N89-1515 
Staff Lead: MACAFEE, K Date Entered: 19900627 
Last Entered: 19900627 First Response: 19900627 
Spill Date: Not reported Spill Time: Not reported 
Report Date: 19890908 Report Time: 01:15PM 
Case Closed: YES Mat Type: Not reported 
Virgin Waste: Not reported Contam Soil: Not reported 
Env Impact: Not reported Other Impact: Not reported 
Material: Not reported Other Material: Not reported 
Qty Reported: Not reported Qty Actual: Not reported 
Qty Reported: Not reported Qty Actual: Not reported 
CAS No: Not reported PCB Lev (ppm): Not reported 
Source: Not reported Other Source: Not reported 
Incident: Not reported Other Incdnt: Not reported 
Cleanup Type: Not reported Contractor: Not reported 
Referral: SA LUST Elig: Not reported 
Report Prep: Not reported Category: Not reported 
Notifier: METRO STATE HOSPITAL 

Notif Tel: Not reported 

Days/Close: 0 
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Map ID 
Direction 
Distance 
Elevation — Site 


| МАР FINDINGS 


METROPOLITAN STATE HOSPITAL (Continued) 


Database(s) 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


ASBESTOS: 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 04/06/2005 
End Date: 04/30/2005 
Date Entered: Not reported 
Entry Date: 03/24/2005 
Quantity Materical Removed SF: 900.00 
Quantity Material Removed LF: .00 
Project Description: Trns 
AR Tracking ID: 51464 
Super Lic Number: AS060229 
Monitor Lic Number: AA000174 
Lab Lic Number: AA000174 
Year: 2005 
Sticker Number: 100015349 
Form Type: ANF-001 
Fee Status: Exempt 
Facility Phone: 6176786361 
Sub Town: Not reported 
Worksite: POWER PLANT 
Occupied: 0 
Contractor: AC000064 
Contract Type: WRITTEN 
Hours: Week days: 7-4 Week end: 
Project Type: Dem 
Abatement Process: REG.AREA WET METH 
Location: Not reported 


3 STAGE REMOTE 

LOAD INTO DUMP TRAILERS W/2-10 ML LINERS 
HOSPITAL 

Not reported 

Not reported 

Not reported 

5 

DIVISION OF CAPITAL ASSET MANAGEMEN 
ONE ASHBURTON PLAGE, 16TH FLOOR 
BOSTON 

MA 

DAN KELLY 

617-678-6361 

AMERICAN HOME ASSURANCE CO. (AIG) 
7165925 

10/1/2005 

Not reported 

CHARLES GEORGE TRUCKING 

P. O. BOX 857 

LONDONDERRY 

Not reported 

7 

DIANE MILLER 

03/24/2005 

NORTH AMERICAN SITE 

6172543140 

Not reported 


EDR ID Number 
EPA ID Number 


5101025168 


ТС5505005.25 Раде 1173 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


METROPOLITAN STATE HOSPITAL (Continued) 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Not reported 

Not reported 

Not reported 

05/25/2005 

08/12/2005 

Not reported 

05/12/2005 

1200.00 

.00 

Trns 

53412 

AS060229 

AA000174 

AA000174 

2005 

100017297 

ANF-001 

Exempt 

617 6786361 

Not reported 

POWER PLANT 

0 

AC000064 

WRITTEN 

Week days: 7AM-4PM Week end: 
Dem 

REG.AREA WET METH. 
Not reported 

3 STAGE REMOTE WITH WARM WATER 


BULK LOADING INTO OPEN TOP CONTAINERS, LINED WITH 2 EACH 10ML LINERS, 


SEALED AND LABELED. 

HOSPITAL 

Not reported 

Not reported 

Not reported 

5 

DIVISION OF CAPITAL ASSET МАМАСАЕМЕМТ 
ONE ASHBURTON PLAGE, 16TH FLOOR 
BOSTON 

MA 

DAN KELLY 

(617) 678-6361 

AMERICAN HOME ASSURANCE CO. (AIG) 
7165925 

10/1/2005 

4559 

CHARLES GEORGE TRUCKING 

P.O. BOX 857 

LONDONDERRY 

Not reported 

T 

MICHAEL FRANCIS 

05/12/2005 

NORTH AMERICAN SITE DEV 

617 2543140 

Not reported 


Database(s) 


EDR ID Number 


EPA ID Number 


S101025168 


TC5505005.2s Page 1174 


Map ID 
Direction 
Distance 
Elevation — Site 


| MAP FINDINGS 


METROPOLITAN STATE HOSPITAL (Continued) 


Database(s) 


EDR ID Number 


EPA ID Number 


5101025168 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Not reported 

Not reported 

Not reported 

05/25/2005 

08/12/2005 

Not reported 

05/12/2005 

1600.00 

.00 

Trns 

53397 

AS060229 

AA000174 

AA000174 

2005 

100017277 

ANF-001 

Exempt 

617 6786361 

Not reported 

FURCOLO / MED. STAIRWELL 
0 

AC000064 

WRITTEN 

Week days: 7AM-4PM Week end: 
Dem 

REG.AREA, WET METH 

Not reported 

REMOTE 3-STAGE WITH WARM WATER 
BULK LOADING INTO DUMP TRAILERS LINED WITH 2EA 10ML LINERS SEALED / 
LABELED 

HOSPITAL 

Not reported 

Not reported 

Not reported 

5 

DIVISION OF CAPITAL ASSET MANAGEMENT 
ONE ASHBURTON PLACE, 16TH FLOOR 
BOSTON 

MA 

DAN KELLY 

(617) 678-6361 

AMERICAN HOME ASSURANCE CO. (AIG) 
7165925 

10/1/2005 

10340 

CHARLES GEORGE TRUCKING 
P.O. BOX 857 

LONDONDERRY 

Not reported 

T 

MICHAEL FRANCIS 

05/12/2005 

NORTH AMERICAN SITE DEV 
617 2543140 

Not reported 
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Map ID 
Direction 
Distance 
Elevation — Site 


| МАР FINDINGS 


EDR ID Number 


Database(s) EPA ID Number 


METROPOLITAN STATE HOSPITAL (Continued) 5101025168 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 


Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Not reported 

Not reported 

Not reported 
05/17/2005 
08/12/2005 

Not reported 
05/04/2005 
11000.00 

.00 

Trns 

53040 

AS060229 
AA000174 
AA000174 

2005 

100016947 
ANF-001 

Exempt 
6176786361 

Not reported 
FURCOLO,MORGUE & EXTERIORS 
0 

AC000064 
WRITTEN 

Week days: 7AM - 4PM Week end: 
Dem 

ASBESTOS SOILS 
Not reported 
3-STAGE REMOTE 


MATERIAL PLACE WET INTO (2) 10 ML LINED/SEALED OPEN TOP CONTAINERS AND 


OR DUMP TRAILERS. LABELS 

FORMER HOSPITAL 

Not reported 

Not reported 

Not reported 

5 

DIVISION OF CAPITAL ASSET MANAGEMENT 
ONE ASHBURTON PLACE, 16TH FLOOR 
BOSTON 

MA 

DAN KELLY 

(617) 678-6361 

AMERICAN HOME ASSURANCE COMPANY AIG 
7165925 

10/1/2005 

11000 

Not reported 

Not reported 

Not reported 

Not reported 

7 

MICHAEL FRANCIS 

05/04/2005 

NORTH AMERICAN SITE 

617 8390330 

Not reported 
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Map ID | 


Direction 
Distance 
Elevation — Site 


MAP FINDINGS 


METROPOLITAN STATE HOSPITAL (Continued) 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 


Not reported 

Not reported 

Not reported 

12/20/2006 

02/28/2007 

Not reported 

12/06/2006 

1050.00 

.00 

Trns 

76975 

AS060848 

AM060919 

AA000152 

2006 

100048852 

ANF-001 

Fifty 

Not reported 

Not reported 

WALTHAM NURSES BLDG. 
0 

AC000064 

WRITTEN 

Week days: 7 AM - 3 P Week end: 
Dem 

REG.AREA/WET METH 

Not reported 

3 STAGE REMOTE 

DUMP TRAILERS W/2 - MIL LINERS 
HOSPITAL 

Not reported 

Not reported 

Not reported 

5 

CITY OF WALTHAM 

610 MAIN STREET 
WALTHAM 

MA 

DON CUSANO 

Not reported 

AMERICAN HOME ASSURANCE CO. (AIG) 
3725442 

10/1/2007 

175000 

GIG'S TRUCKING 

1500 SHAWSHEEN STREET 
TEWKSBURY 

Not reported 

48 

DIANE MILLER 

12/06/2006 

NORTH AMERICAN SITE DEV 
7812506622 

Not reported 


Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5101025168 
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Map ID | MAP FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 


METROPOLITAN STATE HOSPITAL (Continued) 5101025168 


DEP Region: Not reported 

Notifiers Name: Not reported 

Start Date: 04/06/2005 

End Date: 04/30/2005 

Date Entered: Not reported 

Entry Date: 03/24/2005 

Quantity Materical Removed SF: 560.00 

Quantity Material Removed LF: .00 

Project Description: Trns 

AR Tracking ID: 51463 

Super Lic Number: AS060229 

Monitor Lic Number: AA000174 

Lab Lic Number: AA000174 

Year: 2005 

Sticker Number: 100015355 

Form Type: ANF-001 

Fee Status: Exempt 

Facility Phone: 6176786361 

Sub Town: Not reported 

Worksite: MCLAUGHLIN BUILDING 
Occupied: 0 

Contractor: AC000064 

Contract Type: Off 

Hours: Week days: 7 - 4 Week end: 
Project Type: Dem 

Abatement Process: REG. AREA WET METH 
Location: Not reported 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 


3 STAGE REMOTE 

LOAD INTO DUMP TRAILERS LINED W/2 10 ML LINERS 
HOSPITAL 

Not reported 

Not reported 

Not reported 

5 

DIVISION OF CAPITAL ASSET MANAGEMENT 
ONE ASHBURTON PLACE, 16TH FLOOR 
BOSTON 

MA 

DAN KELLY 

617-678-6361 

AMERICAN HOME ASSURANCE CO. (AIG) 
7165925 

10/1/2005 

Not reported 

CHARLES GEORGE TRUCKING 

P. O. BOX 857 

LONDONDERRY 

Not reported 

7 

DIANE MILLER 

03/24/2005 

NORTH AMERICAN SITE DEV 
6142543140 

Not reported 


Not reported 
Not reported 
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Map ID | MAP FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 


METROPOLITAN STATE HOSPITAL (Continued) 5101025168 


Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 


Not reported 

04/06/2005 

04/30/2005 

Not reported 

03/24/2005 

1540.00 

.00 

Trns 

51467 

AS060229 

AA000174 

AA000174 

2005 

100015354 

ANF-001 

Exempt 

6176786361 

Not reported 

LAUNDRY BUILDING 

0 

AC000064 

Off 

Week days: 7 - 4 Week end: 
Dem 

REG AREA WET METH 

Not reported 

3 STAGE REMOTE 

LOAD INTO DUMP TRAILERS LINED W/2 10 ML LINERS 
HOSPITAL 

Not reported 

Not reported 

Not reported 

5 

DIVISION OF CAPITAL ASSET MANAGEMENT 
ONE ASHBURTON PLAGE, 16TH FLOOR 
BOSTON 

MA 

DAN KELLY 

617-678-6361 

AMERICAN HOME ASSURANCE CO. (AIG) 
7165925 

10/1/2005 

Not reported 

SQUEGLIA TRANSPORTATION 
11 OAK STREET 
CHELMSFORD 

Not reported 

7 

DIANE MILLER 

03/24/2005 

NORTH AMERICAN SITE DEV 
6172543140 

Not reported 


Not reported 
Not reported 
Not reported 
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Map ID | MAP FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 


METROPOLITAN STATE HOSPITAL (Continued) 5101025168 


Start Date: 
End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 


04/06/2005 

04/30/2005 

Not reported 

03/24/2005 

5510.00 

.00 

Trns 

51462 

AS060229 

AA000074 

AA000074 

2005 

100015356 

ANF-001 

Exempt 

6176786361 

Not reported 

LAUNDRY BUILDING 

0 

AC000064 

Off 

Week days: 7 - 4 Week end: 
Dem 

REG. AREA WET METH 

Not reported 

3 STAGE REMOTE 

LOAD INTO DUMP TRAILERS LINED W/2 10 MIL LINERS 
HOSPITAL 

Not reported 

Not reported 

Not reported 

5 

DIVISION OF CAPITAL ASSET MANAGEMENT 
ONE ASHBURTON PLAGE, 16TH FLOOR 
BOSTON 

MA 

DAN KELLY 

617-678-6361 

AMERICAN HOME ASSURANCE CO. (AIG) 
7165925 

Not reported 

Not reported 

CHARLES GEORGE ROOFING 
P. O. BOX 857 
LONDONDERRY 

Not reported 

7 

DIANE MILLER 

03/24/2005 

NORTH AMERICAN SITE DEV 
6172543140 

Not reported 


Not reported 
Not reported 
Not reported 
03/25/2005 


TC5505005.2s Page 1180 


Map ID | MAP FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 


METROPOLITAN STATE HOSPITAL (Continued) 5101025168 


End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 


06/25/2005 

Not reported 

03/15/2005 

1600.00 

.00 

Trns 

51038 

AS060229 

AA000174 

AA000174 

2005 

100014908 

ANF-001 

Exempt 

6176786361 

Not reported 

FURCOLO, MED. STAIRWELL 

0 

AC000064 

Off 

Week days: 7 - 4 Week end: 

Dem 

REG. AREA WET METH 

Not reported 

REMOTE 3 STAGE W/HOT & COLD WATER 
LOAD INTO DUMP TRAILERS LINED W/2 10 ML LINERS 
HOSPITAL 

Not reported 

Not reported 

Not reported 

5 

DIVISION OF CAPITAL ASSET MANAGEMENT 
ONE ASHBURTON PLAGE, 16TH FLOOR 
BOSTON 

MA 

DAN KELLY 

617-678-6361 

AMERICAN HOME ASSURANCE CO. (AIG) 
7165925 

10/1/2005 

10340 

CHARLES GEORGE TRUCKING 
P. O. BOX 857 

LONDONDERRY 

Not reported 

7 

DIANE MILLER 

03/14/2005 

NORTH AMERICAN SITE DEV 
6172543140 

Not reported 


Not reported 
Not reported 
Not reported 
03/25/2005 
06/25/2005 


TC5505005.2s Page 1181 


Map ID 
Direction 
Distance 
Elevation — Site 


| МАР FINDINGS 


EDR ID Number 


Database(s) ЕРА ID Number 


METROPOLITAN STATE HOSPITAL (Continued) 5101025168 


Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 

Occupied: 
Contractor: 
Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 
Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


ENFORCEMENT: 


Region: 

DEP Region: 
DEP Program: 
DEP Bureau: 
Program: 


Not reported 

03/15/2005 

4800.00 

.00 

Trns 

51039 

AS060229 

AA000174 

AA000174 

2005 

100014905 

ANF-001 

Exempt 

6176786361 

Not reported 

FURCOLO, MED. STAIRWELL EXT. 

0 

AC000064 

WRITTEN 

Week days: 7 - 4 Week end: 

Dem 

REG. AREA WET METH 

Not reported 

REMOTE 3 STAGE W/HOT & COLD WATER 
LOADED INTO DUMP TRAILERS LINED W/2 10ML LINERS 
HOSPITAL 

Not reported 

Not reported 

Not reported 

5 

DIVISION OF CAPITAL ASSET MANAGEMENT 
ONE ASHBURTON PLACE - 16TH FLOOR 
BOSTON 

MA 

DAN KELLY 

617-678-6361 

AMERICAN HOME ASSURANCE CO. (AIG) 
7165925 

10/1/2005 

10340 

SQUEGLIA TRANSPORTATION 

11 OAK STREET 

CHELMSFORD 

Not reported 

48 

DIANE MILLER 

03/14/2005 

NORTH AMERICAN SITE DEV 
6172543140 

Not reported 


NERO 
NERO 


3A 


BWSC 
Not reported 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
METROPOLITAN STATE HOSPITAL (Continued) $101025168 
Program Id: 3-0023296 
High Or Low Level Enforcement: LLE 
FMF #: Not reported 
Comptroller Billing Name: Not reported 
Town Where Violation Occurred: Not reported 
Date Executed: 06/13/2008 
ENF #: NON-NE-08-3A060 
Document Type: NON 
AG Ref (Y/N): Not reported 
Doc Archived (Y/N): Not reported 
EJ Community (Y/N): Not reported 
Regional Comment: Not reported 
Final Payment Due Date: Not reported 
ACOP $: Not reported 
PAN $: Not reported 
EMS (Y/N): Not reported 
EMS$: Not reported 
SEP (Y/N): Not reported 
SEP $: Not reported 
Demand $: Not reported 
Suspended $: Not reported 
Ownership: State Owned 
U126 NO LOCATION AID MA SHWS 5106132413 
WSW 14 CHURCH ST MA RELEASE N/A 
1/2-1 WALTHAM, MA 02452 
0.951 mi. 
5021 ft. Site 1 of 2 in cluster U 
Relative: SHWS: 
Higher Release Tracking Number/Current Status: 3-0023370 / RAO 
Actual: Release Town: WALTHAM 
64 ft. Notification Date: 11/14/2003 
Category: 120 DY 
Associated ID: Not reported 
Current Status: Response Action Outcome 
Status Date: 12/22/2003 
Phase: Not reported 
Response Action Outcome: B1- Remedial actions have not been conducted because a level of No 
Significant Risk exists. 
Oil Or Haz Material: Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: C9 THRU C18 ALIPHATIC HYDROCARBONS 
Quantity: 1010 milligrams per kilogram 
Chemical: INDENO(1,2,3-CD)PYRENE 
Quantity: 27.6 milligrams per kilogram 
Chemical: BENZO[B]FLUORANTHENE 
Quantity: 24.4 milligrams per kilogram 
Chemical: BENZO(A)PYRENE 
Quantity: 27.8 milligrams per kilogram 
Chemical: BENZO(K)FLUORANTHENE 
Quantity: 21.4 milligrams per kilogram 
Chemical: BENZO[AJANTHRACENE 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


NO LOCATION AID (Continued) 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


5106132413 


21.6 milligrams per kilogram 


Release Disposition 

Reportable Release under MGL 21E 

11/14/2003 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


RNF 

Reportable Release under MGL 21E 

11/14/2003 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
12/2/2003 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

RAO Statement Received 

12/22/2003 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


3-0023370 / RAO 

Not reported 

WALTHAM 

11/14/2003 

120 DY 

12/22/2003 

Not reported 

B1 - Remedial actions have not been conducted because a level of No 
Significant Risk exists. 

Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Release Disposition 

Reportable Release under MGL 21E 

11/14/2003 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


RNF 

Reportable Release under MGL 21E 

11/14/2003 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
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Map ID 
Direction 
Distance 


Elevation 


127 
ENE 
1/2-1 


0.951 mi. 


5022 ft. 


Relative: 


Higher 


Actual: 
63 ft. 


Site 


NO LOCATION AID (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$106132413 
12/2/2003 


Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

RAO Statement Received 

12/22/2003 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


C9 THRU C18 ALIPHATIC HYDROCARBONS 
1010 milligrams per kilogram 
INDENO(1,2,3-CD)PYRENE 
27.6 milligrams per kilogram 
BENZO[B]FLUORANTHENE 
24.4 milligrams per kilogram 
BENZO(A)PYRENE 

27.8 milligrams per kilogram 
BENZO(K)FLUORANTHENE 
21.4 milligrams per kilogram 
BENZO[AJANTHRACENE 
21.6 milligrams per kilogram 


WHITE STREET GARAGE 
43 WHITE ST 
BELMONT, MA 02478 


SHWS: 
Release Tracking Number/Current Status: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil Or Haz Material: 


MA SHWS 0002007651 
MA UST N/A 
MA RELEASE 


3-0026011 / RAO 
BELMONT 

06/21/2006 

120 DY 

Not reported 

Response Action Outcome 
06/21/2006 

Not reported 

B1 - Remedial actions have not been conducted because a level of No 
Significant Risk exists. 

Oil 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


C9 THRU C18 ALIPHATIC HYDROCARBONS 
2150 parts per billion 

C9 THRU C12 ALIPHATIC HYDROCARBONS 
17900 parts per billion 

C9 THRU C10 AROMATIC HYDROCARBONS 
11100 parts per billion 

C5 THRU C8 ALIPHATIC HYDROCARBONS 
3550 parts per billion 
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Map ID 
Direction 
Distance 
Elevation — Site 


MAP FINDINGS 


WHITE STREET GARAGE (Continued) 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


UST: 


Facility: 
Facility ID: 
Owner Id: 
Owner: 
Owner Address: 


Owner City, St,Zip: 


Telephone: 
Description: 


Facility address 2: 


Owner address 2: 
Latitude: 
Longitude: 
Contact name: 


Contact address1: 
Contact address2: 


Contact city: 
Contact state: 
Contact zip: 
Contact email: 
Update: 
Update by: 
Fac status: 


Tank ID: 
Tank Status: 
Status Date: 
Date Installed: 
Capacity: 
Contents: 


903 
629 


Response Action Outcome - RAO 
RAO Statement Received 
6/21/2006 


EDR ID Number 


Database(s) EPA ID Number 


U002007651 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


RNF 
Reportable Release under MGL 21E 
6/21/2006 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


Release Disposition 
Reportable Release under MGL 21E 
6/21/2006 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


7/6/2006 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


BEECHWOOD REALTY TRUST 


307 RIVER ST 


WALTHAM, MA 02453 


Not reported 
Not reported 
Not reported 
Not reported 
42.38808 

-71.18905 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


2009-02-06 00:00:00 


Not reported 
CLOSED 


1 


Tank Removed 


09/27/1999 
06/06/1976 
5000.00000 
Bulk Heati 
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Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation — Site 


WHITE STREET GARAGE (Continued) 


Tank Usage: Not reported 
Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 


Latitude: Not reported 
Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

Tank ID: 2 

Tank Status: Tank Removed 
Status Date: 09/27/1999 

Date Installed: Not reported 
Capacity: 1000.00000 
Contents: Waste Oil 

Tank Usage: Not reported 


Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 


Latitude: Not reported 
Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 
Leak corrosion type: Not reported 


EDR ID Number 


Database(s) EPA ID Number 


U002007651 
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Map ID 
Direction 
Distance 


Elevation 


Site 


MAP FINDINGS 


WHITE STREET GARAGE (Continued) 


Release: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


3-0026011 / RAO 
Not reported 
BELMONT 
06/21/2006 

120 DY 
06/21/2006 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


U002007651 


B1 - Remedial actions have not been conducted because a level of No 


Significant Risk exists. 
Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Response Action Outcome - RAO 


RAO Statement Received 
6/21/2006 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


RNF 


Reportable Release under MGL 21E 


6/21/2006 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


Release Disposition 


Reportable Release under MGL 21E 


6/21/2006 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


7/6/2006 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


C9 THRU C18 ALIPHATIC HYDROCARBONS 


2150 parts per billion 


C9 THRU C12 ALIPHATIC HYDROCARBONS 


17900 parts per billion 


C9 THRU C10 AROMATIC HYDROCARBONS 


11100 parts per billion 


C5 THRU C8 ALIPHATIC HYDROCARBONS 


3550 parts per billion 
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Map ID 
Direction 
Distance 


Elevation 


V128 
West 
1/2-1 


0.952 mi. 


5029 ft. 
Relative: 
Lower 


Actual: 
48 ft. 


| MAP FINDINGS 


Site 


AUSTIN RHODES MUNICIPAL CENTER 
155-177 LEXINGTON ST 
WALTHAM, MA 02452 


Site 1 of 3 in cluster V 


SHWS: 
Release Tracking Number/Current Status: 3-0027697 / RAO 


Database(s) EPA ID Number 
MA SHWS 5109546084 
MA INST CONTROL N/A 
MA RELEASE 
MA ENF 


EDR ID Number 


Release Town: WALTHAM 

Notification Date: 05/14/2008 

Category: TWO HR 

Associated ID: Not reported 

Current Status: Response Action Outcome 
Status Date: 07/07/2010 

Phase: PHASE II 


Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 

Source: 

Source: 

Source: 


A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Hazardous Material 

MUNICIPAL 

DUMPING 

IC FILL 

UNKNOWN 

HISTOR 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


ASBESTOS 
2 pounds 


Release Abatement Measure 

Level I - Technical Screen Audit 

1/1/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Written Plan Received 

10/28/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Status or Interim Report Received 

10/28/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Compliance and Enforcement Action 

Interim Deadline Letter Issued 

11/18/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
AUSTIN RHODES MUNICIPAL CENTER (Continued) 5109546084 


been implemented. 


Immediate Response Action 

Written Denial of Plan 

11/18/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Level I - Technical Screen Audit 

11/4/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

12/16/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

12/17/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Completion Statement Received 

12/2/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Level I - Technical Screen Audit 

12/8/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

3/12/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

3/18/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
AUSTIN RHODES MUNICIPAL CENTER (Continued) 5109546084 
Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 4/13/2009 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 

Completion Statement Received 

5/12/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Classification 

5/12/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Transmittal, Notice, or Notification Received 

5/12/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

5/14/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Oral Approval of Plan or Action 

5/14/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Legal Notice Published 

5/15/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

6/11/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


AUSTIN RHODES MUNICIPAL CENTER (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 

Source: 

Source: 

Source: 


EDR ID Number 


Database(s) EPA ID Number 


5109546084 


A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
7/28/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

7/7/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

7/7/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Compliance and Enforcement Action 

Notice of Non-Compliance Issued 

9/29/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


3-0027697 / RAO 

WALTHAM 

05/14/2008 

TWO HR 

Not reported 

Response Action Outcome 

07/07/2010 

PHASE II 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Hazardous Material 

MUNICIPAL 

DUMPING 

IC FILL 

UNKNOWN 

HISTOR 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


ASBESTOS 
2 pounds 


Release Abatement Measure 
Level | - Technical Screen Audit 
1/1/2009 


TC5505005.2s Page 1192 


Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
AUSTIN RHODES MUNICIPAL CENTER (Continued) 5109546084 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Written Plan Received 

10/28/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Status or Interim Report Received 

10/28/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Compliance and Enforcement Action 

Interim Deadline Letter Issued 

11/18/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Written Denial of Plan 

11/18/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Level I - Technical Screen Audit 

11/4/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

12/16/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

12/17/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Completion Statement Received 

12/2/2008 

A permanent solution has been achieved. Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
AUSTIN RHODES MUNICIPAL CENTER (Continued) 5109546084 


reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Level I - Technical Screen Audit 

12/8/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

3/12/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

3/18/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

4/13/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 

Completion Statement Received 

5/12/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Classification 

5/12/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Transmittal, Notice, or Notification Received 

5/12/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

5/14/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
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Map ID | МАР FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
AUSTIN RHODES MUNICIPAL CENTER (Continued) 5109546084 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 


been implemented. 


Immediate Response Action 

Oral Approval of Plan or Action 

5/14/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Legal Notice Published 

5/15/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

6/11/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
7/28/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

7/7/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

7/7/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Compliance and Enforcement Action 

Notice of Non-Compliance Issued 

9/29/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


3-0027697 / RAO 
WALTHAM 
05/14/2008 

TWO HR 

Not reported 


TC5505005.2s Page 1195 


Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
AUSTIN RHODES MUNICIPAL CENTER (Continued) 5109546084 
Current Status: Response Action Outcome 
Status Date: 07/07/2010 
Phase: PHASE II 


Response Action Outcome: 


Oil Or Haz Material: 


A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Hazardous Material 


Location Type: MUNICIPAL 
Source: DUMPING 
Source: IC FILL 
Source: UNKNOWN 
Source: HISTOR 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: ASBESTOS 
Quantity: 2 pounds 

Actions: 
Action Type: Release Abatement Measure 
Action Status: Level | - Technical Screen Audit 
Action Date: 1/1/2009 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Immediate Response Action 
Action Status: Written Plan Received 
Action Date: 10/28/2008 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 10/28/2008 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Compliance and Enforcement Action 
Action Status: Interim Deadline Letter Issued 
Action Date: 11/18/2008 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Immediate Response Action 
Action Status: Written Denial of Plan 
Action Date: 11/18/2008 


Response Action Outcome: 


Action Type: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 
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Map ID 
Direction 
Distance 


Elevation 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
AUSTIN RHODES MUNICIPAL CENTER (Continued) 5109546084 


Level I - Technical Screen Audit 

11/4/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

12/16/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

12/17/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Completion Statement Received 

12/2/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Level I - Technical Screen Audit 

12/8/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

3/12/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

3/18/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

4/13/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 
Completion Statement Received 


TC5505005.2s Page 1197 


Map ID 
Direction 
Distance 


Elevation 


Site 


AUSTIN RHODES MUNICIPAL CENTER (Continued) 


MAP FINDINGS 


Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


EDR ID Number 
Database(s) EPA ID Number 


5/12/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Classification 

5/12/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Transmittal, Notice, or Notification Received 

5/12/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

5/14/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Oral Approval of Plan or Action 

5/14/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Legal Notice Published 

5/15/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

6/11/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 


A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


7/28/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 
RAO Statement Received 
7/7/2010 
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5109546084 


Map ID 
Direction 
Distance 


Elevation 


| MAP FINDINGS 
EDR ID Number 
Site Database(s) ЕРА ID Number 
AUSTIN RHODES MUNICIPAL CENTER (Continued) 5109546084 

Response Action Outcome: A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 

Action Type: Activity and Use Limitation 

Action Status: Transmittal, Notice, or Notification Received 

Action Date: 7/7/2010 

Response Action Outcome: A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 

Action Type: Compliance and Enforcement Action 

Action Status: Notice of Non-Compliance Issued 

Action Date: 9/29/2008 

Response Action Outcome: A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 

Release Tracking Number/Current Status: 3-0027697 / RAO 

Release Town: WALTHAM 

Notification Date: 05/14/2008 

Category: TWO HR 

Associated ID: Not reported 

Current Status: Response Action Outcome 

Status Date: 07/07/2010 

Phase: PHASE II 

Response Action Outcome: A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Oil Or Haz Material: Hazardous Material 

Location Type: MUNICIPAL 

Source: DUMPING 

Source: IC FILL 

Source: UNKNOWN 

Source: HISTOR 

Click here to access the MA DEP site for this facility: 

Chemicals: 
Chemical: ASBESTOS 
Quantity: 2 pounds 
Actions: 

Action Type: Release Abatement Measure 

Action Status: Level I - Technical Screen Audit 

Action Date: 1/1/2009 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Written Plan Received 

10/28/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
AUSTIN RHODES MUNICIPAL CENTER (Continued) 5109546084 


been implemented. 


Immediate Response Action 

Status or Interim Report Received 

10/28/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Compliance and Enforcement Action 

Interim Deadline Letter Issued 

11/18/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Written Denial of Plan 

11/18/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Level I - Technical Screen Audit 

11/4/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

12/16/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

12/17/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Completion Statement Received 

12/2/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Level I - Technical Screen Audit 

12/8/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
AUSTIN RHODES MUNICIPAL CENTER (Continued) 5109546084 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: ALSENT 
Action Date: 3/12/2009 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

3/18/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

4/13/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 

Completion Statement Received 

5/12/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Classification 

5/12/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Transmittal, Notice, or Notification Received 

5/12/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

5/14/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Oral Approval of Plan or Action 

5/14/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 
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Map ID 
Direction 
Distance 


Elevation 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


INST CONTROL: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 


Response Action Outcome: 


Release: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
AUSTIN RHODES MUNICIPAL CENTER (Continued) 5109546084 


Legal Notice Published 

5/15/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

6/11/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
7/28/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

7/7/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

7/7/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Compliance and Enforcement Action 

Notice of Non-Compliance Issued 

9/29/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


3-0027697 

AUL 

RECPT 

07/07/2010 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


Release Tracking Number/Current Status: 3-0027697 / RAO 


Primary ID: 
Official City: 
Notification: 


Not reported 
WALTHAM 
05/14/2008 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Oil / Haz Material Type: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
AUSTIN RHODES MUNICIPAL CENTER (Continued) 5109546084 
Category: TWO HR 
Status Date: 07/07/2010 
Phase: PHASE II 


A3 - Å permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Abatement Measure 

Level I - Technical Screen Audit 

1/1/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Written Plan Received 

10/28/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Status or Interim Report Received 

10/28/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Compliance and Enforcement Action 

Interim Deadline Letter Issued 

11/18/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Written Denial of Plan 

11/18/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Level I - Technical Screen Audit 

11/4/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

12/16/2008 

A permanent solution has been achieved. Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
AUSTIN RHODES MUNICIPAL CENTER (Continued) 5109546084 


reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

12/17/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Completion Statement Received 

12/2/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Level I - Technical Screen Audit 

12/8/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

3/12/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

3/18/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

4/13/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 

Completion Statement Received 

5/12/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Classification 

5/12/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
AUSTIN RHODES MUNICIPAL CENTER (Continued) 5109546084 


been implemented. 


Tier Classification 

Transmittal, Notice, or Notification Received 

5/12/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

5/14/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Immediate Response Action 

Oral Approval of Plan or Action 

5/14/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Legal Notice Published 

5/15/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

6/11/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
7/28/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

7/7/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

7/7/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
AUSTIN RHODES MUNICIPAL CENTER (Continued) 5109546084 
Action Туре: Compliance and Enforcement Action 
Action Status: Notice of Non-Compliance Issued 
Action Date: 9/29/2008 
Response Action Outcome: A permanent solution has been achieved. Contamination has not been 


reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Chemicals: 
Chemical: ASBESTOS 
Quantity: 2 pounds 
Location Type: MUNICIPAL 
Source: DUMPING 
Source: IC FILL 
Source: UNKNOWN 
Source: HISTOR 
ENFORCEMENT: 
Region: NERO 
DEP Region: NERO 
DEP Program: 3C 
DEP Bureau: BWSC 
Program: Not reported 
Program Id: 3-0027697 
High Or Low Level Enforcement: LLE 
FMF #: Not reported 
Comptroller Billing Name: Not reported 
Town Where Violation Occurred: Not reported 
Date Executed: 09/29/2008 
ENF #: NON-NE-08-3C016 
Document Type: NON 
AG Ref (Y/N): Not reported 
Doc Archived (Y/N): Not reported 
EJ Community (Y/N): Not reported 
Regional Comment: Not reported 
Final Payment Due Date: Not reported 
ACOP $: Not reported 
PAN $: Not reported 
EMS (Y/N): Not reported 
EMS$: Not reported 
SEP (Y/N): Not reported 
SEP $: Not reported 
Demand $: Not reported 
Suspended $: Not reported 
Ownership: Municipally Owned 
Region: NERO 
DEP Region: NERO 
DEP Program: 3R 
DEP Bureau: BWSC 
Program: Not reported 
Program Id: 3-0027697 
High Or Low Level Enforcement: LLE 
FMF #: Not reported 
Comptroller Billing Name: Not reported 
Town Where Violation Occurred: Not reported 
Date Executed: 11/18/2008 
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Map ID 
Direction 
Distance 


Elevation 


5129 
SW 
1/2-1 


0.955 mi. 


5040 ft. 
Relative: 
Lower 


Actual: 
30 ft. 


| МАР FINDINGS 
EDR ID Number 

Site Database(s) EPA ID Number 
AUSTIN RHODES MUNICIPAL CENTER (Continued) 5109546084 

ENF #: Not reported 

Document Type: IDL 

AG Ref (Y/N): Not reported 

Doc Archived (Y/N): Not reported 

EJ Community (Y/N): Not reported 

Regional Comment: Not reported 

Final Payment Due Date: Not reported 

ACOP $: Not reported 

PAN $: Not reported 

EMS (Y/N): Not reported 

EMS$: Not reported 

SEP (Y/N): Not reported 

SEP $: Not reported 

Demand $: Not reported 

Suspended $: Not reported 

Ownership: Municipally Owned 
MCKENNA PLAYGROUND MA SHWS  S104774167 
27 WHITCOMB ST MA RELEASE N/A 
WALTHAM, MA 


Site 3 of 4 in cluster S 


SHWS: 
Release Tracking Number/Current Status: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Location Type: 
Source: 


3-0019786 / RAO 

WALTHAM 

08/02/2000 

TWO HR 

Not reported 

Response Action Outcome 

08/24/2000 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 
Not reported 

ROADWAY 

RESIDNTIAL 

TRANSFORM 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


MODF 
60 gallons 


Release Disposition 

Reportable Release under MGL 21E 

8/2/2000 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

8/2/2000 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


MCKENNA PLAYGROUND (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


5104774167 


Response Action Outcome - КАО 

RAO Statement Received 

8/24/2000 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

8/24/2000 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
9/12/2000 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


3-0019786 / RAO 

Not reported 

WALTHAM 

08/02/2000 

TWO HR 

08/24/2000 

Not reported 

A1 - A permanent solution has been achieved. Contamination has been 
reduced to background or a threat of release has been eliminated. 

Not reported 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Disposition 

Reportable Release under MGL 21E 

8/2/2000 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Immediate Response Action 

Oral Approval of Plan or Action 

8/2/2000 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


Response Action Outcome - RAO 

RAO Statement Received 

8/24/2000 

A permanent solution has been achieved. Contamination has been reduced 
to background or a threat of release has been eliminated. 


RNF 

Reportable Release under MGL 21E 

8/24/2000 

A permanent solution has been achieved. Contamination has been reduced 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
MCKENNA PLAYGROUND (Continued) 5104774167 


to background ог а threat of release has been eliminated. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 

Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 9/12/2000 

Response Action Outcome: A permanent solution has been achieved. Contamination has been reduced 


to background or a threat of release has been eliminated. 


Chemicals: 

Chemical: MODF 

Quantity: 60 gallons 

Location Type: ROADWAY 

Location Type: RESIDNTIAL 

Source: TRANSFORM 
V130 WALTHAM CITY POLICE AND DPW YARD MA SHWS 5109146638 
West 165 LEXINGTON ST MA INST CONTROL N/A 
1/2-1 WALTHAM, MA 02452 MA RELEASE 
0.959 mi. MA ASBESTOS 
5064 ft. Site 2 of 3 in cluster V 
Relative: SHWS: 
Lower Release Tracking Number/Current Status: 3-0027722 / URAM 
Actual: Release Town: WALTHAM 
47 ft. Notification Date: 05/28/2008 

Category: 120 DY 

Associated ID: Not reported 

Current Status: URAM 

Status Date: 06/11/2008 

Phase: Not reported 

Response Action Outcome: - 

Oil Or Haz Material: Oil and Hazardous Material 

Location Type: MUNICIPAL 

Location Type: RIGHTOFWAY 

Source: FILL 

Source: UNKNOWN 

Source: URBAN 

Source: MATERIAL 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: LEAD 
Quantity: 300 milligrams per kilogram 
Chemical: TPH 
Quantity: 1000 milligrams per kilogram 
Actions: 
Action Type: Utility-related Abatement Measure 
Action Status: Level I - Technical Screen Audit 
Action Date: 1/15/2009 
Response Action Outcome: Not reported 
Action Type: Utility-related Abatement Measure 
Action Status: Completion Statement Received 
Action Date: 1/15/2009 
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Map ID | MAP FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


WALTHAM CITY POLICE AND DPW YARD (Continued) 5109146638 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


Not reported 


Release Disposition 

Reportable Release under MGL 21E 
5/28/2008 

Not reported 


Utility-related Abatement Measure 
Notice of Intent to Conduct a URAM 
5/28/2008 

Not reported 


Utility-related Abatement Measure 
Level I - Technical Screen Audit 
6/10/2008 

Not reported 


Utility-related Abatement Measure 
Notification of URAM Received 
6/11/2008 

Not reported 


3-0027774 / RAO 

WALTHAM 

06/16/2008 

120 DY 

Not reported 

Response Action Outcome 

06/16/2009 

Not reported 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


TOTAL PETROLEUM HYDROCARBONS 
13400 milligrams per kilogram 

LEAD 

517 milligrams per kilogram 


An activity type that is related to an Audit 

NAFNVD 

10/13/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

4/10/2009 

A permanent solution has been achieved. Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
WALTHAM CITY POLICE AND DPW YARD (Continued) $109146638 


reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

6/16/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

6/16/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

6/16/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

6/16/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

6/18/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
7/17/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

9/28/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level I - Technical Screen Audit 

9/28/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
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Map ID | МАР FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
WALTHAM CITY POLICE AND DPW YARD (Continued) $109146638 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Location Type: 
Source: 

Source: 

Source: 

Source: 


been implemented. 


RLFA 

FLDRAN 

9/30/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level II - Audit Inspection 

9/30/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


3-0027722 | URAM 
WALTHAM 
05/28/2008 

120 DY 

Not reported 

URAM 

06/11/2008 

Not reported 

Oil and Hazardous Material 
MUNICIPAL 
RIGHTOFWAY 

FILL 

UNKNOWN 

URBAN 

MATERIAL 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


LEAD 

300 milligrams per kilogram 
TPH 

1000 milligrams per kilogram 


Utility-related Abatement Measure 
Level I - Technical Screen Audit 
1/15/2009 

Not reported 


Utility-related Abatement Measure 
Completion Statement Received 
1/15/2009 

Not reported 


Release Disposition 
Reportable Release under MGL 21E 
5/28/2008 
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Map ID | МАР FINDINGS 


Direction 


Distance 
Elevation — Site 


WALTHAM CITY POLICE AND DPW YARD (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Location Type: 
Source: 

Source: 

Source: 

Source: 


Not reported 


Utility-related Abatement Measure 
Notice of Intent to Conduct a URAM 
5/28/2008 

Not reported 


Utility-related Abatement Measure 
Level I - Technical Screen Audit 
6/10/2008 

Not reported 


Utility-related Abatement Measure 
Notification of URAM Received 
6/11/2008 

Not reported 


3-0027722 | URAM 
WALTHAM 
05/28/2008 

120 DY 

Not reported 

URAM 

06/11/2008 

Not reported 

Oil and Hazardous Material 
MUNICIPAL 
RIGHTOFWAY 

FILL 

UNKNOWN 

URBAN 

MATERIAL 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


LEAD 

300 milligrams per kilogram 
TPH 

1000 milligrams per kilogram 


Utility-related Abatement Measure 
Level I - Technical Screen Audit 
1/15/2009 

Not reported 


Utility-related Abatement Measure 
Completion Statement Received 
1/15/2009 

Not reported 


Release Disposition 
Reportable Release under MGL 21E 


EDR ID Number 


Database(s) EPA ID Number 


5109146638 
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Map ID | МАР FINDINGS 


Direction 


Distance 
Elevation — Site 


WALTHAM CITY POLICE AND DPW YARD (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Location Type: 
Source: 

Source: 

Source: 

Source: 


5/28/2008 
Not reported 


Utility-related Abatement Measure 
Notice of Intent to Conduct a URAM 
5/28/2008 

Not reported 


Utility-related Abatement Measure 
Level I - Technical Screen Audit 
6/10/2008 

Not reported 


Utility-related Abatement Measure 
Notification of URAM Received 
6/11/2008 

Not reported 


3-0027722 | URAM 
WALTHAM 
05/28/2008 

120 DY 

Not reported 

URAM 

06/11/2008 

Not reported 

Oil and Hazardous Material 
MUNICIPAL 
RIGHTOFWAY 

FILL 

UNKNOWN 

URBAN 

MATERIAL 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


LEAD 

300 milligrams per kilogram 
TPH 

1000 milligrams per kilogram 


Utility-related Abatement Measure 
Level I - Technical Screen Audit 
1/15/2009 

Not reported 


Utility-related Abatement Measure 
Completion Statement Received 
1/15/2009 

Not reported 


Release Disposition 


EDR ID Number 


Database(s) EPA ID Number 


5109146638 
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Map ID | MAP FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 


WALTHAM CITY POLICE AND DPW YARD (Continued) 5109146638 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


INST CONTROL: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release: 


Reportable Release under MGL 21E 
5/28/2008 
Not reported 


Utility-related Abatement Measure 
Notice of Intent to Conduct a URAM 
5/28/2008 

Not reported 


Utility-related Abatement Measure 
Level I - Technical Screen Audit 
6/10/2008 

Not reported 


Utility-related Abatement Measure 
Notification of URAM Received 
6/11/2008 

Not reported 


3-0027774 

AUL 

RECPT 

06/16/2009 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0027774 

AUL 

SNAUDI 

09/30/2011 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0027774 

AUL 

TSAUD 

09/28/2010 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


Release Tracking Number/Current Status: 3-0027722 / URAM 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil / Haz Material Type: 


Not reported 
WALTHAM 
05/28/2008 
120 DY 
06/11/2008 
Not reported 


Oil and Hazardous Material 
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Map ID | МАР FINDINGS 


Direction 


Distance 
Elevation — Site 


WALTHAM CITY POLICE AND DPW YARD (Continued) 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Utility-related Abatement Measure 
Action Status: Level | - Technical Screen Audit 
Action Date: 1/15/2009 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Location Type: 
Source: 
Source: 
Source: 
Source: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


Not reported 


Utility-related Abatement Measure 
Completion Statement Received 
1/15/2009 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
5/28/2008 

Not reported 


Utility-related Abatement Measure 
Notice of Intent to Conduct a URAM 
5/28/2008 

Not reported 


Utility-related Abatement Measure 
Level I - Technical Screen Audit 
6/10/2008 

Not reported 


Utility-related Abatement Measure 
Notification of URAM Received 
6/11/2008 

Not reported 


LEAD 

300 milligrams per kilogram 
TPH 

1000 milligrams per kilogram 
MUNICIPAL 

RIGHTOFWAY 

FILL 

UNKNOWN 

URBAN 

MATERIAL 


3-0027774 | RAO 
Not reported 
WALTHAM 
06/16/2008 

120 DY 
06/16/2009 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5109146638 


АЗ - А permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 


has been implemented. 
Hazardous Material 
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Map ID 
Direction 
Distance 


Elevation 


| MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
WALTHAM CITY POLICE AND DPW YARD (Continued) $109146638 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


An activity type that is related to an Audit 

NAFNVD 

10/13/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

4/10/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

6/16/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

6/16/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

6/16/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

6/16/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

6/18/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
7/17/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
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Map ID | MAP FINDINGS 

Direction 

Distance EDR ID Number 
Elevation Site Database(s) ЕРА ID Number 


WALTHAM CITY POLICE AND DPW YARD (Continued) 5109146638 


Action Туре: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Chemical: 
Quantity: 


ASBESTOS: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 


been implemented. 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

9/28/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level I - Technical Screen Audit 

9/28/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRAN 

9/30/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level II - Audit Inspection 

9/30/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


TOTAL PETROLEUM HYDROCARBONS 


13400 milligrams per kilogram 
LEAD 
517 milligrams per kilogram 


Not reported 
Not reported 
Not reported 
08/11/2008 
10/10/2008 
Not reported 
07/28/2008 
1800.00 
4950.00 

Bir, Spr, Trns 
101621 
AS040869 
Not reported 
AA000006 
2008 
100075823 
ANF-001 
Exempt 

Not reported 
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Map ID | MAP FINDINGS 
Direction 
Distance EDR ID Number 


Elevation — Site 


WALTHAM CITY POLICE AND DPW YARD (Continued) 


Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 


Quantity Material Removed LF: 
Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 


Not reported 

WALTHAM INCINERATOR 

0 

AC000151 

Off 

Week days: 7AM-7PM Week end: 
Dem 

Fcontain 

Indoors 


Database(s) EPA ID Number 


5109146638 


APPROPRIATE ОЕСОМ SYSTEM PRESCRIBED BY DLI WILL BE USED 
ALL ACM WILL BE WET AND DOUBLE BAGGED IN 6 MIL. LABELED BAGS. 


INCINERATOR 

Not reported 

Not reported 

Not reported 

5 

CITY OF WALTHAM 
610 MAIN STREET 
WALTHAM 

MA 

N/A 

Not reported 
FEDERAL INSURANCE COMPANY 
6KUB972X744 
2/23/2009 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

39 

JENNIFER RIQUIER 
07/28/2008 

SMI 

7817699310 

Not reported 


Not reported 
Not reported 
Not reported 
06/25/2009 
06/30/2009 
Not reported 
06/12/2009 
.00 

5.00 

Spr 

113804 
AS040869 
Not reported 
AA000006 
2009 
100089915 
ANF-001 
Exempt 

Not reported 
Not reported 
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Map ID | МАР FINDINGS 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 


Direction 
Distance EDR ID Number 
Elevation — Site Database(s) EPA ID Number 
WALTHAM CITY POLICE AND DPW YARD (Continued) 5109146638 
Worksite: WALTHAM INCINERATOR 
Occupied: 0 
Contractor: ACO000151 
Contract Type: WRITTEN 
Hours: Week days: 7AM-5PM Week end: 
Project Type: Renv 
Abatement Process: Giv, Encl 
Location: Indoors 


APPROPRIATE DECON SYSTEM PRESCRIBED BY DLI WILL BE USED 
ALL ACM WILL BE WET AND DOUBLE BAGGED IN 6 MIL LABELED BAGS 


INCINERATOR 
Not reported 
Not reported 
Not reported 


Small Owner Occ: 5 

Owner Name: CITY OF WALTHAM 
Owner Address: 610 MAIN STREET 
Owner City: WALTHAM 

Owner State: MA 

On Site Manager Name: N/A 


On Site Manager Phone: 


Not reported 


Ins Comp: FEDERAL INSURANCE COMPANY 
Policy Number: 6KUB972X744 
EXP Date: 2/23/2010 

Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 

Final Site: 39 

Certified Name: CHARLES SMITH 
Cert Sign Date: 06/12/2009 
Certified Company: SMI 

Certified Phone: 7817699310 


Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 11/07/2008 
End Date: 01/09/2009 
Date Entered: Not reported 
Entry Date: 10/27/2008 
Quantity Materical Removed SF: 1800.00 
Quantity Material Removed LF: 4950.00 
Project Description: Bir, Spr, Trns 
AR Tracking ID: 105983 
Super Lic Number: AS040869 
Monitor Lic Number: Not reported 
Lab Lic Number: AA000006 
Year: 2008 
Sticker Number: 100080470 
Form Type: ANF-001 
Fee Status: Exempt 
Facility Phone: Not reported 
Sub Town: Not reported 
Worksite: WALTHAM INCINERATOR 
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Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation — Site 


WALTHAM CITY POLICE AND DPW YARD (Continued) 


EDR ID Number 


EPA ID Number 


5109146638 


Occupied: 

Contractor: 

Contract Type: 

Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 

End Date: 
Date Entered: 
Entry Date: 


Quantity Materical Removed SF: 
Quantity Material Removed LF: 


Project Description: 
AR Tracking ID: 
Super Lic Number: 
Monitor Lic Number: 
Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 
Worksite: 
Occupied: 


-1 

AC000151 

WRITTEN 

Week days: 7AM-7PM Week end: 
Dem 

Fcontain 

Indoors 

APPROPRIATE DECON SYSTEM PRESCRIBED BY DLI WILL BE USED. 
ALL ACM WILL BE WET AND DOUBLE BAGGED IN 6 MIL. LABELED BAGS 
INCINERATOR 

Not reported 

Not reported 

Not reported 

5 

CITY OF WALTHAM 

610 MAIN STREET 

WALTHAM 

MA 

N/A 

Not reported 

FEDERAL INSURANCE COMPANY 
6KUB972X744 

2/23/2009 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

39 

JENNIFER RIQUIER 

10/27/2008 

SMI 

7817699310 

Not reported 


Not reported 
Not reported 
Not reported 
05/03/2010 
08/31/2010 
Not reported 
04/16/2010 
3900.00 

.00 

Trns 

125281 
AS001183 
AMO051114 
AA000156 
2010 
100104465 
ANF-001 
Exempt 
7813143275 
Not reported 
INCINERATOR 
0 
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Map ID 


Direction 


Distance 


Elevation 


V131 
West 
1/2-1 


0.960 mi. 


5068 ft. 


Relative: 


Lower 


Actual: 
47 ft. 


MAP FINDINGS 


Site 


WALTHAM CITY POLICE AND DPW YARD (Continued) 


Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


WALTHAM INCINERATOR 
167 LEXINGTON ST 
WALTHAM, MA 02154 
Site 3 of 3 in cluster V 


SHWS: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 
Location Type: 
Source: 


AC000497 
WRITTEN 


Week days: 7-5 Week end: 7-5 


Dem 
BULK LOAD 
Not reported 


3 STAGE REMOTE DECON 


EDR ID Number 
Database(s) EPA ID Number 


5109146638 


BULK LOAD W/ 2-LAYERS ОЕ 6 MIL POLY IN OPEN ТОР CONTAINERS 


INCINERATOR 

Not reported 

Not reported 

Not reported 

5 

CITY OF WALTHAM 
119 SCHOOL STREET 
WALTHAM 

MA 

PATRICK POWELL 
7813143275 

WILLIS HRH 
WC6555952-00 
11/1/2010 

12600 

Not reported 

Not reported 

Not reported 

Not reported 

47 

STEVEN PLOOF 
04/16/2010 

S&R CORPORATION 
9784412000 

Not reported 


WALTHAM 
03/21/2003 
TWO HR 
Not reported 


Response Action Outcome 


05/28/2003 
Not reported 


3-0022686 / RAO 


MA SHWS 5101039223 
MA SWF/LF N/A 
MA RELEASE 
MA SPILLS 


A2 - A permanent solution has been achieved. Contamination has not 


been reduced to background. 


Oil 
MUNICIPAL 
DRUMS 


Click here to access the MA DEP site for this facility: 
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Map ID 
Direction 
Distance 


Elevation 


| МАР FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
WALTHAM INCINERATOR (Continued) $101039223 
Chemicals: 
Chemical: WASTE OIL 
Quantity: Not reported 
Actions: 
Action Type: Immediate Response Action 
Action Status: Oral Approval of Plan or Action 
Action Date: 3/21/2003 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


LF: 


Facility Phone: 

Annual Tons for 1995: 
Annual Tons for 1996: 
Annual Tons for 1997: 
Annual Tons for 1998: 
Annual Tons for 1999: 
Annual Tons for 2000: 
Annual Tons for 2001: 
Annual Tons for 2002: 
Annual Tons for 2003: 
Annual Tons for 2004: 
Annual Tons for 2005: 
Annual Tons for 2006: 
Annual Tons for 2007: 


A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

3/21/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of a Modified Plan 

3/27/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
4/3/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

5/28/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

5/9/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
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Map ID 
Direction 
Distance 


Elevation 


| МАР 


FINDINGS 


Site 


WALTHAM INCINERATOR (Continued) 


Annual Tons for 2008: 
Annual Tons for 2009: 
Annual Tons for 2010: 
Annual Tons for 2011: 
Annual Tons for 2012: 
Annual Tons for 2013: 
Annual Tons for 2014: 
Annual Tons for 2015: 


Reg Obj Acct ID Num For Each Solid Waste Operation: 


Days of Operation: 

Note On The Physical Location Of The Site: 
Acres: 

Active Year: 

Classification Group: 

Current Or Most Recent Closed Classification: 
Description Of The Last Classification: 

Close Year: 

Name Of The Organization: 

Contacts Organization Type: 

Contact Persons Name And Title: 

Contact Phone Including Extension: 

Contact Mailing Street Address: 

Contacts Mailing City, State, Zip: 

Inactive Year: 

Land Disposal Closure Status: 

Land Disposal Only, Category Waste Disposed: 
Landfills Liner: 

Municipality That The Operation Is Located In: 
Alpha-Numeric Identification Code: 
Numeric-Only Portion Of The Identification Code: 
Region: 


EDR ID Number 


Database(s) EPA ID Number 


5101039223 


Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

Not reported 

173030 
Not reported 

Not reported 

Not reported 

Not reported 

Land Disposal 
CSU-LF 

Landfill Closure Status Unknown 
Not reported 

CITY OF WALTHAM 
Municipal 

Not reported 
(781)893-4040 

610 MAIN ST 
WALTHAM, MA 02154 
1974 

Incomplete 

ASH 

Not Lined 
WALTHAM 
AL0308.002 
0308.002 

Northeast (Wilmington) 


Org That Pays Any Annual Compliance Fee And/Or Permittee:Not reported 


Responsible Party Organization Type: 
Responsible Party Mailing Street Address Line 1: 
Responsible Party Mailing Street Address Line 2: 
Responsible Party Mailing City, State, Zip: 
Responsible Party Telephone Inc Extension: 
Maximum Permitted Tons Per Day: 

Current Operational Status: 


Facility Phone: 

Annual Tons for 1995: 
Annual Tons for 1996: 
Annual Tons for 1997: 
Annual Tons for 1998: 
Annual Tons for 1999: 
Annual Tons for 2000: 
Annual Tons for 2001: 
Annual Tons for 2002: 
Annual Tons for 2003: 
Annual Tons for 2004: 
Annual Tons for 2005: 
Annual Tons for 2006: 
Annual Tons for 2007: 
Annual Tons for 2008: 
Annual Tons for 2009: 
Annual Tons for 2010: 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Inactive 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
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Map ID 
Direction 
Distance 


Elevation 


Site 


WALTHAM INCINERATOR (Continued) 


Annual Tons for 2011: 
Annual Tons for 2012: 
Annual Tons for 2013: 
Annual Tons for 2014: 
Annual Tons for 2015: 
Reg Obj Acct ID Num For Each Solid Waste Operation: 


Days of Operation: 


MAP 


FINDINGS 


Note On The Physical Location Of The Site: 


Acres: 
Active Year: 
Classification Group: 


Current Or Most Recent Closed Classification: 
Description Of The Last Classification: 


Close Year: 


Name Of The Organization: 
Contacts Organization Type: 
Contact Persons Name And Title: 
Contact Phone Including Extension: 
Contact Mailing Street Address: 
Contacts Mailing City, State, Zip: 


Inactive Year: 


Land Disposal Closure Status: 


Land Disposal Only, Category Waste Disposed: 


Landfills Liner: 


Municipality That The Operation Is Located In: 


Alpha-Numeric Identification Code: 


Numeric-Only Portion Of The Identification Code: 


Region: 


Responsible Party Organization Type: 
Responsible Party Mailing Street Address Line 1: Not reported 
Responsible Party Mailing Street Address Line 2: Not reported 
Responsible Party Mailing City, State, Zip: 

Responsible Party Telephone Inc Extension: 


Maximum Permitted Tons Per Day: 
Current Operational Status: 


LF PROFILES: 


Site Type Code: 
Site Type Desc: 
Status: 

Owner Type: 

Stat Active Yr: 

Stat Inactive Yr: 
Stat Close Yr: 
Lined?: 

Cap Status: 

Cap Cert Date: 
Post Closure Permit: 
Post Closure Use: 
LF Gas Energy: 
Acres: 

Acres Doc: 

Acres Doc Desc: 
Electrical Provider: 
Dist To Trans Miles: 
Wind Speed 30m: 


ASH 


Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


Not reported 
Not reported 
Not reported 
1946 

Combustion 


ClsdCMBUST 
Closed Combustion Facility 


1974 


CITY OF WALTHAM 


Municipal 
Not reported 


(781)893-4040 
610 MAIN ST 
WALTHAM, MA 02154 


Not reported 
n/a 
n/a 
n/a 


WALTHAM 


MI0308.010 
0308.010 


Northeast (Wilmington) 
Org That Pays Any Annual Compliance Fee And/Or Permittee:Not reported 


Not reported 


Not reported 
Not reported 
Not reported 


Closed 


457133 


EDR ID Number 


Database(s) EPA ID Number 


$101039223 


Residual from combustion, includes MSW, oil, coal, & wood ash 


Inactive 
Municipal 
Not reported 
1974 

Not reported 
Not Lined 
Incomplete 
Not reported 
Not reported 
Not reported 
Not reported 
1.59 

UNK 
Unknown 
NSTAR 

1.26 

4.3886 


TC5505005.2s Page 1225 


Map ID | MAP FINDINGS 
Direction 


Distance 
Elevation — Site 


EDR ID Number 


Database(s) EPA ID Number 


Response Action Outcome: 


Oil / Haz Material Type: 


WALTHAM INCINERATOR (Continued) $101039223 
Wind Speed 50m: 4.9233 
Wind Speed 100m: 5.8593 
Wind Speed 70m: 5.3378 
Mass DEP FMF DB Id: 39832 

Release: 

Release Tracking Number/Current Status: 3-0022686 / RAO 
Primary ID: Not reported 
Official City: WALTHAM 
Notification: 03/21/2003 
Category: TWO HR 
Status Date: 05/28/2003 
Phase: Not reported 


A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Oil 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Immediate Response Action 

Oral Approval of Plan or Action 

3/21/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

3/21/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Immediate Response Action 

Oral Approval of a Modified Plan 

3/27/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
4/3/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

5/28/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

5/9/2003 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID 
Direction 
Distance 


Elevation 


T132 
West 
1/2-1 
0.963 mi. 
5083 ft. 


Relative: 
Lower 


Actual: 
47 ft. 


MAP FINDINGS 
Site Database(s) 
WALTHAM INCINERATOR (Continued) 
Chemicals: 

Chemical: WASTE OIL 

Quantity: Not reported 

Location Type: MUNICIPAL 

Source: DRUMS 

MA Spills: 

Facility ID: 0000 Spill ID: N91-0696 

Staff Lead: BRADLEY, R Date Entered: 19911003 

Last Entered: 19920304 First Response: 19910522 

Spill Date: Not reported Spill Time: Not reported 

Report Date: 19910522 Report Time: 04:40PM 

Case Closed: YES Mat Type: PETROLEUM 

Virgin Waste: ------ Contam Soil: Not reported 

Env Impact: Not reported Other Impact: Not reported 

Material: MISCELLANEOUS OIL Other Material: Not reported 

Qty Reported: SHEEN Qty Actual: -----—- 

Qty Reported: ---------- Qty Actual: —---======= 

CAS No: Not reported PCB Lev (ppm): -----===== 

Source: OTHER SOURCE > Other Source: UNKNOWN 

Incident: = ---------- Other Incdnt: Not reported 

Cleanup Type: --- Contractor: NOT USED 

Referral: NO LUST Elig: NO 

Report Prep: Not reported Category: 6 

Notifier: DELANEY/WALTHAM DPW 

Notif Tel: Not reported 

Days/Close: 1 
BETWEEN MAIN BLDG & RR TRACK MA SHWS 
136-148 LEXINGTON ST MA INST CONTROL 
WALTHAM, MA 02154 MA RELEASE 


Site 2 of 2 in cluster T 


SHWS: 
Release Tracking 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 


Number/Current Status: 


Response Action Outcome: 


Oil Or Haz Material: 


3-0011638 / RAO 
WALTHAM 

09/23/1994 

120 DY 

Not reported 

Response Action Outcome 
06/02/1995 

Not reported 


EDR ID Number 
EPA ID Number 


5101039223 


5102086062 
N/A 


A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 


has been implemented. 
Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


TPH 

6200 milligrams per kilogram 
BENZO[AJANTHRACENE 
Not reported 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
BETWEEN MAIN BLDG & RR TRACK (Continued) $102086062 
Actions: 

Action Type: RLFA 

Action Status: FLDRUN 

Action Date: 10/20/2008 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level II - Audit Inspection 

10/20/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFNVD 

10/31/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
2/21/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

6/2/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

6/2/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

6/2/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

6/5/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
BETWEEN MAIN BLDG & RR TRACK (Continued) $102086062 
Action Type: An activity type that is related to an Audit 
Action Status: NOA 
Action Date: 7/19/1999 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

7/31/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFNVD 

7/31/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FLDRAN 

8/18/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

9/23/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

9/23/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

9/23/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

9/29/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Release Tracking Number: 
Action Type: 

Action Stat: 

Action Date: 

Response Action Outcome: 


Release: 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
BETWEEN MAIN BLDG & RR TRACK (Continued) $102086062 
INST CONTROL: 
Release Tracking Number: 3-0011638 
Action Type: AUL 
Action Stat: RECPT 
Action Date: 06/02/1995 


A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


3-0011638 

AUL 

SNAUDI 

10/20/2008 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 


Release Tracking Number/Current Status: 3-0011638 / RAO 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


Not reported 

WALTHAM 

09/23/1994 

120 DY 

06/02/1995 

Not reported 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


RLFA 

FLDRUN 

10/20/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Level II - Audit Inspection 

10/20/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFNVD 

10/31/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
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Map ID 
Direction 
Distance 


Elevation 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


| МАР FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
BETWEEN MAIN BLDG & RR TRACK (Continued) $102086062 
Action Date: 2/21/1995 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

6/2/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

6/2/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

6/2/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Fee Received - FMCRA Use Only 

6/5/1995 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NOA 

7/19/1999 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Level I - Technical Screen Audit 

7/31/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


An activity type that is related to an Audit 

NAFNVD 

7/31/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 


FLDRAN 
8/18/1999 
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Map ID | МАР FINDINGS 

Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
BETWEEN MAIN BLDG & RR TRACK (Continued) $102086062 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

9/23/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

9/23/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 

Reportable Release under MGL 21E 

9/23/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

9/29/1994 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Chemicals: 
Chemical: TPH 
Quantity: 6200 milligrams per kilogram 
Chemical: BENZO[AJANTHRACENE 
Quantity: Not reported 
133 BELMONT MA SHWS 5100360672 
NE 145 BROOKSIDE AVE MA RELEASE N/A 
1/2-1 BELMONT, MA 02178 
0.963 mi. 
5085 ft. 
Relative: SHWS: 
Higher Release Tracking Number/Current Status: 3-0001628 / RAO 
Actual: Release Town: BELMONT 
156 ft. Notification Date: 08/21/1986 
Category: NONE 
Associated ID: Not reported 
Current Status: Response Action Outcome 
Status Date: 08/31/1994 
Phase: Not reported 
Response Action Outcome: NC - NC 
Oil Or Haz Material: Not reported 


TC5505005.2s Page 1232 


MAP FINDINGS 


BELMONT (Continued) 


EDR ID Number 


Database(s) EPA ID Number 


5100360672 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil / Haz Material Type: 


UNKNOWN 
Not reported 


Release Disposition 
Valid Transition Site 
8/21/1986 

NC 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
8/21/1986 

NC 


TREGS 
RAOEQ 
8/31/1994 
NC 


Response Action Outcome - RAO 
RAO Statement Received 
8/31/1994 

NC 


3-0001628 / RAO 
Not reported 
BELMONT 
08/21/1986 

NONE 

08/31/1994 

Not reported 

NC - NC 

Not reported 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Release Disposition 
Valid Transition Site 
8/21/1986 

NC 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
8/21/1986 

NC 


TREGS 
RAOEQ 
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Map ID | 
Direction 


Distance 
Elevation — Site 


BELMONT (Continued) 


Action Date: 
Response Action Outcome: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
$100360672 
8/31/1994 
NC 


Action Type: Response Action Outcome - RAO 

Action Status: RAO Statement Received 

Action Date: 8/31/1994 

Response Action Outcome: NC 

Chemicals: 

Chemical: UNKNOWN 

Quantity: Not reported 
134 110 LEXINGTON ST MA SHWS 5113413274 
West 110 LEXINGTON STREET MA RELEASE N/A 
1/2-1 WALTHAM, MA 02452 MA HW GEN 
0.964 mi. 
5092 ft. 
Relative: SHWS: 
Lower Release Tracking Number/Current Status: 3-0033480 / PSNC 
Actual: Release Town: WALTHAM 
46 ft. Notification Date: 03/21/2016 

Category: 120 DY 

Associated ID: Not reported 

Current Status: PSNC 

Status Date: 03/15/2017 

Phase: Not reported 

Response Action Outcome: PN - PN 

Oil Or Haz Material: Hazardous Material 

Source: UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


POLYCHLORINATED BIPHENYLS (PCBS) 
2.61 milligrams per kilogram 
2-METHYLNAPHTHALENE 
0.84 milligrams per kilogram 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

1/6/2017 

PN 


Response Action Outcome - RAO 
PSNRCD 

3/15/2017 

PN 


Response Action Outcome - RAO 
Fee Received - FMCRA Use Only 
3/17/2017 

PN 


Release Disposition 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


110 LEXINGTON ST (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


$113413274 


Reportable Release under MGL 21E 
3/21/2016 
PN 


RNFE 

Transmittal, Notice, or Notification Received 
3/21/2016 

PN 


RNF 

Reportable Release under MGL 21E 
3/21/2016 

PN 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
4/7/2016 

PN 


3-0033480 / PSNC 
Not reported 
WALTHAM 
03/21/2016 

120 DY 

03/15/2017 

Not reported 

PN - PN 

Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

1/6/2017 

PN 


Response Action Outcome - RAO 
PSNRCD 

3/15/2017 

PN 


Response Action Outcome - RAO 
Fee Received - FMCRA Use Only 
3/17/2017 

PN 


Release Disposition 

Reportable Release under MGL 21E 
3/21/2016 

PN 


RNFE 
Transmittal, Notice, or Notification Received 
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Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
110 LEXINGTON ST (Continued) $113413274 
Action Date: 3/21/2016 
Response Action Outcome: PN 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 3/21/2016 
Response Action Outcome: PN 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 4/7/2016 
Response Action Outcome: PN 
Chemicals: 
Chemical: POLYCHLORINATED BIPHENYLS (PCBS) 
Quantity: 2.61 milligrams per kilogram 
Chemical: 2-METHYLNAPHTHALENE 
Quantity: 0.84 milligrams per kilogram 
Source: UNKNOWN 
HW GEN: 
EPA Id: MV7818945058 
RCRA Generator Status: VSQG 
State Generator Status: VQG-MA 
W135 GUTHRIE LUMBER CO MA SHWS 1000228871 
West 187 LEXINGTON ST MA UST N/A 
1/2-1 WALTHAM, MA 02452 MA RELEASE 
0.965 mi. MA Financial Assurance 
5095 ft. Site 1 of 2 in cluster W 
Relative: SHWS: 
Lower Release Tracking Number/Current Status: 3-0025535 / RAO 
Actual: Release Town: WALTHAM 
44 ft. Notification Date: 12/20/2005 
Category: 120 DY 
Associated ID: Not reported 
Current Status: Response Action Outcome 
Status Date: 12/30/2005 
Phase: Not reported 


Response Action Outcome: 


Oil Or Haz Material: 


B1- Remedial actions have not been conducted because a level of No 
Significant Risk exists. 
Oil 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 


C11 THRU C22 AROMATIC HYDROCARBONS 
4330 milligrams per kilogram 

C9 THRU C10 AROMATIC HYDROCARBONS 
165 milligrams per kilogram 

C9 THRU C18 ALIPHATIC HYDROCARBONS 
5240 milligrams per kilogram 


A Notice sent to a Potentially Responsible Party (PRP) 
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Map ID 
Direction 
Distance 
Elevation — Site 


MAP FINDINGS 


GUTHRIE LUMBER CO (Continued) 


Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


UST: 


Facility: 
Facility ID: 
Owner Id: 
Owner: 
Owner Address: 


Owner City, St,Zip: 


Telephone: 
Description: 


Facility address 2: 


Owner address 2: 
Latitude: 
Longitude: 
Contact name: 


Contact address1: 
Contact address2: 


Contact city: 
Contact state: 
Contact zip: 
Contact email: 
Update: 
Update by: 
Fac status: 


Tank ID: 


11184 
2893 


EDR ID Number 
Database(s) EPA ID Number 


U000228871 


A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


1/27/2006 
Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Release Disposition 

Reportable Release under MGL 21E 

12/20/2005 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


RNF 

Reportable Release under MGL 21E 

12/20/2005 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

RAO Statement Received 

12/30/2005 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


Response Action Outcome - RAO 

Level | - Technical Screen Audit 

8/20/2008 

Remedial actions have not been conducted because a level of No 
Significant Risk exists. 


GUTHRIE LUMBER CO 
187 LEXINGTON ST 
WALTHAM, MA 02452 


Not reported 
Not reported 
Not reported 
Not reported 
42.38283 

-71.23584 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
Not reported 


1993-05-05 00:00:00 


Not reported 
CLOSED 
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Map ID 
Direction 
Distance 


Elevation 


MAP FINDINGS 


GUTHRIE LUMBER CO (Continued) 


Tank Status: Tank Removed 
Status Date: 01/14/1992 
Date Installed: 04/20/1982 
Capacity: 3000.00000 
Contents: Gasoline 

Tank Usage: Not reported 


Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 


Latitude: Not reported 
Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 
Overfill protect type: Not reported 


Automatic line leak detect: Not reported 
Tank corrosion type: Not reported 

Leak corrosion type: Not reported 

Tank ID: 2 

Tank Status: Tank Removed 
Status Date: 01/01/1989 

Date Installed: 05/12/1966 
Capacity: 1000.00000 
Contents: Bulk Heati 

Tank Usage: Not reported 


Tank Leak Detection: Not reported 
Pipe Leak Detection: Not reported 


Latitude: Not reported 
Longitude: Not reported 

Tank construct: Not reported 

Pipe construct: Not reported 
Ptype: Not reported 
Number of compartment: Not reported 
Pipe install date: Not reported 

Pipe leak install date: Not reported 
Submersible sump: N 

Submersible sump install date: Not reported 
Turbine sump: N 

Turbine sump sensor: М 

Intermediate sump: N 


Intermediate sump sensor: N 

Spill bucket installed date: Not reported 
Spill bucket sensor: N 

Overfill protect install: | Not reported 


EDR ID Number 


Database(s) EPA ID Number 


U000228871 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


GUTHRIE LUMBER CO (Continued) 


Overfill protect type: Not reported 
Not reported 
Tank corrosion type: Not reported 
Leak corrosion type: Not reported 


Automatic line leak detect: 


Release: 


EDR ID Number 


Database(s) EPA ID Number 


Release Tracking Number/Current Status: 3-0025535 / RAO 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil / Haz Material Type: 


Not reported 
WALTHAM 
12/20/2005 
120 DY 
12/30/2005 
Not reported 


U000228871 


B1 - Remedial actions have not been conducted because a level of No 


Significant Risk exists. 
Oil 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


1/27/2006 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


Release Disposition 
Reportable Release under MGL 21E 
12/20/2005 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


RNF 
Reportable Release under MGL 21E 
12/20/2005 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


Response Action Outcome - RAO 
RAO Statement Received 
12/30/2005 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


Response Action Outcome - RAO 
Level | - Technical Screen Audit 
8/20/2008 


Remedial actions have not been conducted because a level of No 


Significant Risk exists. 


C11 THRU C22 AROMATIC HYDROCARBONS 
4330 milligrams per kilogram 

C9 THRU C10 AROMATIC HYDROCARBONS 
165 milligrams per kilogram 

C9 THRU C18 ALIPHATIC HYDROCARBONS 
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Map ID 
Direction 
Distance 


Elevation 


5136 
SW 
1/2-1 


0.966 mi. 


5100 ft. 


Relative: 
Lower 


Actual: 
30 ft. 


Site 


MAP FINDINGS 
Database(s) 

GUTHRIE LUMBER CO (Continued) 

Quantity: 5240 milligrams per kilogram 

MA Financial Assurance 2: 

Description: 
NO LOCATION AID MA SHWS 
37 WHITCOMB ST MA RELEASE 


WALTHAM, MA 02154 


Site 4 of 4 in cluster S 
SHWS: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 


3-0015432 / DPS 

WALTHAM 

08/11/1997 

120 DY 

Not reported 

Downgradient Property Status 
07/16/2004 

PHASE II 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


ETHENE, CHLORO- 
7 micrograms per liter 


Downgradient Property Status 

Modified Transmittal Received - DPS Transfer 
11/11/2015 

Not reported 


Downgradient Property Status 

Modified Transmittal Received - DPS Transfer 
3/18/2015 

Not reported 


Downgradient Property Status 

Fee Not Required - Fee Credited-FMCRA Use Only 
3/7/2005 

Not reported 


Downgradient Property Status 

Transmittal, Notice, or Notification Received 
7/16/2004 

Not reported 


Downgradient Property Status 
Fee Received - FMCRA Use Only 
7/23/2004 

Not reported 


Tier Classification 


EDR I 


D Number 


EPA ID Number 


U000228871 


5102687399 


N/A 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 


Elevation — Site 


NO LOCATION AID (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil / Haz Material Type: 


Database(s) 


Tier 2 Classification 
7/8/1999 
Not reported 


Phase 1 

Completion Statement Received 
7/8/1999 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
7/8/1999 

Not reported 


RNF 

Reportable Release under MGL 21E 
8/11/1997 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
8/11/1997 

Not reported 


3-0015432 / DPS 
Not reported 
WALTHAM 
08/11/1997 

120 DY 
07/16/2004 
PHASE II 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Downgradient Property Status 

Modified Transmittal Received - DPS Transfer 
11/11/2015 

Not reported 


Downgradient Property Status 

Modified Transmittal Received - DPS Transfer 
3/18/2015 

Not reported 


Downgradient Property Status 

Fee Not Required - Fee Credited-FMCRA Use Only 
3/7/2005 

Not reported 


Downgradient Property Status 
Transmittal, Notice, or Notification Received 


EDR ID Number 


EPA ID Number 


5102687399 
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Map ID 
Direction 
Distance 


Elevation 


W137 
West 
1/2-1 


0.967 mi. 


5106 ft. 


Relative: 


Lower 


Actual: 
42 ft. 


| МАР FINDINGS 

Site Database(s) 
NO LOCATION AID (Continued) 

Action Date: 7/16/2004 

Response Action Outcome: Not reported 

Action Type: Downgradient Property Status 

Action Status: Fee Received - FMCRA Use Only 

Action Date: 7/23/2004 

Response Action Outcome: Not reported 

Action Type: Tier Classification 

Action Status: Tier 2 Classification 

Action Date: 7/8/1999 

Response Action Outcome: Not reported 

Action Type: Phase 1 

Action Status: Completion Statement Received 

Action Date: 7/8/1999 

Response Action Outcome: Not reported 

Action Type: Tier Classification 

Action Status: Transmittal, Notice, or Notification Received 

Action Date: 7/8/1999 

Response Action Outcome: Not reported 

Action Type: RNF 

Action Status: Reportable Release under MGL 21E 

Action Date: 8/11/1997 

Response Action Outcome: Not reported 

Action Type: Release Disposition 

Action Status: Reportable Release under MGL 21E 

Action Date: 8/11/1997 

Response Action Outcome: Not reported 

Chemicals: 

Chemical: ETHENE, CHLORO- 

Quantity: 7 micrograms per liter 
FMR CITY INCINERATOR SITE MA SHWS 
181 LEXINGTON ST MA INST CONTROL 
WALTHAM, MA 02452 MA RELEASE 


Site 2 of 2 in cluster W 


SHWS: 
Release Tracking Number/Current Status: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil Or Haz Material: 


3-0027112 / RAONR 

WALTHAM 

09/14/2007 

120 DY 

Not reported 

Response Action Outcome Not Required 
09/12/2008 

Not reported 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


EDR ID Number 
EPA ID Number 


5102687399 


5108117274 
МА 
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Map ID 
Direction 
Distance 


Elevation 


| МАР FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
FMR CITY INCINERATOR SITE (Continued) 5108117274 
Chemicals: 
Chemical: CADMIUM 
Quantity: 0.02 milligrams per liter 
Actions: 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 10/3/2007 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

7/17/2008 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
9/12/2008 

Not reported 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 
9/12/2008 

Not reported 


RNF 

Reportable Release under MGL 21E 
9/14/2007 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
9/14/2007 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
9/14/2007 

Not reported 


Tier Classification 
Tier 2 Classification 
9/14/2007 

Not reported 


Release Tracking Number/Current Status: 3-0026232 / RAO 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


WALTHAM 

09/15/2006 

120 DY 

3-0026232 

Response Action Outcome 

08/31/2010 

PHASE III 

A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
FMR CITY INCINERATOR SITE (Continued) $108117274 
Oil Or Haz Material: Oil 
Source: UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: C11 THRU C22 AROMATIC HYDROCARBONS 
Quantity: 520 milligrams per kilogram 
Actions: 
Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 10/18/2006 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 2/11/2008 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Phase 2 
Action Status: Level I - Technical Screen Audit 
Action Date: 3/8/2010 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Release Abatement Measure 
Action Status: Written Plan Received 
Action Date: 4/14/2009 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Release Abatement Measure 
Action Status: Level | - Technical Screen Audit 
Action Date: 4/15/2009 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Release Abatement Measure 
Action Status: Status or Interim Report Received 
Action Date: 4/22/2010 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Action Type: Response Action Outcome - RAO 
Action Status: Level | - Technical Screen Audit 
Action Date: 5/11/2011 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


FMR CITY INCINERATOR SITE (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


$108117274 


reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

8/31/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Completion Statement Received 

8/31/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

8/6/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

8/6/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 

9/12/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Classification 

9/14/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 

Completion Statement Received 

9/14/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Transmittal, Notice, or Notification Received 

9/14/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
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Map ID 
Direction 
Distance 


Elevation 


| МАР FINDINGS 
EDR ID Number 
Site Database(s) EPA ID Number 
FMR CITY INCINERATOR SITE (Continued) 5108117274 

been implemented. 

Action Type: Phase 2 

Action Status: Completion Statement Received 

Action Date: 9/14/2009 

Response Action Outcome: A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 

Action Type: RNF 

Action Status: Reportable Release under MGL 21E 

Action Date: 9/15/2006 

Response Action Outcome: A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 

Action Type: Release Disposition 

Action Status: Reportable Release under MGL 21E 

Action Date: 9/15/2006 

Response Action Outcome: A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 

Action Type: Activity and Use Limitation 

Action Status: Transmittal, Notice, or Notification Received 

Action Date: 9/3/2010 

Response Action Outcome: A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 

INST CONTROL: 

Release Tracking Number: 3-0026232 

Action Type: AUL 

Action Stat: RECPT 

Action Date: 09/03/2010 

Response Action Outcome: A3 - A permanent solution has been achieved. Contamination has not 

been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 
Release: 

Release Tracking Number/Current Status: 3-0026232 / RAO 

Primary ID: 3-0026232 

Official City: WALTHAM 

Notification: 09/15/2006 

Category: 120 DY 

Status Date: 08/31/2010 

Phase: PHASE III 


Response Action Outcome: 


Oil / Haz Material Type: 


A3 - A permanent solution has been achieved. Contamination has not 
been reduced to background and an Activity and use Limitation (AUL) 
has been implemented. 

Oil 


Click here to access the MA DEP site for this facility: 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


FMR CITY INCINERATOR SITE (Continued) 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


EDR ID Number 
Database(s) EPA ID Number 


$108117274 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
10/18/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RLFA 

FOLOFF 

2/11/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Level | - Technical Screen Audit 

3/8/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Written Plan Received 

4/14/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Level | - Technical Screen Audit 

4/15/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

4/22/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

Level | - Technical Screen Audit 

5/11/2011 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Response Action Outcome - RAO 

RAO Statement Received 

8/31/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


FMR CITY INCINERATOR SITE (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


EDR ID Number 
Database(s) EPA ID Number 


$108117274 


Release Abatement Measure 

Completion Statement Received 

8/31/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


A Notice sent to a Potentially Responsible Party (PRP) 

ALSENT 

8/6/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Abatement Measure 

Status or Interim Report Received 

8/6/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

RTN Linked to TCLASS Via Tier Classification Submittal 

9/12/2008 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Tier 2 Classification 

9/14/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 1 

Completion Statement Received 

9/14/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Tier Classification 

Transmittal, Notice, or Notification Received 

9/14/2007 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Phase 2 

Completion Statement Received 

9/14/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


RNF 


TC5505005.2s Page 1248 


Map ID 
Direction 
Distance 


Elevation 


Site 


FMR CITY INCINERATOR SITE (Continued) 


MAP FINDINGS 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 


Chemical: 
Quantity: 
Source: 


Release Tracking Number/Current Status: 


Primary ID: 

Official City: 

Notification: 

Category: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


5108117274 


Reportable Release under MGL 21E 

9/15/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Release Disposition 

Reportable Release under MGL 21E 

9/15/2006 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


Activity and Use Limitation 

Transmittal, Notice, or Notification Received 

9/3/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background and an Activity and use Limitation (AUL) has 
been implemented. 


C11 THRU C22 AROMATIC HYDROCARBONS 
520 milligrams per kilogram 
UNKNOWN 


3-0027112 / RAONR 
Not reported 
WALTHAM 
09/14/2007 

120 DY 

09/12/2008 

Not reported 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
10/3/2007 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

7/17/2008 

Not reported 


RAO Not Required 

Linked to a Tier Classified Site 
9/12/2008 

Not reported 


Tier Classification 
RTN Linked to TCLASS Via Tier Classification Submittal 
9/12/2008 
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Map ID 
Direction 
Distance 


Elevation 


138 

ESE 
1/2-1 
0.969 mi. 
5118 ft. 


Relative: 
Higher 


Actual: 
116 ft. 


| МАР FINDINGS 
EDR ID Number 

Site Database(s) EPA ID Number 
FMR CITY INCINERATOR SITE (Continued) 5108117274 

Response Action Outcome: Not reported 

Action Type: RNF 

Action Status: Reportable Release under MGL 21E 

Action Date: 9/14/2007 

Response Action Outcome: Not reported 

Action Type: Release Disposition 

Action Status: Reportable Release under MGL 21E 

Action Date: 9/14/2007 

Response Action Outcome: Not reported 

Action Type: Tier Classification 

Action Status: Transmittal, Notice, or Notification Received 

Action Date: 9/14/2007 

Response Action Outcome: Not reported 

Action Type: Tier Classification 

Action Status: Tier 2 Classification 

Action Date: 9/14/2007 

Response Action Outcome: Not reported 

Chemicals: 

Chemical: CADMIUM 

Quantity: 0.02 milligrams per liter 
PROPERTY MA SHWS 5101044563 
249 LEXINGTON ST MA SPILLS N/A 
WATERTOWN, MA 02172 MA RELEASE 


SHWS: 
Release Tracking Number/Current Status: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil Or Haz Material: 


3-0004323 / RAO 
WATERTOWN 

07/15/1993 

NONE 

Not reported 

Response Action Outcome 
07/29/1997 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Not reported 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


UNKNOWN 
Not reported 


Release Disposition 

Valid Transition Site 

7/15/1993 

A permanent solution has been achieved. Contamination has not been 
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Map ID | MAP FINDINGS 


Direction 

Distance EDR ID Number 

Elevation Site Database(s) EPA ID Number 
PROPERTY (Continued) $101044563 


reduced to background. 


Action Type: Response Action Outcome - RAO 

Action Status: RAO Statement Received 

Action Date: 7/29/1997 

Response Action Outcome: A permanent solution has been achieved. Contamination has not been 


reduced to background. 


MA Spills: 
Facility ID: 0000 Spill ID: N92-1381 
Staff Lead: BRESNAHAN, C Date Entered: 19940503 
Last Entered: 19940503 First Response: 19921022 
Spill Date: 19920922 Spill Time: Not reported 
Report Date: 19921022 Report Time: 03:00 
Case Closed: YES Mat Type: PETROLEUM 
Virgin Waste: VIRGIN Contam Soil: Not reported 
Env Impact: SOIL Other Impact: Not reported 
Material: #2 FUEL OIL Other Material: Not reported 
Qty Reported: ----------- Qty Actual: — ^ ----------- 
Qty Reported: ---------- Qty Actual: ---------- 
CAS No: Not reported PCB Lev (ppm): -----===== 
Source: U.S.T. Other Source: Not reported 
Incident: TANK REMOVAL Other Incdnt: Not reported 
Cleanup Type: --- Contractor: NOT USED 
Referral: NO LUST Elig: NO 
Report Prep: Not reported Category: Not reported 
Notifier: MARK HILLAIRD/IES 
Notif Tel: Not reported 
Days/Close: 0 

Release: 
Release Tracking Number/Current Status: 3-0004323 / RAO 
Primary ID: Not reported 
Official City: WATERTOWN 
Notification: 07/15/1993 
Category: NONE 
Status Date: 07/29/1997 
Phase: Not reported 
Response Action Outcome: A2 - A permanent solution has been achieved. Contamination has not 

been reduced to background. 

Oil / Haz Material Type: Not reported 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Release Disposition 
Action Status: Valid Transition Site 
Action Date: 7/15/1993 
Response Action Outcome: A permanent solution has been achieved. Contamination has not been 
reduced to background. 
Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 7/29/1997 
Response Action Outcome: A permanent solution has been achieved. Contamination has not been 
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Map ID 
Direction 
Distance 


Elevation 


U139 
WSW 
1/2-1 


0.976 mi. 


5154 ft. 


Relative: 


Higher 


Actual: 
61 ft. 


Site 


MAP FINDINGS 


PROPERTY (Continued) 


Chemicals: 


Chemical: 
Quantity: 


EDR ID Number 
Database(s) EPA ID Number 


5101044563 


reduced to background. 


UNKNOWN 
Not reported 


ADJACENT TO OLD POLICE STATION 


25 LEXINGTON ST 


WALTHAM, MA 02452 


Site 2 of 2 in cluster U 
SHWS: 


Release Tracking Number/Current Status: 


Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 


Oil Or Haz Material: 


MA SHWS 5104482505 
MA RELEASE N/A 
MA ASBESTOS 


3-0019151 / RAO 
WALTHAM 

01/06/2000 

120 DY 

Not reported 

Response Action Outcome 
01/05/2001 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 
Hazardous Material 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Response Action Outcome: 


METHYL TERT-BUTYL ETHER 
0.7 milligrams per kilogram 


Response Action Outcome - RAO 

RAO Statement Received 

1/5/2001 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

1/6/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

1/6/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
4/20/2000 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


EDR ID Number 
Database(s) EPA ID Number 


ADJACENT TO OLD POLICE STATION (Continued) $104482505 
Release: 
Release Tracking Number/Current Status: 3-0019151 / RAO 
Primary ID: Not reported 
Official City: WALTHAM 
Notification: 01/06/2000 
Category: 120 DY 
Status Date: 01/05/2001 
Phase: Not reported 


Response Action Outcome: 


Oil / Haz Material Type: 


A2 - A permanent solution has been achieved. Contamination has not 


been reduced to background. 
Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Response Action Outcome - RAO 
Action Status: RAO Statement Received 
Action Date: 1/5/2001 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 


reduced to background. 


Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 1/6/2000 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 


reduced to background. 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 1/6/2000 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 


reduced to background. 


Action Type: A Notice sent to a Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 4/20/2000 


Response Action Outcome: 


A permanent solution has been achieved. Contamination has not been 


reduced to background. 


Chemicals: 

Chemical: METHYL TERT-BUTYL ETHER 

Quantity: 0.7 milligrams per kilogram 
ASBESTOS: 

Notification: Not reported 

DEP Region: Not reported 

Notifiers Name: Not reported 

Start Date: 12/28/2004 

End Date: 01/04/2005 

Date Entered: Not reported 

Entry Date: 12/14/2004 

Quantity Materical Removed SF: 2800.00 

Quantity Material Removed LF: .00 

Project Description: Trns 

AR Tracking ID: 48293 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
ADJACENT TO OLD POLICE STATION (Continued) $104482505 
Super Lic Number: AS053117 
Monitor Lic Number: AM060297 
Lab Lic Number: AA000131 
Year: 2004 
Sticker Number: 100012262 
Form Type: ANF-001 
Fee Status: Exempt 
Facility Phone: 7818934040 
Sub Town: Not reported 
Worksite: FIRST FLOOR 
Occupied: 0 
Contractor: AC000042 
Contract Type: WRITTEN 
Hours: Week days: 7:30-15:30 Week end: 
Project Type: Oth:ASBESTOS REMOVAL 
Abatement Process: Fcontain 
Location: Indoors 
Decon Process: AS DESCRIBED IN 453 CMR 6.14 
Disposal Methods: ASBESTOS WASTE WILL BE WETTED AND DOUBLE BAGGED IN SIX MIL LABELLED 
BAGS. 
Facility Usage: VACANT CITY BUILDING 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: 5 
Owner Name: CITY OF WALTHAM 
Owner Address: 14 CHURCH STREET 
Owner City: WALTHAM 
Owner State: MA 
On Site Manager Name: DON CASSANO 
On Site Manager Phone: 781-314-3192 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: ENVIRONMENTAL SOLUTIONS INC. 
Transporter Address: 29 CALVARY STREET 
Transporter City: WALTHAM 
Transporter State: Not reported 
Final Site: 18 
Certified Name: JOSEPH E. DUFFEY 
Cert Sign Date: 12/14/2004 
Certified Company: ENVIRONMENTAL SOLUTIONS 
Certified Phone: 6179651779 
Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 03/09/2005 
End Date: 03/12/2005 
Date Entered: Not reported 
Entry Date: 03/08/2005 
Quantity Materical Removed SF: 150.00 
Quantity Material Removed LF: 60.00 
Project Description: Bir, Spr 
AR Tracking ID: 50827 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
ADJACENT TO OLD POLICE STATION (Continued) $104482505 
Super Lic Number: AS060788 
Monitor Lic Number: AA000128 
Lab Lic Number: AA000128 
Year: 2005 
Sticker Number: 100014354 
Form Type: ANF-001 
Fee Status: Fifty 
Facility Phone: 617 7338597 
Sub Town: Not reported 
Worksite: COMMERCIAL 
Occupied: -1 
Contractor: AC000264 
Contract Type: WRITTEN 
Hours: Week days: 8-5PM Week end: 
Project Type: Rpr 
Abatement Process: Giv, Fcontain 
Location: Indoors 
Decon Process: SINGLE AND 3 STAGE DECON WHEN NECESSARY 
Disposal Methods: WRAPPED IN 2 LAYER 6 MIL POLY LABELED & SEALED W/DUCT TAPE 
Facility Usage: COMMERCIAL 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: 5 
Owner Name: SAME 
Owner Address: Not reported 
Owner City: Not reported 
Owner State: MA 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: 47 
Certified Name: DANIEL J. WHITEHOUSE 
Cert Sign Date: 02/23/2005 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 02/01/2005 
End Date: 02/04/2005 
Date Entered: Not reported 
Entry Date: 01/18/2005 
Quantity Materical Removed SF: 150.00 
Quantity Material Removed LF: 60.00 
Project Description: Bir, Spr 
AR Tracking ID: 49322 
Super Lic Number: AS060788 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
ADJACENT TO OLD POLICE STATION (Continued) $104482505 
Monitor Lic Number: AA000128 
Lab Lic Number: AA000128 
Year: 2005 
Sticker Number: 100013257 
Form Type: ANF-001 
Fee Status: Fifty 
Facility Phone: 6177338597 
Sub Town: Not reported 
Worksite: COMMERCIAL 
Occupied: -1 
Contractor: AC000264 
Contract Type: WRITTEN 
Hours: Week days: 8-5PM Week end: 
Project Type: Rpr 
Abatement Process: Giv, Fcontain 
Location: Indoors 
Decon Process: SINGLE AND 3 STAGE DECON WHEN NECESSARY 
Disposal Methods: WRAPPED IN 2 LAYER 6 MIL POLY LABELED & SEALED W/DUCT TAPE 
Facility Usage: COMMERCIAL 
Waiver Given: Not reported 
DEP Waiver Number: Not reported 
DLWD Waiver Number: Not reported 
Small Owner Occ: 5 
Owner Name: SAME 
Owner Address: Not reported 
Owner City: Not reported 
Owner State: MA 
On Site Manager Name: Not reported 
On Site Manager Phone: Not reported 
Ins Comp: Not reported 
Policy Number: Not reported 
EXP Date: Not reported 
Facility Size: Not reported 
Transporter Name: Not reported 
Transporter Address: Not reported 
Transporter City: Not reported 
Transporter State: Not reported 
Final Site: 47 
Certified Name: DANIEL WHITEHOUSE 
Cert Sign Date: 01/18/2005 
Certified Company: Not reported 
Certified Phone: Not reported 
Entered by: Not reported 
Notification: Not reported 
DEP Region: Not reported 
Notifiers Name: Not reported 
Start Date: 11/18/2005 
End Date: 11/25/2005 
Date Entered: Not reported 
Entry Date: 11/03/2005 
Quantity Materical Removed SF: 1000.00 
Quantity Material Removed LF: 100.00 
Project Description: Spr, Trns 
AR Tracking ID: 61051 
Super Lic Number: AS032974 
Monitor Lic Number: AA000175 
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Map ID 
Direction 
Distance 
Elevation — Site 


MAP FINDINGS 


Database(s) 


ADJACENT TO OLD POLICE STATION (Continued) 


Lab Lic Number: 
Year: 

Sticker Number: 
Form Type: 

Fee Status: 

Facility Phone: 

Sub Town: 

Worksite: 

Occupied: 
Contractor: 

Contract Type: 
Hours: 

Project Type: 
Abatement Process: 
Location: 

Decon Process: 
Disposal Methods: 
Facility Usage: 
Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 
Owner City: 

Owner State: 

On Site Manager Name: 


On Site Manager Phone: 


Ins Comp: 

Policy Number: 
EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 
Final Site: 

Certified Name: 
Cert Sign Date: 
Certified Company: 
Certified Phone: 


AA000156 

2005 

100025141 
ANF-001 

Fifty 

7813143192 

Not reported 
SIGNAL BUILDING 
0 

AC000411 
WRITTEN 

Week days: 8AM-430PM Week end: 
Renv 

Fcontain 

Indoors 

3 STAGE DECON 
2-6 MIL POLYBAGS 
MAINTENANCE 
Not reported 

Not reported 

Not reported 

5 

CITY OF WALTHAM 
610 MAIN STREET 
WALTHAM 

MA 

DONALD CUSANO 
781-314-3192 
ZURICH INS. 
WC53954672 
12/31/2005 

Not reported 
MARCOR REMEDIATION, INC 
14 JEWEL DRIVE 
WILMINGTON 

Not reported 

47 

MARK BURNS 
11/03/2005 
MARCOR 
9786575445 

Not reported 


MA SHWS 
MA RELEASE 
MA ASBESTOS 


Release Tracking Number/Current Status: 3-0028609 / RAO 


Entered by: 
X140 ELM STREET GARAGE 
WSW 30 ELM ST 
1/2-1 WALTHAM, MA 02453 
0.980 mi. 
5174 ft. Site 1 of 2 in cluster X 
Relative: SHWS: 
Higher 
Actual: Release Town: 
59 ft. Notification Date: 


Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 


WALTHAM 

07/10/2009 

120 DY 

Not reported 

Response Action Outcome 
04/01/2010 

Not reported 


EDR ID Number 


EPA ID Number 


5104482505 


5109682914 
МА 


ТС5505005.25 Раде 1257 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


ELM STREET GARAGE (Continued) 
Response Action Outcome: 
Oil Or Haz Material: 


Location Type: 
Source: 


EDR ID Number 
Database(s) EPA ID Number 


5109682914 


A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil and Hazardous Material 

UNKNOWN 

UNKNOWN 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


C19 THRU C36 ALIPHATIC HYDROCARBONS 
34700 milligrams per kilogram 

C11 THRU C22 AROMATIC HYDROCARBONS 
5140 milligrams per kilogram 

CHROMIUM 

43.7 milligrams per kilogram 

LEAD 

2700 milligrams per kilogram 

CADMIUM 

2.21 milligrams per kilogram 

ARSENIC 

90.7 milligrams per kilogram 


Release Abatement Measure 

Written Plan Received 

12/4/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

12/7/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Level I - Technical Screen Audit 

12/8/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Completion Statement Received 

4/1/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 

RAO Statement Received 

4/1/2010 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Response Action Outcome - RAO 


Fee Received - FMCRA Use Only 
4/6/2010 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


ELM STREET GARAGE (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 


Oil / Haz Material Type: 


EDR ID Number 
Database(s) EPA ID Number 


5109682914 


А permanent solution has been achieved. Contamination has not been 
reduced to background. 


RNF 

Reportable Release under MGL 21E 

7/10/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Disposition 

Reportable Release under MGL 21E 

7/10/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
8/7/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


3-0028609 / RAO 

Not reported 

WALTHAM 

07/10/2009 

120 DY 

04/01/2010 

Not reported 

A2 - A permanent solution has been achieved. Contamination has not 
been reduced to background. 

Oil and Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 


Release Abatement Measure 

Written Plan Received 

12/4/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Fee Received - FMCRA Use Only 

12/7/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 

Level I - Technical Screen Audit 

12/8/2009 

A permanent solution has been achieved. Contamination has not been 
reduced to background. 


Release Abatement Measure 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation Site 


ELM STREET GARAGE (Continued) 


Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Chemical: 
Quantity: 
Location Type: 
Source: 


ASBESTOS: 
Notification: 
DEP Region: 
Notifiers Name: 
Start Date: 


Completion Statement Received 
4/1/2010 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 
RAO Statement Received 
4/1/2010 


A permanent solution has been achieved. 


reduced to background. 


Response Action Outcome - RAO 
Fee Received - FMCRA Use Only 
4/6/2010 


A permanent solution has been achieved. 


reduced to background. 


RNF 
Reportable Release under MGL 21E 
7/10/2009 


A permanent solution has been achieved. 


reduced to background. 


Release Disposition 
Reportable Release under MGL 21E 
7/10/2009 


A permanent solution has been achieved. 


reduced to background. 


EDR ID Number 


Database(s) EPA ID Number 


5109682914 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


Contamination has not been 


A Notice sent to a Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


8/7/2009 


A permanent solution has been achieved. Contamination has not been 


reduced to background. 


C19 THRU C36 ALIPHATIC HYDROCARBONS 


34700 milligrams per kilogram 


C11 THRU C22 AROMATIC HYDROCARBONS 


5140 milligrams per kilogram 
CHROMIUM 

43.7 milligrams per kilogram 
LEAD 

2700 milligrams per kilogram 
CADMIUM 

2.21 milligrams per kilogram 
ARSENIC 

90.7 milligrams per kilogram 
UNKNOWN 

UNKNOWN 


Not reported 
Not reported 
Not reported 
10/28/2009 
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Map ID | 


Decon Process: 
Disposal Methods: 
Facility Usage: 

Waiver Given: 

DEP Waiver Number: 
DLWD Waiver Number: 
Small Owner Occ: 
Owner Name: 

Owner Address: 

Owner City: 

Owner State: 

On Site Manager Name: 
On Site Manager Phone: 
Ins Comp: 

Policy Number: 

EXP Date: 

Facility Size: 
Transporter Name: 
Transporter Address: 
Transporter City: 
Transporter State: 

Final Site: 

Certified Name: 

Cert Sign Date: 
Certified Company: 
Certified Phone: 
Entered by: 


3 CHAMBER DECON 


6 MIL POLY BAGS, ROLLOFF CONTAINERS 


TAXI STATION 
Not reported 
Not reported 
Not reported 

5 

ROBERT HARDIMAN 
Not reported 
WALTHAM, MA 
MA 

SAME 

Not reported 
Not reported 
Not reported 
Not reported 
Not reported 
AIRSAFE 

Not reported 
Not reported 
Not reported 
68 

DF WALSH 
10/15/2009 
AIRSAFE 
7817623390 
Not reported 


Database(s) 


MAP FINDINGS 
Direction 
Distance 
Elevation Site 
ELM STREET GARAGE (Continued) 

End Date: 11/05/2009 

Date Entered: Not reported 

Entry Date: 10/15/2009 

Quantity Materical Removed SF: 445.00 

Quantity Material Removed LF: 300.00 

Project Description: Bir, Spr, Trns 

AR Tracking ID: 118854 

Super Lic Number: AS060847 

Monitor Lic Number: AM060787 

Lab Lic Number: AA000128 

Year: 2009 

Sticker Number: 100096381 

Form Type: ANF-001 

Fee Status: Fifty 

Facility Phone: 5086623434 

Sub Town: Not reported 

Worksite: SAME 

Occupied: 0 

Contractor: AC000464 

Contract Type: WRITTEN 

Hours: Week days: 7AM - 9PM Week end: 

Project Type: Dem 

Abatement Process: Fcontain, ASPHALT BASE ACM ROOFING, WINDOW 

Location: Indoors 


EDR ID Number 


EPA ID Number 


5109682914 
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Map ID 
Direction 
Distance 


Elevation 


141 
South 
1/2-1 


0.988 mi. 


5215 ft. 
Relative: 
Lower 


Actual: 
23 ft. 


Site 


MAP FINDINGS 


RAYTHEON COMPANY 
25 FARWELL STREET 
WALTHAM, MA 02453 


SHWS: 


Release Tracking Number/Current Status: 


Release Town: 
Notification Date: 
Category: 
Associated ID: 
Current Status: 
Status Date: 
Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 
Source: 

Source: 

Source: 

Source: 


3-0032496 / TIERI 
WALTHAM 
10/14/2014 

TWO HR 

Not reported 

TIERI 

10/21/2015 
PHASE II 
Hazardous Material 
RESIDNTIAL 
UNKNOWN 

RTN 

HISTORICAL 
3-0449 


Click here to access the MA DEP site for this facility: 


Chemicals: 


Chemical: 
Quantity: 


Actions: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


TCE 
13 UG/M3 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
1/14/2015 

Not reported 


Immediate Response Action 
Written Approval of Plan 
1/14/2015 

Not reported 


Immediate Response Action 
RMRINT 

1/27/2016 

Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
10/14/2014 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
10/14/2014 

Not reported 


RLFA 
FLDD1U 
10/15/2014 


EDR ID Number 
Database(s) EPA ID Number 


MA SHWS 5117405639 
MA RELEASE N/A 
MA ENF 
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Map ID | 


MAP FINDINGS 
Direction 
Distance 
Elevation Site 
RAYTHEON COMPANY (Continued) 

Response Action Outcome: Not reported 

Action Type: RLFA 

Action Status: FOLOFF 

Action Date: 10/15/2014 

Response Action Outcome: Not reported 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Immediate Response Action 
RMRINT 

10/16/2015 

Not reported 


Immediate Response Action 
Oral Approval of a Modified Plan 
10/21/2014 

Not reported 


RLFA 
FOLOFF 
10/21/2014 
Not reported 


Phase 1 

Completion Statement Received 
10/21/2015 

Not reported 


Tier Classification 


Transmittal, Notice, or Notification Received 


10/21/2015 
Not reported 


Tier Classification 
TIERI 

10/21/2015 

Not reported 


RLFA 
FOLOFF 
10/28/2014 
Not reported 


Immediate Response Action 
Oral Approval of a Modified Plan 
10/29/2014 

Not reported 


RLFA 
FOLOFF 
10/29/2014 
Not reported 


RLFA 
FOLOFF 
11/10/2014 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5117405639 
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Map ID | 


МАР FINDINGS 
Direction 
Distance 
Elevation Site 
RAYTHEON COMPANY (Continued) 

Action Type: RLFA 

Action Status: FOLOFF 

Action Date: 11/18/2014 

Response Action Outcome: Not reported 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 
RMRINT 

11/20/2015 

Not reported 


Tier Classification 
Legal Notice Published 
11/3/2015 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5117405639 


А Notice sent to а Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


11/6/2014 
Not reported 


Immediate Response Action 
Written Plan Received 
12/15/2014 

Not reported 


RNF 


Reportable Release under MGL 21E 


12/15/2014 
Not reported 


RNFE 


Transmittal, Notice, or Notification Received 


12/15/2014 
Not reported 


RLFA 
FOLOFF 
12/16/2014 
Not reported 


Immediate Response Action 
RMRINT 

12/21/2015 

Not reported 


Immediate Response Action 
RMRINI 

2/12/2015 

Not reported 


Immediate Response Action 


Status or Interim Report Received 


2/12/2015 
Not reported 


Immediate Response Action 
RMRINT 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON COMPANY (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


2/22/2016 
Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/22/2016 

Not reported 


Immediate Response Action 
RMRINT 

2/23/2018 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/23/2018 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/27/2017 

Not reported 


Immediate Response Action 
RMRINT 

2/27/2017 

Not reported 


Immediate Response Action 
RMRINT 

3/13/2015 

Not reported 


Immediate Response Action 
RMRINT 

4/14/2015 

Not reported 


Immediate Response Action 
RMRINT 

5/14/2015 

Not reported 


RLFA 
FOLFLD 
5/16/2016 
Not reported 


Immediate Response Action 
RMRINT 

6/17/2015 

Not reported 


Immediate Response Action 
RMRINT 

7/14/2015 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5117405639 


ТС5505005.25 Page 1265 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON COMPANY (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 

Source: 

Source: 

Source: 

Source: 


Immediate Response Action 


Modified Revised or Updated Plan Received 


7/14/2015 
Not reported 


Immediate Response Action 
RMRINT 

8/18/2015 

Not reported 


Immediate Response Action 


Status or Interim Report Received 


8/18/2015 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5117405639 


А Notice sent to а Potentially Responsible Party (PRP) 


ALSENT 
8/4/2015 
Not reported 


Immediate Response Action 
RMRINT 

9/15/2015 

Not reported 


3-0032496 / TIERI 
WALTHAM 
10/14/2014 

TWO HR 

Not reported 

TIERI 

10/21/2015 
PHASE II 
Hazardous Material 
RESIDNTIAL 
UNKNOWN 

RTN 

HISTORICAL 
3-0449 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 
Action Status: 


TCE 
13 UG/M3 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 


1/14/2015 
Not reported 


Immediate Response Action 
Written Approval of Plan 


TC5505005.2s Page 1266 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON COMPANY (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


1/14/2015 
Not reported 


Immediate Response Action 
RMRINT 

1/27/2016 

Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
10/14/2014 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
10/14/2014 

Not reported 


RLFA 
FLDD1U 
10/15/2014 
Not reported 


RLFA 
FOLOFF 
10/15/2014 
Not reported 


Immediate Response Action 
RMRINT 

10/16/2015 

Not reported 


Immediate Response Action 
Oral Approval of a Modified Plan 
10/21/2014 

Not reported 


RLFA 
FOLOFF 
10/21/2014 
Not reported 


Phase 1 

Completion Statement Received 
10/21/2015 

Not reported 


Tier Classification 


Transmittal, Notice, or Notification Received 


10/21/2015 
Not reported 


Tier Classification 
TIERI 

10/21/2015 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5117405639 


ТС5505005.25 Page 1267 


Map ID | 


МАР FINDINGS 
Direction 
Distance 
Elevation Site 
RAYTHEON COMPANY (Continued) 

Action Type: RLFA 

Action Status: FOLOFF 

Action Date: 10/28/2014 

Response Action Outcome: Not reported 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 


Oral Approval of a Modified Plan 


10/29/2014 
Not reported 


RLFA 
FOLOFF 
10/29/2014 
Not reported 


RLFA 
FOLOFF 
11/10/2014 
Not reported 


RLFA 
FOLOFF 
11/18/2014 
Not reported 


Immediate Response Action 
RMRINT 

11/20/2015 

Not reported 


Tier Classification 
Legal Notice Published 
11/3/2015 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5117405639 


А Notice sent to а Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


11/6/2014 
Not reported 


Immediate Response Action 
Written Plan Received 
12/15/2014 

Not reported 


RNF 


Reportable Release under MGL 21E 


12/15/2014 
Not reported 


RNFE 


Transmittal, Notice, or Notification Received 


12/15/2014 
Not reported 


RLFA 
FOLOFF 


TC5505005.2s Page 1268 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON COMPANY (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


12/16/2014 
Not reported 


Immediate Response Action 
RMRINT 

12/21/2015 

Not reported 


Immediate Response Action 
RMRINI 

2/12/2015 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/12/2015 

Not reported 


Immediate Response Action 
RMRINT 

2/22/2016 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/22/2016 

Not reported 


Immediate Response Action 
RMRINT 

2/23/2018 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/23/2018 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/27/2017 

Not reported 


Immediate Response Action 
RMRINT 

2/27/2017 

Not reported 


Immediate Response Action 
RMRINT 

3/13/2015 

Not reported 


Immediate Response Action 
RMRINT 

4/14/2015 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5117405639 


TC5505005.2s Page 1269 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON COMPANY (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 


Immediate Response Action 
RMRINT 

5/14/2015 

Not reported 


RLFA 
FOLFLD 
5/16/2016 
Not reported 


Immediate Response Action 
RMRINT 

6/17/2015 

Not reported 


Immediate Response Action 
RMRINT 

7/14/2015 

Not reported 


Immediate Response Action 


Modified Revised or Updated Plan Received 


7/14/2015 
Not reported 


Immediate Response Action 
RMRINT 

8/18/2015 

Not reported 


Immediate Response Action 


Status or Interim Report Received 


8/18/2015 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5117405639 


А Notice sent to а Potentially Responsible Party (PRP) 


ALSENT 
8/4/2015 
Not reported 


Immediate Response Action 
RMRINT 

9/15/2015 

Not reported 


3-0032496 / TIERI 
WALTHAM 
10/14/2014 

TWO HR 

Not reported 

TIERI 

10/21/2015 

PHASE II 
Hazardous Material 
RESIDNTIAL 


TC5505005.2s Page 1270 


Map ID | 


MAP FINDINGS 
Direction 
Distance 
Elevation — Site 
RAYTHEON COMPANY (Continued) 

Source: UNKNOWN 

Source: RTN 

Source: HISTORICAL 

Source: 3-0449 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


TCE 
13 UG/M3 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
1/14/2015 

Not reported 


Immediate Response Action 
Written Approval of Plan 
1/14/2015 

Not reported 


Immediate Response Action 
RMRINT 

1/27/2016 

Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
10/14/2014 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
10/14/2014 

Not reported 


RLFA 
FLDD1U 
10/15/2014 
Not reported 


RLFA 
FOLOFF 
10/15/2014 
Not reported 


Immediate Response Action 
RMRINT 

10/16/2015 

Not reported 


Immediate Response Action 
Oral Approval of a Modified Plan 
10/21/2014 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5117405639 


ТС5505005.25 Раде 1271 


Map ID | 


МАР FINDINGS 
Direction 
Distance 
Elevation Site 
RAYTHEON COMPANY (Continued) 
Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 10/21/2014 
Response Action Outcome: Not reported 
Action Type: Phase 1 
Action Status: Completion Statement Received 
Action Date: 10/21/2015 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Not reported 


Tier Classification 


Transmittal, Notice, or Notification Received 


10/21/2015 
Not reported 


Tier Classification 
TIERI 

10/21/2015 

Not reported 


RLFA 
FOLOFF 
10/28/2014 
Not reported 


Immediate Response Action 
Oral Approval of a Modified Plan 
10/29/2014 

Not reported 


RLFA 
FOLOFF 
10/29/2014 
Not reported 


RLFA 
FOLOFF 
11/10/2014 
Not reported 


RLFA 
FOLOFF 
11/18/2014 
Not reported 


Immediate Response Action 
RMRINT 

11/20/2015 

Not reported 


Tier Classification 
Legal Notice Published 
11/3/2015 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5117405639 


А Notice sent to а Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


TC5505005.2s Page 1272 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON COMPANY (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


11/6/2014 
Not reported 


Immediate Response Action 
Written Plan Received 
12/15/2014 

Not reported 


RNF 

Reportable Release under MGL 21E 
12/15/2014 

Not reported 


RNFE 


Transmittal, Notice, or Notification Received 


12/15/2014 
Not reported 


RLFA 
FOLOFF 
12/16/2014 
Not reported 


Immediate Response Action 
RMRINT 

12/21/2015 

Not reported 


Immediate Response Action 
RMRINI 

2/12/2015 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/12/2015 

Not reported 


Immediate Response Action 
RMRINT 

2/22/2016 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/22/2016 

Not reported 


Immediate Response Action 
RMRINT 

2/23/2018 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/23/2018 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5117405639 


TC5505005.2s Page 1273 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON COMPANY (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 
Status or Interim Report Received 
2/27/2017 

Not reported 


Immediate Response Action 
RMRINT 

2/27/2017 

Not reported 


Immediate Response Action 
RMRINT 

3/13/2015 

Not reported 


Immediate Response Action 
RMRINT 

4/14/2015 

Not reported 


Immediate Response Action 
RMRINT 

5/14/2015 

Not reported 


RLFA 
FOLFLD 
5/16/2016 
Not reported 


Immediate Response Action 
RMRINT 

6/17/2015 

Not reported 


Immediate Response Action 
RMRINT 

7/14/2015 

Not reported 


Immediate Response Action 


Modified Revised or Updated Plan Received 


7/14/2015 
Not reported 


Immediate Response Action 
RMRINT 

8/18/2015 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/18/2015 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5117405639 


А Notice sent to а Potentially Responsible Party (PRP) 


ALSENT 


TC5505005.2s Page 1274 


Map ID | 


МАР FINDINGS 
Direction 
Distance 
Elevation Site 
RAYTHEON COMPANY (Continued) 
Action Date: 8/4/2015 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
Action Status: RMRINT 
Action Date: 9/15/2015 
Response Action Outcome: Not reported 


Release Tracking Number/Current Status: 
Release Town: 

Notification Date: 
Category: 

Associated ID: 

Current Status: 

Status Date: 

Phase: 

Response Action Outcome: 
Oil Or Haz Material: 
Location Type: 

Source: 

Source: 

Source: 

Source: 


3-0032496 / TIERI 
WALTHAM 
10/14/2014 

TWO HR 

Not reported 

TIERI 

10/21/2015 
PHASE II 
Hazardous Material 
RESIDNTIAL 
UNKNOWN 

RTN 

HISTORICAL 
3-0449 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: 
Quantity: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


TCE 
13 UG/M3 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
1/14/2015 

Not reported 


Immediate Response Action 
Written Approval of Plan 
1/14/2015 

Not reported 


Immediate Response Action 
RMRINT 

1/27/2016 

Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
10/14/2014 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
10/14/2014 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5117405639 


ТС5505005.25 Page 1275 


Map ID | MAP FINDINGS 

Direction 

Distance 

Elevation Site 

RAYTHEON COMPANY (Continued) 

Action Type: RLFA 
Action Status: FLDD1U 
Action Date: 10/15/2014 
Response Action Outcome: Not reported 
Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 10/15/2014 
Response Action Outcome: Not reported 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 
RMRINT 

10/16/2015 

Not reported 


Immediate Response Action 
Oral Approval of a Modified Plan 
10/21/2014 

Not reported 


RLFA 
FOLOFF 
10/21/2014 
Not reported 


Phase 1 

Completion Statement Received 
10/21/2015 

Not reported 


Tier Classification 

Transmittal, Notice, or Notification Received 
10/21/2015 

Not reported 


Tier Classification 
TIERI 

10/21/2015 

Not reported 


RLFA 
FOLOFF 
10/28/2014 
Not reported 


Immediate Response Action 
Oral Approval of a Modified Plan 
10/29/2014 

Not reported 


RLFA 
FOLOFF 
10/29/2014 
Not reported 


RLFA 
FOLOFF 


EDR ID Number 


Database(s) EPA ID Number 


5117405639 


ТС5505005.25 Page 1276 


Map ID | МАР FINDINGS 
Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAYTHEON COMPANY (Continued) $117405639 
Action Date: 11/10/2014 
Response Action Outcome: Not reported 
Action Type: RLFA 
Action Status: FOLOFF 
Action Date: 11/18/2014 
Response Action Outcome: Not reported 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Immediate Response Action 
RMRINT 

11/20/2015 

Not reported 


Tier Classification 
Legal Notice Published 
11/3/2015 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
11/6/2014 

Not reported 


Immediate Response Action 
Written Plan Received 
12/15/2014 

Not reported 


RNF 

Reportable Release under MGL 21E 
12/15/2014 

Not reported 


RNFE 

Transmittal, Notice, or Notification Received 
12/15/2014 

Not reported 


RLFA 
FOLOFF 
12/16/2014 
Not reported 


Immediate Response Action 
RMRINT 

12/21/2015 

Not reported 


Immediate Response Action 
RMRINI 

2/12/2015 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/12/2015 

Not reported 


TC5505005.2s Page 1277 


Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON COMPANY (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 
RMRINT 

2/22/2016 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/22/2016 

Not reported 


Immediate Response Action 
RMRINT 

2/23/2018 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/23/2018 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/27/2017 

Not reported 


Immediate Response Action 
RMRINT 

2/27/2017 

Not reported 


Immediate Response Action 
RMRINT 

3/13/2015 

Not reported 


Immediate Response Action 
RMRINT 

4/14/2015 

Not reported 


Immediate Response Action 
RMRINT 

5/14/2015 

Not reported 


RLFA 
FOLFLD 
5/16/2016 
Not reported 


Immediate Response Action 
RMRINT 

6/17/2015 

Not reported 


Immediate Response Action 
RMRINT 


EDR ID Number 


Database(s) EPA ID Number 


5117405639 


ТС5505005.25 Page 1278 


Map ID | 


Action Туре: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil / Haz Material Type: 


MAP FINDINGS 
Direction 
Distance 
Elevation Site 
RAYTHEON COMPANY (Continued) 
Action Date: 7/14/2015 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
Action Status: Modified Revised or Updated Plan Received 
Action Date: 7/14/2015 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
Action Status: RMRINT 
Action Date: 8/18/2015 
Response Action Outcome: Not reported 
Action Type: Immediate Response Action 
Action Status: Status or Interim Report Received 
Action Date: 8/18/2015 
Response Action Outcome: Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5117405639 


А Notice sent to а Potentially Responsible Party (PRP) 


ALSENT 
8/4/2015 
Not reported 


Immediate Response Action 
RMRINT 

9/15/2015 

Not reported 


3-0032496 / TIERI 
Not reported 
WALTHAM 
10/14/2014 

TWO HR 
10/21/2015 

PHASE II 


Hazardous Material 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: 
Action Status: 
Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 
Action Date: 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 


1/14/2015 
Not reported 


Immediate Response Action 
Written Approval of Plan 
1/14/2015 

Not reported 


Immediate Response Action 
RMRINT 
1/27/2016 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON COMPANY (Continued) 


Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Not reported 


Immediate Response Action 
Oral Approval of Plan or Action 
10/14/2014 

Not reported 


Release Disposition 

Reportable Release under MGL 21E 
10/14/2014 

Not reported 


RLFA 
FLDD1U 
10/15/2014 
Not reported 


RLFA 
FOLOFF 
10/15/2014 
Not reported 


Immediate Response Action 
RMRINT 

10/16/2015 

Not reported 


Immediate Response Action 
Oral Approval of a Modified Plan 
10/21/2014 

Not reported 


RLFA 
FOLOFF 
10/21/2014 
Not reported 


Phase 1 

Completion Statement Received 
10/21/2015 

Not reported 


Tier Classification 


Transmittal, Notice, or Notification Received 


10/21/2015 
Not reported 


Tier Classification 
TIERI 

10/21/2015 

Not reported 


RLFA 
FOLOFF 
10/28/2014 
Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5117405639 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON COMPANY (Continued) 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 
Action Status: 


Immediate Response Action 


Oral Approval of a Modified Plan 


10/29/2014 
Not reported 


RLFA 
FOLOFF 
10/29/2014 
Not reported 


RLFA 
FOLOFF 
11/10/2014 
Not reported 


RLFA 
FOLOFF 
11/18/2014 
Not reported 


Immediate Response Action 
RMRINT 

11/20/2015 

Not reported 


Tier Classification 
Legal Notice Published 
11/3/2015 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5117405639 


А Notice sent to а Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


11/6/2014 
Not reported 


Immediate Response Action 
Written Plan Received 
12/15/2014 

Not reported 


RNF 


Reportable Release under MGL 21E 


12/15/2014 
Not reported 


RNFE 


Transmittal, Notice, or Notification Received 


12/15/2014 
Not reported 


RLFA 
FOLOFF 
12/16/2014 
Not reported 


Immediate Response Action 
RMRINT 
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Map ID | 
Direction 


MAP FINDINGS 


Distance 
Elevation — Site 


RAYTHEON COMPANY (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


12/21/2015 
Not reported 


Immediate Response Action 
RMRINI 

2/12/2015 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/12/2015 

Not reported 


Immediate Response Action 
RMRINT 

2/22/2016 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/22/2016 

Not reported 


Immediate Response Action 
RMRINT 

2/23/2018 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/23/2018 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
2/27/2017 

Not reported 


Immediate Response Action 
RMRINT 

2/27/2017 

Not reported 


Immediate Response Action 
RMRINT 

3/13/2015 

Not reported 


Immediate Response Action 
RMRINT 

4/14/2015 

Not reported 


Immediate Response Action 
RMRINT 

5/14/2015 

Not reported 


EDR ID Number 


Database(s) EPA ID Number 


5117405639 
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Map ID | МАР FINDINGS 
Direction 
Distance 
Elevation Site Database(s) 
RAYTHEON COMPANY (Continued) 
Action Type: RLFA 
Action Status: FOLFLD 
Action Date: 5/16/2016 
Response Action Outcome: Not reported 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Chemicals: 
Chemical: 
Quantity: 
Location Type: 
Source: 
Source: 
Source: 
Source: 


ENFORCEMENT: 
Region: 
DEP Region: 
DEP Program: 
DEP Bureau: 
Program: 
Program Id: 


Immediate Response Action 
RMRINT 

6/17/2015 

Not reported 


Immediate Response Action 
RMRINT 

7/14/2015 

Not reported 


Immediate Response Action 

Modified Revised or Updated Plan Received 
7/14/2015 

Not reported 


Immediate Response Action 
RMRINT 

8/18/2015 

Not reported 


Immediate Response Action 
Status or Interim Report Received 
8/18/2015 

Not reported 


A Notice sent to a Potentially Responsible Party (PRP) 
ALSENT 

8/4/2015 

Not reported 


Immediate Response Action 


RMRINT 
9/15/2015 
Not reported 
TCE 
13 UG/M3 
RESIDNTIAL 
UNKNOWN 
RTN 
HISTORICAL 
3-0449 

NERO 

NERO 

3R 

BWSC 

BWSC 

3-0032496 


EDR ID Number 


EPA ID Number 


5117405639 
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Map ID | МАР FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
RAYTHEON COMPANY (Continued) $117405639 
High Or Low Level Enforcement: LLE 
FMF #: Not reported 
Comptroller Billing Name: Not reported 
Town Where Violation Occurred: Waltham 
Date Executed: 01/14/2015 
ENF #: Not reported 
Document Type: IDL 
AG Ref (Y/N): Not reported 
Doc Archived (Y/N): Not reported 
EJ Community (Y/N): Y 
Regional Comment: Not reported 
Final Payment Due Date: Not reported 
ACOP $: Not reported 
PAN $: Not reported 
EMS (Y/N): Not reported 
EMS$: Not reported 
SEP (Y/N): Not reported 
SEP $: Not reported 
Demand $: Not reported 
Suspended $: Not reported 
Ownership: Commercially Owned 
X142 118 CENTRAL STREET MA SHWS  S107276919 
WSW 118 CENTRAL STREET MA LUST N/A 
1/2-1 WALTHAM, MA MA RELEASE 
0.994 mi. MA ENF 
5246 ft. Site 2 of 2 in cluster X 
Relative: SHWS: 
Lower Release Tracking Number/Current Status: 3-0034718 / PSNC 
Actual: Release Town: WALTHAM 
53 ft. Notification Date: 01/11/2018 
Category: 72 HR 
Associated ID: Not reported 
Current Status: PSNC 
Status Date: 02/27/2018 
Phase: Not reported 
Response Action Outcome: PN - PN 
Oil Or Haz Material: Oil 
Location Type: COMMERCIAL 
Source: TANK 
Source: UST 


Click here to access the MA DEP site for this facility: 


Chemicals: 
Chemical: PETROLEUM VOCS 
Quantity: 180.1 parts per million 
Actions: 
Action Type: Immediate Response Action 
Action Status: IRA Assessment Only 
Action Date: 1/11/2018 
Response Action Outcome: PN 
Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
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Map ID | 


Direction 
Distance 
Elevation — Site 


118 CENTRAL STREET (Continued) 


Action Date: 
Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


LUST: 


Facility: 
Release Tracking Number/Current Status: 
Status Date: 
Source Type: 
Release Town: 
Notification Date: 
Category: 
Associated ID: 
Phase: 
Response Action Outcome: 
Oil Or Haz Material: 


Location Type: 
Source: 
Source: 


MAP FINDINGS 
EDR ID Number 
Database(s) EPA ID Number 
5107276919 
1/11/2018 
PN 


Response Action Outcome - RAO 
PSNRCD 

2/27/2018 

PN 


Immediate Response Action 
Completion Statement Received 
2/27/2018 

PN 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
2/7/2018 

PN 


A Notice sent to a Potentially Responsible Party (PRP) 

A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
2/7/2018 

PN 


RNF 

Reportable Release under MGL 21E 
2/9/2018 

PN 


RNFE 

Transmittal, Notice, or Notification Received 
2/9/2018 

PN 


3-0034718 / PSNC 
02/27/2018 

UST 

WALTHAM 
01/11/2018 

72 HR 

Not reported 

Not reported 

PN - PN 

Oil 


COMMERCIAL 
TANK 
UST 


Click here to access the MA DEP site for this facility: 
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Map ID | 


МАР FINDINGS 
Direction 
Distance 
Elevation — Site 
118 CENTRAL STREET (Continued) 
Chemicals: 
Chemical: PETROLEUM VOCS 
Quantity: 180.1 parts per million 
Actions: 
Action Type: Immediate Response Action 
Action Status: IRA Assessment Only 
Action Date: 1/11/2018 
Response Action Outcome: PN 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Action Type: 

Action Status: 

Action Date: 

Response Action Outcome: 


Release: 
Release Tracking Number/Current Status: 
Primary ID: 
Official City: 
Notification: 
Category: 
Status Date: 
Phase: 
Response Action Outcome: 
Oil / Haz Material Type: 


Release Disposition 

Reportable Release under MGL 21E 
1/11/2018 

PN 


Response Action Outcome - RAO 
PSNRCD 

2/27/2018 

PN 


Immediate Response Action 
Completion Statement Received 
2/27/2018 

PN 


Compliance and Enforcement Action 
Interim Deadline Letter Issued 
2/7/2018 

PN 


EDR ID Number 


Database(s) EPA ID Number 


5107276919 


А Notice sent to а Potentially Responsible Party (PRP) 
A MassDEP piece of correspondence was issued (approvals, NORs, etc. 


2/7/2018 
PN 


RNF 

Reportable Release under MGL 21E 
2/9/2018 

PN 


RNFE 


Transmittal, Notice, or Notification Received 


2/9/2018 
PN 


3-0034718 / PSNC 
Not reported 
WALTHAM 
01/11/2018 

72HR 

02/27/2018 

Not reported 

PN - PN 

Oil 
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Map ID | MAP FINDINGS 
Direction 

Distance 

Elevation — Site 


118 CENTRAL STREET (Continued) 


Click here to access the MA DEP site for this facility: 


Actions: 
Action Type: Immediate Response Action 
Action Status: IRA Assessment Only 
Action Date: 1/11/2018 
Response Action Outcome: PN 


Action Type: Release Disposition 
Action Status: Reportable Release under MGL 21E 
Action Date: 1/11/2018 


Response Action Outcome: 


PN 


Action Type: Response Action Outcome - RAO 
Action Status: PSNRCD 

Action Date: 2/27/2018 

Response Action Outcome: PN 


Action Type: Immediate Response Action 
Action Status: Completion Statement Received 
Action Date: 2/27/2018 


Response Action Outcome: 


PN 


Action Type: Compliance and Enforcement Action 
Action Status: Interim Deadline Letter Issued 
Action Date: 2/7/2018 

Response Action Outcome: PN 


EDR ID Number 


Database(s) EPA ID Number 


5107276919 


Action Туре: А Notice sent to а Potentially Responsible Party (PRP) 
Action Status: A MassDEP piece of correspondence was issued (approvals, NORs, etc. 
Action Date: 2/7/2018 
Response Action Outcome: PN 
Action Type: RNF 
Action Status: Reportable Release under MGL 21E 
Action Date: 2/9/2018 
Response Action Outcome: PN 
Action Type: RNFE 
Action Status: Transmittal, Notice, or Notification Received 
Action Date: 2/9/2018 
Response Action Outcome: PN 
Chemicals: 
Chemical: PETROLEUM VOCS 
Quantity: 180.1 parts per million 
Location Type: COMMERCIAL 
Source: TANK 
Source: UST 
ENFORCEMENT: 
Region: NERO 
DEP Region: NERO 
DEP Program: 3s 
DEP Bureau: BWSC 
Program: BWSC 
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Map ID | MAP FINDINGS 


Direction 
Distance EDR ID Number 
Elevation Site Database(s) EPA ID Number 
118 CENTRAL STREET (Continued) 5107276919 
Program Id: 3-0034718 
High Or Low Level Enforcement: LLE 
FMF #: Not reported 
Comptroller Billing Name: Not reported 
Town Where Violation Occurred: WALTHAM 
Date Executed: 02/07/2018 
ENF #: 00004022 
Document Type: IDL 
AG Ref (Y/N): False 
Doc Archived (Y/N): True 
EJ Community (Y/N): True 
Regional Comment: Not reported 
Final Payment Due Date: Not reported 
ACOP $: Not reported 
PAN $: Not reported 
EMS (Y/N): Not reported 
EMS$: Not reported 
SEP (Y/N): Not reported 
SEP $: Not reported 
Demand $: Not reported 
Suspended $: Not reported 
Ownership: Commercially Owned 
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GOVERNMENT RECORDS SEARCHED / DATA CURRENCY TRACKING 


To maintain currency of the following federal and state databases, EDR contacts the appropriate governmental agency 
on a monthly or quarterly basis, as required. 


Number of Days to Update: Provides confirmation that EDR is reporting records that have been updated within 90 days 
from the date the government agency made the information available to the public. 


STANDARD ENVIRONMENTAL RECORDS 


Federal NPL site list 


NPL: National Priority List 
National Priorities List (Superfund). The NPL is a subset of CERCLIS and identifies over 1,200 sites for priority 
cleanup under the Superfund Program. NPL sites may encompass relatively large areas. As such, EDR provides polygon 
coverage for over 1,000 NPL site boundaries produced by EPA's Environmental Photographic Interpretation Center 
(EPIC) and regional EPA offices. 


Date of Government Version: 08/13/2018 
Date Data Arrived at EDR: 10/04/2018 
Date Made Active in Reports: 11/09/2018 
Number of Days to Update: 36 


Source: EPA 

Telephone: N/A 

Last EDR Contact: 11/27/2018 

Next Scheduled EDR Contact: 01/14/2019 
Data Release Frequency: Quarterly 


NPL Site Boundaries 
Sources: 


EPA's Environmental Photographic Interpretation Center (EPIC) 
Telephone: 202-564-7333 


EPA Region 1 EPA Region 6 
Telephone 617-918-1143 Telephone: 214-655-6659 
EPA Region 3 EPA Region 7 
Telephone 215-814-5418 Telephone: 913-551-7247 
EPA Region 4 EPA Region 8 
Telephone 404-562-8033 Telephone: 303-312-6774 
EPA Region 5 EPA Region 9 


Telephone 312-886-6686 


EPA Region 10 
Telephone 206-553-8665 


Proposed NPL: Proposed National Priority List Sites 


Telephone: 415-947-4246 


A site that has been proposed for listing on the National Priorities List through the issuance of a proposed rule 
in the Federal Register. EPA then accepts public comments on the site, responds to the comments, and places on 


the NPL those sites that continue to meet the requirements for listing. 


Date of Government Version: 08/13/2018 Source: EPA 

Date Data Arrived at EDR: 10/04/2018 Telephone: N/A 

Date Made Active in Reports: 11/09/2018 Last EDR Contact: 11/27/2018 

Number of Days to Update: 36 Next Scheduled EDR Contact: 01/14/2019 
Data Release Frequency: Quarterly 


NPL LIENS: Federal Superfund Liens 


Federal Superfund Liens. Under the authority granted the USEPA by CERCLA of 1980, the USEPA has the authority 
to file liens against real property in order to recover remedial action expenditures or when the property owner 
received notification of potential liability. USEPA compiles a listing of filed notices of Superfund Liens. 
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GOVERNMENT RECORDS SEARCHED / DATA CURRENCY TRACKING 


Date of Government Version: 10/15/1991 Source: EPA 

Date Data Arrived at EDR: 02/02/1994 Telephone: 202-564-4267 

Date Made Active in Reports: 03/30/1994 Last EDR Contact: 08/15/2011 

Number of Days to Update: 56 Next Scheduled EDR Contact: 11/28/2011 


Data Release Frequency: No Update Planned 


Federal Delisted NPL site list 


Delisted NPL: National Priority List Deletions 


The National Oil and Hazardous Substances Pollution Contingency Plan (NCP) establishes the criteria that the 
EPA uses to delete sites from the NPL. In accordance with 40 CFR 300.425.(e), sites may be deleted from the 
NPL where no further response is appropriate. 


Date of Government Version: 08/13/2018 Source: EPA 

Date Data Arrived at EDR: 10/04/2018 Telephone: N/A 

Date Made Active in Reports: 11/09/2018 Last EDR Contact: 11/27/2018 

Number of Days to Update: 36 Next Scheduled EDR Contact: 01/14/2019 


Data Release Frequency: Quarterly 


Federal CERCLIS list 


FEDERAL FACILITY: Federal Facility Site Information listing 


A listing of National Priority List (NPL) and Base Realignment and Closure (BRAC) sites found in the Comprehensive 
Environmental Response, Compensation and Liability Information System (CERCLIS) Database where EPA Federal Facilities 
Restoration and Reuse Office is involved in cleanup activities. 


Date of Government Version: 11/07/2016 Source: Environmental Protection Agency 
Date Data Arrived at EDR: 01/05/2017 Telephone: 703-603-8704 

Date Made Active in Reports: 04/07/2017 Last EDR Contact: 07/06/2018 

Number of Days to Update: 92 Next Scheduled EDR Contact: 10/15/2018 


Data Release Frequency: Varies 


SEMS: Superfund Enterprise Management System 


SEMS (Superfund Enterprise Management System) tracks hazardous waste sites, potentially hazardous waste sites, 
and remedial activities performed in support of EPA's Superfund Program across the United States. The list was 
formerly know as CERCLIS, renamed to SEMS by the EPA in 2015. The list contains data on potentially hazardous 
waste sites that have been reported to the USEPA by states, municipalities, private companies and private persons, 
pursuant to Section 103 of the Comprehensive Environmental Response, Compensation, and Liability Act (CERCLA). 
This dataset also contains sites which are either proposed to or on the National Priorities List (NPL) and the 

sites which are in the screening and assessment phase for possible inclusion on the NPL. 


Date of Government Version: 08/13/2018 Source: EPA 

Date Data Arrived at EDR: 10/04/2018 Telephone: 800-424-9346 

Date Made Active in Reports: 11/16/2018 Last EDR Contact: 11/27/2018 

Number of Days to Update: 43 Next Scheduled EDR Contact: 01/28/2019 


Data Release Frequency: Quarterly 


Federal CERCLIS NFRAP site list 


SEMS-ARCHIVE: Superfund Enterprise Management System Archive 
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GOVERNMENT RECORDS SEARCHED / DATA CURRENCY TRACKING 


SEMS-ARCHIVE (Superfund Enterprise Management System Archive) tracks sites that have no further interest under 
the Federal Superfund Program based on available information. The list was formerly known as the CERCLIS-NFRAP, 
renamed to SEMS ARCHIVE by the EPA in 2015. EPA may perform a minimal level of assessment work at a site while 
it is archived if site conditions change and/or new information becomes available. Archived sites have been removed 
and archived from the inventory of SEMS sites. Archived status indicates that, to the best of EPA's knowledge, 
assessment at a site has been completed and that EPA has determined no further steps will be taken to list the 

site on the National Priorities List (NPL), unless information indicates this decision was not appropriate or 

other considerations require a recommendation for listing at a later time. The decision does not necessarily mean 

that there is no hazard associated with a given site; it only means that. based upon available information, the 

location is not judged to be potential NPL site. 


Date of Government Version: 08/13/2018 Source: EPA 

Date Data Arrived at EDR: 10/04/2018 Telephone: 800-424-9346 

Date Made Active in Reports: 11/16/2018 Last EDR Contact: 11/28/2018 

Number of Days to Update: 43 Next Scheduled EDR Contact: 01/28/2019 


Data Release Frequency: Quarterly 
Federal RCRA CORRACTS facilities list 


CORRACTS: Corrective Action Report 
CORRACTS identifies hazardous waste handlers with RCRA corrective action activity. 


Date of Government Version: 03/01/2018 Source: EPA 

Date Data Arrived at EDR: 03/28/2018 Telephone: 800-424-9346 

Date Made Active in Reports: 06/22/2018 Last EDR Contact: 12/03/2018 

Number of Days to Update: 86 Next Scheduled EDR Contact: 01/07/2019 


Data Release Frequency: Quarterly 
Federal RCRA non-CORRACTS TSD facilities list 


RCRA-TSDF: RCRA - Treatment, Storage and Disposal 
RCRAInfo is EPA's comprehensive information system, providing access to data supporting the Resource Conservation 
and Recovery Act (RCRA) of 1976 and the Hazardous and Solid Waste Amendments (HSWA) of 1984. The database 
includes selective information on sites which generate, transport, store, treat and/or dispose of hazardous waste 
as defined by the Resource Conservation and Recovery Act (RCRA). Transporters are individuals or entities that 
move hazardous waste from the generator offsite to a facility that can recycle, treat, store, or dispose of the 
waste. TSDFs treat, store, or dispose of the waste. 


Date of Government Version: 03/01/2018 Source: Environmental Protection Agency 
Date Data Arrived at EDR: 03/28/2018 Telephone: (888) 372-7341 

Date Made Active in Reports: 06/22/2018 Last EDR Contact: 12/03/2018 

Number of Days to Update: 86 Next Scheduled EDR Contact: 01/07/2019 


Data Release Frequency: Quarterly 
Federal RCRA generators list 


RCRA-LQG: RCRA - Large Quantity Generators 
RCRAInfo is EPA's comprehensive information system, providing access to data supporting the Resource Conservation 
and Recovery Act (RCRA) of 1976 and the Hazardous and Solid Waste Amendments (HSWA) of 1984. The database 
includes selective information on sites which generate, transport, store, treat and/or dispose of hazardous waste 
as defined by the Resource Conservation and Recovery Act (RCRA). Large quantity generators (LQGs) generate 
over 1,000 kilograms (kg) of hazardous waste, or over 1 kg of acutely hazardous waste per month. 


Date of Government Version: 03/01/2018 Source: Environmental Protection Agency 
Date Data Arrived at EDR: 03/28/2018 Telephone: (888) 372-7341 

Date Made Active in Reports: 06/22/2018 Last EDR Contact: 12/03/2018 

Number of Days to Update: 86 Next Scheduled EDR Contact: 01/07/2019 


Data Release Frequency: Quarterly 
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RCRA-SQG: RCRA - Small Quantity Generators 


RCRAInfo is EPA's comprehensive information system, providing access to data supporting the Resource Conservation 
and Recovery Act (RCRA) of 1976 and the Hazardous and Solid Waste Amendments (HSWA) of 1984. The database 
includes selective information on sites which generate, transport, store, treat and/or dispose of hazardous waste 

as defined by the Resource Conservation and Recovery Act (RCRA). Small quantity generators (SQGs) generate 
between 100 kg and 1,000 kg of hazardous waste per month. 


Date of Government Version: 03/01/2018 
Date Data Arrived at EDR: 03/28/2018 
Date Made Active in Reports: 06/22/2018 
Number of Days to Update: 86 


Source: Environmental Protection Agency 
Telephone: (888) 372-7341 

Last EDR Contact: 12/03/2018 

Next Scheduled EDR Contact: 01/07/2019 
Data Release Frequency: Quarterly 


RCRA-CESQG: RCRA - Conditionally Exempt Small Quantity Generators 
RCRAInfo is EPA's comprehensive information system, providing access to data supporting the Resource Conservation 
and Recovery Act (RCRA) of 1976 and the Hazardous and Solid Waste Amendments (HSWA) of 1984. The database 
includes selective information on sites which generate, transport, store, treat and/or dispose of hazardous waste 
as defined by the Resource Conservation and Recovery Act (RCRA). Conditionally exempt small quantity generators 
(CESQGs) generate less than 100 kg of hazardous waste, or less than 1 kg of acutely hazardous waste per month. 


Date of Government Version: 03/01/2018 
Date Data Arrived at EDR: 03/28/2018 
Date Made Active in Reports: 06/22/2018 
Number of Days to Update: 86 


Source: Environmental Protection Agency 
Telephone: (888) 372-7341 

Last EDR Contact: 12/03/2018 

Next Scheduled EDR Contact: 01/07/2019 
Data Release Frequency: Quarterly 


Federal institutional controls / engineering controls registries 


LUCIS: Land Use Control Information System 


LUCIS contains records of land use control information pertaining to the former Navy Base Realignment and Closure 


properties. 


Date of Government Version: 05/14/2018 
Date Data Arrived at EDR: 05/18/2018 
Date Made Active in Reports: 07/20/2018 
Number of Days to Update: 63 


Source: Department of the Navy 
Telephone: 843-820-7326 

Last EDR Contact: 10/15/2018 

Next Scheduled EDR Contact: 02/25/2019 
Data Release Frequency: Varies 


US ENG CONTROLS: Engineering Controls Sites List 
A listing of sites with engineering controls in place. Engineering controls include various forms of caps, building 
foundations, liners, and treatment methods to create pathway elimination for regulated substances to enter environmental 


media or effect human health. 


Date of Government Version: 07/31/2018 
Date Data Arrived at EDR: 08/28/2018 
Date Made Active in Reports: 09/14/2018 
Number of Days to Update: 17 


US INST CONTROL: Sites with Institutional Controls 


Source: Environmental Protection Agency 
Telephone: 703-603-0695 

Last EDR Contact: 11/28/2018 

Next Scheduled EDR Contact: 03/11/2019 
Data Release Frequency: Varies 


A listing of sites with institutional controls in place. Institutional controls include administrative measures, 
such as groundwater use restrictions, construction restrictions, property use restrictions, and post remediation 
care requirements intended to prevent exposure to contaminants remaining on site. Deed restrictions are generally 


required as part of the institutional controls. 


Date of Government Version: 07/31/2018 
Date Data Arrived at EDR: 08/28/2018 
Date Made Active in Reports: 09/14/2018 
Number of Days to Update: 17 


Source: Environmental Protection Agency 
Telephone: 703-603-0695 

Last EDR Contact: 11/28/2018 

Next Scheduled EDR Contact: 03/11/2019 
Data Release Frequency: Varies 
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Federal ERNS list 


ERNS: Emergency Response Notification System 
Emergency Response Notification System. ERNS records and stores information on reported releases of oil and hazardous 


substances. 

Date of Government Version: 09/24/2018 Source: National Response Center, United States Coast Guard 
Date Data Arrived at EDR: 09/25/2018 Telephone: 202-267-2180 

Date Made Active in Reports: 11/09/2018 Last EDR Contact: 09/25/2018 

Number of Days to Update: 45 Next Scheduled EDR Contact: 01/07/2019 


Data Release Frequency: Quarterly 
State- and tribal - equivalent CERCLIS 


SHWS: Site Transition List 
Contains information on releases of oil and hazardous materials that have been reported to DEP. 


Date of Government Version: 07/10/2018 Source: Department of Environmental Protection 
Date Data Arrived at EDR: 10/03/2018 Telephone: 617-292-5990 

Date Made Active in Reports: 10/05/2018 Last EDR Contact: 10/03/2018 

Number of Days to Update: 2 Next Scheduled EDR Contact: 01/21/2019 


Data Release Frequency: Quarterly 
State and tribal landfill and/or solid waste disposal site lists 


LF PROFILES: Landfill Profiles Listing 


This spreadsheet describes landfills that have actively accepted waste or have closed under MassDEP Solid Waste 
Regulations first adopted in 1971 (310 CMR 16.00 and 310 CMR 19.00). The list does not include landfills that 
closed before 1971 (and which never had a MassDEP permit or approval), or for which agency data is incomplete. 


Date of Government Version: 07/01/2015 Source: Department of Environmental Protection 
Date Data Arrived at EDR: 10/27/2015 Telephone: 617-292-5868 

Date Made Active in Reports: 12/14/2015 Last EDR Contact: 10/05/2018 

Number of Days to Update: 48 Next Scheduled EDR Contact: 01/14/2019 


Data Release Frequency: Varies 


SWF/LF: Solid Waste Facility Database/Transfer Stations 
Solid Waste Facilities/Landfill Sites. SWF/LF type records typically contain an inventory of solid waste disposal 
facilities or landfills in a particular state. Depending on the state, these may be active or inactive facilities 
or open dumps that failed to meet RCRA Subtitle D Section 4004 criteria for solid waste landfills or disposal 


sites. 

Date of Government Version: 05/01/2018 Source: Department of Environmental Protection 
Date Data Arrived at EDR: 07/05/2018 Telephone: 617-292-5989 

Date Made Active in Reports: 08/14/2018 Last EDR Contact: 10/05/2018 

Number of Days to Update: 40 Next Scheduled EDR Contact: 01/14/2019 


Data Release Frequency: Annually 
State and tribal leaking storage tank lists 


LAST: Leaking Aboveground Storage Tank Sites 
Sites within the Releases Database that have a AST listed as its source. 


Date of Government Version: 07/10/2018 Source: Department of Environmental Protection 
Date Data Arrived at EDR: 10/03/2018 Telephone: 617-292-5500 

Date Made Active in Reports: 10/05/2018 Last EDR Contact: 10/03/2018 

Number of Days to Update: 2 Next Scheduled EDR Contact: 01/21/2019 


Data Release Frequency: Quarterly 
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LUST: Leaking Underground Storage Tank Listing 


Sites within the Leaking Underground Storage Tank Listing that have a UST listed as its source. 


Date of Government Version: 07/10/2018 
Date Data Arrived at EDR: 10/03/2018 
Date Made Active in Reports: 10/05/2018 
Number of Days to Update: 2 


Source: Department of Environmental Protection 
Telephone: 617-292-5990 

Last EDR Contact: 10/03/2018 

Next Scheduled EDR Contact: 01/21/2019 

Data Release Frequency: Quarterly 


INDIAN LUST R7: Leaking Underground Storage Tanks on Indian Land 
LUSTs on Indian land in lowa, Kansas, and Nebraska 


Date of Government Version: 04/24/2018 
Date Data Arrived at EDR: 05/18/2018 
Date Made Active in Reports: 07/20/2018 
Number of Days to Update: 63 


Source: EPA Region 7 

Telephone: 913-551-7003 

Last EDR Contact: 10/26/2018 

Next Scheduled EDR Contact: 02/04/2019 
Data Release Frequency: Varies 


INDIAN LUST R8: Leaking Underground Storage Tanks on Indian Land 
LUSTs on Indian land in Colorado, Montana, North Dakota, South Dakota, Utah and Wyoming. 


Date of Government Version: 04/25/2018 
Date Data Arrived at EDR: 05/18/2018 
Date Made Active in Reports: 07/20/2018 
Number of Days to Update: 63 


Source: EPA Region 8 

Telephone: 303-312-6271 

Last EDR Contact: 10/26/2018 

Next Scheduled EDR Contact: 02/04/2019 
Data Release Frequency: Varies 


INDIAN LUST R9: Leaking Underground Storage Tanks on Indian Land 
LUSTS on Indian land in Arizona, California, New Mexico and Nevada 


Date of Government Version: 04/10/2018 
Date Data Arrived at EDR: 05/18/2018 
Date Made Active in Reports: 07/20/2018 
Number of Days to Update: 63 


Source: Environmental Protection Agency 
Telephone: 415-972-3372 

Last EDR Contact: 10/26/2018 

Next Scheduled EDR Contact: 02/04/2019 
Data Release Frequency: Varies 


INDIAN LUST R10: Leaking Underground Storage Tanks on Indian Land 
LUSTs on Indian land in Alaska, Idaho, Oregon and Washington. 


Date of Government Version: 04/12/2018 
Date Data Arrived at EDR: 05/18/2018 
Date Made Active in Reports: 07/20/2018 
Number of Days to Update: 63 


Source: EPA Region 10 

Telephone: 206-553-2857 

Last EDR Contact: 10/26/2018 

Next Scheduled EDR Contact: 02/04/2019 
Data Release Frequency: Varies 


INDIAN LUST R6: Leaking Underground Storage Tanks on Indian Land 
LUSTs on Indian land in New Mexico and Oklahoma. 


Date of Government Version: 04/01/2018 
Date Data Arrived at EDR: 05/18/2018 
Date Made Active in Reports: 07/20/2018 
Number of Days to Update: 63 


Source: EPA Region 6 

Telephone: 214-665-6597 

Last EDR Contact: 10/26/2018 

Next Scheduled EDR Contact: 02/04/2019 
Data Release Frequency: Varies 


INDIAN LUST R4: Leaking Underground Storage Tanks on Indian Land 
LUSTs on Indian land in Florida, Mississippi and North Carolina. 


Date of Government Version: 05/08/2018 
Date Data Arrived at EDR: 05/18/2018 
Date Made Active in Reports: 07/20/2018 
Number of Days to Update: 63 


Source: EPA Region 4 

Telephone: 404-562-8677 

Last EDR Contact: 10/26/2018 

Next Scheduled EDR Contact: 02/04/2019 
Data Release Frequency: Varies 
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INDIAN LUST R1: Leaking Underground Storage Tanks on Indian Land 
A listing of leaking underground storage tank locations on Indian Land. 


Date of Government Version: 04/13/2018 
Date Data Arrived at EDR: 05/18/2018 
Date Made Active in Reports: 07/20/2018 
Number of Days to Update: 63 


Source: EPA Region 1 

Telephone: 617-918-1313 

Last EDR Contact: 10/26/2018 

Next Scheduled EDR Contact: 02/04/2019 
Data Release Frequency: Varies 


INDIAN LUST R5: Leaking Underground Storage Tanks on Indian Land 
Leaking underground storage tanks located on Indian Land in Michigan, Minnesota and Wisconsin. 


Date of Government Version: 04/12/2018 
Date Data Arrived at EDR: 05/18/2018 
Date Made Active in Reports: 07/20/2018 
Number of Days to Update: 63 


State and tribal registered storage tank lists 


FEMA UST: Underground Storage Tank Listing 


Source: EPA, Region 5 

Telephone: 312-886-7439 

Last EDR Contact: 10/26/2018 

Next Scheduled EDR Contact: 02/04/2019 
Data Release Frequency: Varies 


A listing of all FEMA owned underground storage tanks. 


Date of Government Version: 05/15/2017 
Date Data Arrived at EDR: 05/30/2017 
Date Made Active in Reports: 10/13/2017 
Number of Days to Update: 136 


Source: FEMA 

Telephone: 202-646-5797 

Last EDR Contact: 10/10/2018 

Next Scheduled EDR Contact: 01/21/2019 
Data Release Frequency: Varies 


UST: Summary Listing of all the Tanks Registered in the State of Massachusetts 
Registered Underground Storage Tanks. UST's are regulated under Subtitle I of the Resource Conservation and Recovery 
Act (RCRA) and must be registered with the state department responsible for administering the UST program. Available 


information varies by state program. 


Date of Government Version: 11/02/2018 
Date Data Arrived at EDR: 11/08/2018 
Date Made Active in Reports: 11/14/2018 
Number of Days to Update: 6 


AST: Aboveground Storage Tank Database 
Registered Aboveground Storage Tanks. 


Date of Government Version: 07/13/2018 
Date Data Arrived at EDR: 07/17/2018 
Date Made Active in Reports: 08/23/2018 
Number of Days to Update: 37 


AST 2: Aboveground Storage Tanks 
Aboveground storage tanks 


Date of Government Version: 10/15/2018 
Date Data Arrived at EDR: 10/16/2018 
Date Made Active in Reports: 11/01/2018 
Number of Days to Update: 16 


Source: Department of Fire Services, Office of the Public Safety 
Telephone: 617-556-1035 

Last EDR Contact: 10/15/2018 

Next Scheduled EDR Contact: 01/28/2019 

Data Release Frequency: Quarterly 


Source: Department of Public Safety 
Telephone: 617-556-1035 

Last EDR Contact: 11/26/2018 

Next Scheduled EDR Contact: 01/28/2019 
Data Release Frequency: No Update Planned 


Source: Department of Fire Services 
Telephone: 978-567-3181 

Last EDR Contact: 10/15/2018 

Next Scheduled EDR Contact: 01/28/2019 
Data Release Frequency: Varies 


INDIAN UST R5: Underground Storage Tanks on Indian Land 
The Indian Underground Storage Tank (UST) database provides information about underground storage tanks on Indian 
land in EPA Region 5 (Michigan, Minnesota and Wisconsin and Tribal Nations). 
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Date of Government Version: 04/12/2018 
Date Data Arrived at EDR: 05/18/2018 
Date Made Active in Reports: 07/20/2018 
Number of Days to Update: 63 


Source: EPA Region 5 

Telephone: 312-886-6136 

Last EDR Contact: 10/26/2018 

Next Scheduled EDR Contact: 02/04/2019 
Data Release Frequency: Varies 


INDIAN UST R1: Underground Storage Tanks on Indian Land 
The Indian Underground Storage Tank (UST) database provides information about underground storage tanks on Indian 
land in EPA Region 1 (Connecticut, Maine, Massachusetts, New Hampshire, Rhode Island, Vermont and ten Tribal 


Nations). 


Date of Government Version: 04/13/2018 
Date Data Arrived at EDR: 05/18/2018 
Date Made Active in Reports: 07/20/2018 
Number of Days to Update: 63 


Source: EPA, Region 1 

Telephone: 617-918-1313 

Last EDR Contact: 10/26/2018 

Next Scheduled EDR Contact: 02/04/2019 
Data Release Frequency: Varies 


INDIAN UST R4: Underground Storage Tanks on Indian Land 
The Indian Underground Storage Tank (UST) database provides information about underground storage tanks on Indian 
land in EPA Region 4 (Alabama, Florida, Georgia, Kentucky, Mississippi, North Carolina, South Carolina, Tennessee 


and Tribal Nations) 


Date of Government Version: 05/08/2018 
Date Data Arrived at EDR: 05/18/2018 
Date Made Active in Reports: 07/20/2018 
Number of Days to Update: 63 


Source: EPA Region 4 

Telephone: 404-562-9424 

Last EDR Contact: 10/26/2018 

Next Scheduled EDR Contact: 02/04/2019 
Data Release Frequency: Varies 


INDIAN UST R10: Underground Storage Tanks on Indian Land 


The Indian Underground Storage Tank (UST) database provides information about underground storage tanks on Indian 
land in EPA Region 10 (Alaska, Idaho, Oregon, Washington, and Tribal Nations). 


Date of Government Version: 04/12/2018 
Date Data Arrived at EDR: 05/18/2018 
Date Made Active in Reports: 07/20/2018 
Number of Days to Update: 63 


Source: EPA Region 10 

Telephone: 206-553-2857 

Last EDR Contact: 10/26/2018 

Next Scheduled EDR Contact: 02/04/2019 
Data Release Frequency: Varies 


INDIAN UST R6: Underground Storage Tanks on Indian Land 
The Indian Underground Storage Tank (UST) database provides information about underground storage tanks on Indian 
land in EPA Region 6 (Louisiana, Arkansas, Oklahoma, New Mexico, Texas and 65 Tribes). 


Date of Government Version: 04/01/2018 
Date Data Arrived at EDR: 05/18/2018 
Date Made Active in Reports: 07/20/2018 
Number of Days to Update: 63 


Source: EPA Region 6 

Telephone: 214-665-7591 

Last EDR Contact: 10/26/2018 

Next Scheduled EDR Contact: 02/04/2019 
Data Release Frequency: Varies 


INDIAN UST R8: Underground Storage Tanks on Indian Land 
The Indian Underground Storage Tank (UST) database provides information about underground storage tanks on Indian 
land in EPA Region 8 (Colorado, Montana, North Dakota, South Dakota, Utah, Wyoming and 27 Tribal Nations). 


Date of Government Version: 04/25/2018 
Date Data Arrived at EDR: 05/18/2018 
Date Made Active in Reports: 07/20/2018 
Number of Days to Update: 63 


Source: EPA Region 8 

Telephone: 303-312-6137 

Last EDR Contact: 10/26/2018 

Next Scheduled EDR Contact: 02/04/2019 
Data Release Frequency: Varies 


INDIAN UST R9: Underground Storage Tanks on Indian Land 
The Indian Underground Storage Tank (UST) database provides information about underground storage tanks on Indian 
land in EPA Region 9 (Arizona, California, Hawaii, Nevada, the Pacific Islands, and Tribal Nations). 
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Date of Government Version: 04/10/2018 Source: EPA Region 9 

Date Data Arrived at EDR: 05/18/2018 Telephone: 415-972-3368 

Date Made Active in Reports: 07/20/2018 Last EDR Contact: 10/26/2018 

Number of Days to Update: 63 Next Scheduled EDR Contact: 02/04/2019 


Data Release Frequency: Varies 


INDIAN UST R7: Underground Storage Tanks on Indian Land 


The Indian Underground Storage Tank (UST) database provides information about underground storage tanks on Indian 
land in EPA Region 7 (lowa, Kansas, Missouri, Nebraska, and 9 Tribal Nations). 


Date of Government Version: 04/24/2018 Source: EPA Region 7 

Date Data Arrived at EDR: 05/18/2018 Telephone: 913-551-7003 

Date Made Active in Reports: 07/20/2018 Last EDR Contact: 10/26/2018 

Number of Days to Update: 63 Next Scheduled EDR Contact: 02/04/2019 


Data Release Frequency: Varies 


State and tribal institutional control / engineering control registries 


INST CONTROL: Sites With Activity and Use Limitation 


Activity and Use Limitations establish limits and conditions on the future use of contaminated property, and therefore 
allow cleanups to be tailored to these uses. 


Date of Government Version: 07/10/2018 Source: Department of Environmental Protection 
Date Data Arrived at EDR: 10/03/2018 Telephone: 617-292-5990 

Date Made Active in Reports: 10/05/2018 Last EDR Contact: 10/03/2018 

Number of Days to Update: 2 Next Scheduled EDR Contact: 01/21/2019 


Data Release Frequency: Quarterly 


State and tribal voluntary cleanup sites 


INDIAN VCP R7: Voluntary Cleanup Priority Lisitng 


A listing of voluntary cleanup priority sites located on Indian Land located in Region 7. 


Date of Government Version: 03/20/2008 Source: EPA, Region 7 

Date Data Arrived at EDR: 04/22/2008 Telephone: 913-551-7365 

Date Made Active in Reports: 05/19/2008 Last EDR Contact: 04/20/2009 

Number of Days to Update: 27 Next Scheduled EDR Contact: 07/20/2009 


Data Release Frequency: Varies 


INDIAN VCP R1: Voluntary Cleanup Priority Listing 


A listing of voluntary cleanup priority sites located on Indian Land located in Region 1. 


Date of Government Version: 07/27/2015 Source: EPA, Region 1 

Date Data Arrived at EDR: 09/29/2015 Telephone: 617-918-1102 

Date Made Active in Reports: 02/18/2016 Last EDR Contact: 09/24/2018 

Number of Days to Update: 142 Next Scheduled EDR Contact: 01/07/2019 


Data Release Frequency: Varies 


State and tribal Brownfields sites 


BROWNFIELDS: Completed Brownfields Covenants Listing 


Under Massachusetts law, M.G.L. c. 21E is the statute that governs the cleanup of releases of oil and/or hazardous 
material to the environment. The Brownfields Act of 1998 amended M.G.L. c. 21E by establishing significant liability 
relief and financial incentives to spur the redevelopment of brownfields, while ensuring that the Commonwealth's 
environmental standards are met. Most brownfields are redeveloped with the benefit of liability protections that 
operate automatically under M.G.L. c. 21E. 


Date of Government Version: 04/05/2017 Source: Office of the Attorney General 
Date Data Arrived at EDR: 08/03/2017 Telephone: 617-963-2423 

Date Made Active in Reports: 10/10/2017 Last EDR Contact: 11/02/2018 

Number of Days to Update: 68 Next Scheduled EDR Contact: 02/11/2019 


Data Release Frequency: Annually 
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BROWNFIELDS 2: Potential Brownfields Listing 
A listing of potential brownfields site locations in the state. 


Date of Government Version: 05/22/2017 Source: Department of Environmental Protection 
Date Data Arrived at EDR: 08/03/2017 Telephone: 617-556-1007 

Date Made Active in Reports: 09/22/2017 Last EDR Contact: 11/02/2018 

Number of Days to Update: 50 Next Scheduled EDR Contact: 02/11/2019 


Data Release Frequency: Varies 
ADDITIONAL ENVIRONMENTAL RECORDS 


Local Brownfield lists 


US BROWNFIELDS: A Listing of Brownfields Sites 
Brownfields are real property, the expansion, redevelopment, or reuse of which may be complicated by the presence 
or potential presence of a hazardous substance, pollutant, or contaminant. Cleaning up and reinvesting in these 
properties takes development pressures off of undeveloped, open land, and both improves and protects the environment. 
Assessment, Cleanup and Redevelopment Exchange System (ACRES) stores information reported by EPA Brownfields 
grant recipients on brownfields properties assessed or cleaned up with grant funding as well as information on 
Targeted Brownfields Assessments performed by EPA Regions. A listing of ACRES Brownfield sites is obtained from 
Cleanups in My Community. Cleanups in My Community provides information on Brownfields properties for which information 
is reported back to EPA, as well as areas served by Brownfields grant programs. 


Date of Government Version: 09/18/2018 Source: Environmental Protection Agency 
Date Data Arrived at EDR: 09/18/2018 Telephone: 202-566-2777 

Date Made Active in Reports: 11/09/2018 Last EDR Contact: 09/18/2018 

Number of Days to Update: 52 Next Scheduled EDR Contact: 12/31/2018 


Data Release Frequency: Semi-Annually 
Local Lists of Landfill / Solid Waste Disposal Sites 


INDIAN ODI: Report on the Status of Open Dumps on Indian Lands 
Location of open dumps on Indian land. 


Date of Government Version: 12/31/1998 Source: Environmental Protection Agency 
Date Data Arrived at EDR: 12/03/2007 Telephone: 703-308-8245 

Date Made Active in Reports: 01/24/2008 Last EDR Contact: 10/25/2018 

Number of Days to Update: 52 Next Scheduled EDR Contact: 02/11/2019 


Data Release Frequency: Varies 


DEBRIS REGION 9: Torres Martinez Reservation Illegal Dump Site Locations 
A listing of illegal dump sites location on the Torres Martinez Indian Reservation located in eastern Riverside 
County and northern Imperial County, California. 


Date of Government Version: 01/12/2009 Source: EPA, Region 9 

Date Data Arrived at EDR: 05/07/2009 Telephone: 415-947-4219 

Date Made Active in Reports: 09/21/2009 Last EDR Contact: 10/22/2018 

Number of Days to Update: 137 Next Scheduled EDR Contact: 02/04/2019 


Data Release Frequency: No Update Planned 


ODI: Open Dump Inventory 


An open dump is defined as a disposal facility that does not comply with one or more of the Part 257 or Part 258 
Subtitle D Criteria. 


Date of Government Version: 06/30/1985 Source: Environmental Protection Agency 
Date Data Arrived at EDR: 08/09/2004 Telephone: 800-424-9346 

Date Made Active in Reports: 09/17/2004 Last EDR Contact: 06/09/2004 

Number of Days to Update: 39 Next Scheduled EDR Contact: N/A 


Data Release Frequency: No Update Planned 
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IHS OPEN DUMPS: Open Dumps on Indian Land 
A listing of all open dumps located on Indian Land in the United States. 


Date of Government Version: 04/01/2014 Source: Department of Health & Human Serivces, Indian Health Service 
Date Data Arrived at EDR: 08/06/2014 Telephone: 301-443-1452 

Date Made Active in Reports: 01/29/2015 Last EDR Contact: 11/02/2018 

Number of Days to Update: 176 Next Scheduled EDR Contact: 02/11/2019 


Data Release Frequency: Varies 
Local Lists of Hazardous waste / Contaminated Sites 


US HIST CDL: National Clandestine Laboratory Register 
A listing of clandestine drug lab locations that have been removed from the DEAs National Clandestine Laboratory 


Register. 

Date of Government Version: 09/21/2018 Source: Drug Enforcement Administration 
Date Data Arrived at EDR: 09/21/2018 Telephone: 202-307-1000 

Date Made Active in Reports: 11/09/2018 Last EDR Contact: 11/26/2018 

Number of Days to Update: 49 Next Scheduled EDR Contact: 03/11/2019 


Data Release Frequency: No Update Planned 


US CDL: Clandestine Drug Labs 
A listing of clandestine drug lab locations. The U.S. Department of Justice ("the Department") provides this 
web site as a public service. It contains addresses of some locations where law enforcement agencies reported 
they found chemicals or other items that indicated the presence of either clandestine drug laboratories or dumpsites. 
In most cases, the source of the entries is not the Department, and the Department has not verified the entry 
and does not guarantee its accuracy. Members of the public must verify the accuracy of all entries by, for example, 
contacting local law enforcement and local health departments. 


Date of Government Version: 09/21/2018 Source: Drug Enforcement Administration 
Date Data Arrived at EDR: 09/21/2018 Telephone: 202-307-1000 

Date Made Active in Reports: 11/09/2018 Last EDR Contact: 11/26/2018 

Number of Days to Update: 49 Next Scheduled EDR Contact: 03/11/2019 


Data Release Frequency: Quarterly 
Local Land Records 


LIENS: Liens Information Listing 
A listing of environmental liens. 


Date of Government Version: 03/07/2018 Source: Department of Environmental Protection 
Date Data Arrived at EDR: 03/09/2018 Telephone: 617-292-5628 

Date Made Active in Reports: 06/21/2018 Last EDR Contact: 11/15/2018 

Number of Days to Update: 104 Next Scheduled EDR Contact: 03/04/2019 


Data Release Frequency: Varies 


LIENS 2: CERCLA Lien Information 
A Federal CERCLA (’Superfund’) lien can exist by operation of law at any site or property at which EPA has spent 


Superfund monies. These monies are spent to investigate and address releases and threatened releases of contamination. 
CERCLIS provides information as to the identity of these sites and properties. 


Date of Government Version: 08/13/2018 Source: Environmental Protection Agency 
Date Data Arrived at EDR: 10/04/2018 Telephone: 202-564-6023 

Date Made Active in Reports: 11/16/2018 Last EDR Contact: 11/27/2018 

Number of Days to Update: 43 Next Scheduled EDR Contact: 02/04/2019 


Data Release Frequency: Semi-Annually 


Records of Emergency Release Reports 
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HMIRS: Hazardous Materials Information Reporting System 
Hazardous Materials Incident Report System. HMIRS contains hazardous material spill incidents reported to DOT. 


Date of Government Version: 03/26/2018 Source: U.S. Department of Transportation 
Date Data Arrived at EDR: 03/27/2018 Telephone: 202-366-4555 

Date Made Active in Reports: 06/08/2018 Last EDR Contact: 09/25/2018 

Number of Days to Update: 73 Next Scheduled EDR Contact: 01/07/2019 


Data Release Frequency: Quarterly 


RELEASE: Reportable Releases 
Contains information on all releases of oil and hazardous materials that have been reported to DEP 


Date of Government Version: 07/10/2018 Source: Department of Environmental Protection 
Date Data Arrived at EDR: 10/03/2018 Telephone: 617-292-5990 

Date Made Active in Reports: 10/05/2018 Last EDR Contact: 10/03/2018 

Number of Days to Update: 2 Next Scheduled EDR Contact: 01/21/2019 


Data Release Frequency: Quarterly 


MA SPILLS: Historical Spill List 
The Spills Database was the release notification tracking system for spills that occurred prior to October 1, 
1993. This information should be considered to be primarily of historical interest since all of the listed spills 
have either been cleaned up or assigned new tracking numbers and moved to the Reportable Releases or Sites Transition 
List databases. 


Date of Government Version: 09/30/1993 Source: Department of Environmental Protection 
Date Data Arrived at EDR: 12/03/2003 Telephone: 617-292-5720 

Date Made Active in Reports: 12/31/2003 Last EDR Contact: 12/03/2003 

Number of Days to Update: 28 Next Scheduled EDR Contact: N/A 


Data Release Frequency: No Update Planned 


SPILLS 90: SPILLS90 data from FirstSearch 
Spills 90 includes those spill and release records available exclusively from FirstSearch databases. Typically, 
they may include chemical, oil and/or hazardous substance spills recorded after 1990. Duplicate records that are 
already included in EDR incident and release records are not included in Spills 90. 


Date of Government Version: 12/11/2012 Source: FirstSearch 

Date Data Arrived at EDR: 01/03/2013 Telephone: N/A 

Date Made Active in Reports: 02/08/2013 Last EDR Contact: 01/03/2013 
Number of Days to Update: 36 Next Scheduled EDR Contact: N/A 


Data Release Frequency: No Update Planned 


SPILLS 80: SPILLS80 data from FirstSearch 
Spills 80 includes those spill and release records available from FirstSearch databases prior to 1990. Typically, 
they may include chemical, oil and/or hazardous substance spills recorded before 1990. Duplicate records that 
are already included in EDR incident and release records are not included in Spills 80. 


Date of Government Version: 03/10/1998 Source: FirstSearch 

Date Data Arrived at EDR: 01/03/2013 Telephone: N/A 

Date Made Active in Reports: 03/05/2013 Last EDR Contact: 01/03/2013 
Number of Days to Update: 61 Next Scheduled EDR Contact: N/A 


Data Release Frequency: No Update Planned 
Other Ascertainable Records 


RCRA NonGen / NLR: RCRA - Non Generators / No Longer Regulated 
RCRAInfo is EPA's comprehensive information system, providing access to data supporting the Resource Conservation 
and Recovery Act (RCRA) of 1976 and the Hazardous and Solid Waste Amendments (HSWA) of 1984. The database 
includes selective information on sites which generate, transport, store, treat and/or dispose of hazardous waste 
as defined by the Resource Conservation and Recovery Act (RCRA). Non-Generators do not presently generate hazardous 
waste. 
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Date of Government Version: 03/01/2018 
Date Data Arrived at EDR: 03/28/2018 
Date Made Active in Reports: 06/22/2018 
Number of Days to Update: 86 


Source: Environmental Protection Agency 
Telephone: (888) 372-7341 

Last EDR Contact: 12/03/2018 

Next Scheduled EDR Contact: 01/07/2019 
Data Release Frequency: Quarterly 


FUDS: Formerly Used Defense Sites 
The listing includes locations of Formerly Used Defense Sites properties where the US Army Corps of Engineers 
is actively working or will take necessary cleanup actions. 


Date of Government Version: 01/31/2015 
Date Data Arrived at EDR: 07/08/2015 
Date Made Active in Reports: 10/13/2015 
Number of Days to Update: 97 


Source: U.S. Army Corps of Engineers 
Telephone: 202-528-4285 

Last EDR Contact: 11/19/2018 

Next Scheduled EDR Contact: 03/04/2019 
Data Release Frequency: Varies 


DOD: Department of Defense Sites 
This data set consists of federally owned or administered lands, administered by the Department of Defense, that 
have any area equal to or greater than 640 acres of the United States, Puerto Rico, and the U.S. Virgin Islands. 


Date of Government Version: 12/31/2005 Source: USGS 

Date Data Arrived at EDR: 11/10/2006 Telephone: 888-275-8747 

Date Made Active in Reports: 01/11/2007 Last EDR Contact: 10/12/2018 

Number of Days to Update: 62 Next Scheduled EDR Contact: 01/21/2019 
Data Release Frequency: Semi-Annually 


FEDLAND: Federal and Indian Lands 
Federally and Indian administrated lands of the United States. Lands included are administrated by: Army Corps 
of Engineers, Bureau of Reclamation, National Wild and Scenic River, National Wildlife Refuge, Public Domain Land, 
Wilderness, Wilderness Study Area, Wildlife Management Area, Bureau of Indian Affairs, Bureau of Land Management, 
Department of Justice, Forest Service, Fish and Wildlife Service, National Park Service. 


Date of Government Version: 12/31/2005 
Date Data Arrived at EDR: 02/06/2006 
Date Made Active in Reports: 01/11/2007 
Number of Days to Update: 339 


Source: U.S. Geological Survey 
Telephone: 888-275-8747 

Last EDR Contact: 10/12/2018 

Next Scheduled EDR Contact: 01/21/2019 
Data Release Frequency: N/A 


SCRD DRYCLEANERS: State Coalition for Remediation of Drycleaners Listing 
The State Coalition for Remediation of Drycleaners was established in 1998, with support from the U.S. EPA Office 
of Superfund Remediation and Technology Innovation. It is comprised of representatives of states with established 
drycleaner remediation programs. Currently the member states are Alabama, Connecticut, Florida, Illinois, Kansas, 


Minnesota, Missouri, North Carolina, Oregon, South Carolina, Tennessee, Texas, and Wisconsin. 


Date of Government Version: 01/01/2017 
Date Data Arrived at EDR: 02/03/2017 
Date Made Active in Reports: 04/07/2017 
Number of Days to Update: 63 


US FIN ASSUR: Financial Assurance Information 


Source: Environmental Protection Agency 
Telephone: 615-532-8599 

Last EDR Contact: 11/16/2018 

Next Scheduled EDR Contact: 02/25/2019 
Data Release Frequency: Varies 


All owners and operators of facilities that treat, store, or dispose of hazardous waste are required to provide 
proof that they will have sufficient funds to pay for the clean up, closure, and post-closure care of their facilities. 


Date of Government Version: 08/31/2018 
Date Data Arrived at EDR: 09/25/2018 
Date Made Active in Reports: 11/09/2018 
Number of Days to Update: 45 


Source: Environmental Protection Agency 
Telephone: 202-566-1917 

Last EDR Contact: 09/25/2018 

Next Scheduled EDR Contact: 01/07/2019 
Data Release Frequency: Quarterly 
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EPA WATCH LIST: EPA WATCH LIST 


EPA maintains a "Watch List" to facilitate dialogue between EPA, state and local environmental agencies on enforcement 
matters relating to facilities with alleged violations identified as either significant or high priority. Being 

on the Watch List does not mean that the facility has actually violated the law only that an investigation by 

EPA or a state or local environmental agency has led those organizations to allege that an unproven violation 

has in fact occurred. Being on the Watch List does not represent a higher level of concern regarding the alleged 
violations that were detected, but instead indicates cases requiring additional dialogue between EPA, state and 

local agencies - primarily because of the length of time the alleged violation has gone unaddressed or unresolved. 


Date of Government Version: 08/30/2013 
Date Data Arrived at EDR: 03/21/2014 
Date Made Active in Reports: 06/17/2014 
Number of Days to Update: 88 


Source: Environmental Protection Agency 
Telephone: 617-520-3000 

Last EDR Contact: 11/05/2018 

Next Scheduled EDR Contact: 02/18/2019 
Data Release Frequency: Quarterly 


2020 COR ACTION: 2020 Corrective Action Program List 
The EPA has set ambitious goals for the RCRA Corrective Action program by creating the 2020 Corrective Action 
Universe. This RCRA cleanup baseline includes facilities expected to need corrective action. The 2020 universe 
contains a wide variety of sites. Some properties are heavily contaminated while others were contaminated but 
have since been cleaned up. Still others have not been fully investigated yet, and may require little or no remediation. 
Inclusion in the 2020 Universe does not necessarily imply failure on the part of a facility to meet its RCRA obligations. 


Date of Government Version: 09/30/2017 
Date Data Arrived at EDR: 05/08/2018 
Date Made Active in Reports: 07/20/2018 
Number of Days to Update: 73 


TSCA: Toxic Substances Control Act 


Source: Environmental Protection Agency 
Telephone: 703-308-4044 

Last EDR Contact: 11/09/2018 

Next Scheduled EDR Contact: 02/18/2019 
Data Release Frequency: Varies 


Toxic Substances Control Act. TSCA identifies manufacturers and importers of chemical substances included on the 
TSCA Chemical Substance Inventory list. It includes data on the production volume of these substances by plant 


site. 


Date of Government Version: 12/31/2016 
Date Data Arrived at EDR: 06/21/2017 
Date Made Active in Reports: 01/05/2018 
Number of Days to Update: 198 


TRIS: Toxic Chemical Release Inventory System 


Source: EPA 

Telephone: 202-260-5521 

Last EDR Contact: 09/21/2018 

Next Scheduled EDR Contact: 12/31/2018 
Data Release Frequency: Every 4 Years 


Toxic Release Inventory System. TRIS identifies facilities which release toxic chemicals to the air, water and 
land in reportable quantities under SARA Title 111 Section 313. 


Date of Government Version: 12/31/2016 
Date Data Arrived at EDR: 01/10/2018 
Date Made Active in Reports: 01/12/2018 
Number of Days to Update: 2 


SSTS: Section 7 Tracking Systems 


Source: EPA 

Telephone: 202-566-0250 

Last EDR Contact: 11/16/2018 

Next Scheduled EDR Contact: 03/04/2019 
Data Release Frequency: Annually 


Section 7 of the Federal Insecticide, Fungicide and Rodenticide Act, as amended (92 Stat. 829) requires all 
registered pesticide-producing establishments to submit a report to the Environmental Protection Agency by March 
1st each year. Each establishment must report the types and amounts of pesticides, active ingredients and devices 
being produced, and those having been produced and sold or distributed in the past year. 


Date of Government Version: 12/31/2009 
Date Data Arrived at EDR: 12/10/2010 
Date Made Active in Reports: 02/25/2011 
Number of Days to Update: 77 


Source: EPA 

Telephone: 202-564-4203 

Last EDR Contact: 10/24/2018 

Next Scheduled EDR Contact: 02/04/2019 
Data Release Frequency: Annually 
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ROD: Records Of Decision 
Record of Decision. ROD documents mandate a permanent remedy at an NPL (Superfund) site containing technical 
and health information to aid in the cleanup. 


Date of Government Version: 08/13/2018 Source: EPA 

Date Data Arrived at EDR: 10/04/2018 Telephone: 703-416-0223 

Date Made Active in Reports: 11/16/2018 Last EDR Contact: 11/27/2018 

Number of Days to Update: 43 Next Scheduled EDR Contact: 03/18/2019 


Data Release Frequency: Annually 


RMP: Risk Management Plans 
When Congress passed the Clean Air Act Amendments of 1990, it required EPA to publish regulations and guidance 
for chemical accident prevention at facilities using extremely hazardous substances. The Risk Management Program 
Rule (RMP Rule) was written to implement Section 112(r) of these amendments. The rule, which built upon existing 
industry codes and standards, requires companies of all sizes that use certain flammable and toxic substances 
to develop a Risk Management Program, which includes a(n): Hazard assessment that details the potential effects 
of an accidental release, an accident history of the last five years, and an evaluation of worst-case and alternative 
accidental releases; Prevention program that includes safety precautions and maintenance, monitoring, and employee 
training measures; and Emergency response program that spells out emergency health care, employee training measures 
and procedures for informing the public and response agencies (e.g the fire department) should an accident occur. 


Date of Government Version: 08/01/2018 Source: Environmental Protection Agency 
Date Data Arrived at EDR: 08/22/2018 Telephone: 202-564-8600 

Date Made Active in Reports: 10/05/2018 Last EDR Contact: 10/23/2018 

Number of Days to Update: 44 Next Scheduled EDR Contact: 02/04/2019 


Data Release Frequency: Varies 


RAATS: RCRA Administrative Action Tracking System 
RCRA Administration Action Tracking System. RAATS contains records based on enforcement actions issued under RCRA 
pertaining to major violators and includes administrative and civil actions brought by the EPA. For administration 
actions after September 30, 1995, data entry in the RAATS database was discontinued. EPA will retain a copy of 
the database for historical records. It was necessary to terminate RAATS because a decrease in agency resources 
made it impossible to continue to update the information contained in the database. 


Date of Government Version: 04/17/1995 Source: EPA 

Date Data Arrived at EDR: 07/03/1995 Telephone: 202-564-4104 

Date Made Active in Reports: 08/07/1995 Last EDR Contact: 06/02/2008 

Number of Days to Update: 35 Next Scheduled EDR Contact: 09/01/2008 


Data Release Frequency: No Update Planned 


PRP: Potentially Responsible Parties 
A listing of verified Potentially Responsible Parties 


Date of Government Version: 08/13/2018 Source: EPA 

Date Data Arrived at EDR: 10/04/2018 Telephone: 202-564-6023 

Date Made Active in Reports: 11/09/2018 Last EDR Contact: 10/04/2018 

Number of Days to Update: 36 Next Scheduled EDR Contact: 02/18/2019 


Data Release Frequency: Quarterly 


PADS: PCB Activity Database System 
PCB Activity Database. PADS Identifies generators, transporters, commercial storers and/or brokers and disposers 
of PCB's who are required to notify the EPA of such activities. 


Date of Government Version: 06/01/2017 Source: EPA 

Date Data Arrived at EDR: 06/09/2017 Telephone: 202-566-0500 

Date Made Active in Reports: 10/13/2017 Last EDR Contact: 10/11/2018 

Number of Days to Update: 126 Next Scheduled EDR Contact: 01/21/2019 


Data Release Frequency: Annually 
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ICIS: Integrated Compliance Information System 
The Integrated Compliance Information System (ICIS) supports the information needs of the national enforcement 
and compliance program as well as the unique needs of the National Pollutant Discharge Elimination System (NPDES) 


program. 

Date of Government Version: 11/18/2016 Source: Environmental Protection Agency 
Date Data Arrived at EDR: 11/23/2016 Telephone: 202-564-2501 

Date Made Active in Reports: 02/10/2017 Last EDR Contact: 10/09/2018 

Number of Days to Update: 79 Next Scheduled EDR Contact: 01/21/2019 


Data Release Frequency: Quarterly 


FTTS: FIFRA/ TSCA Tracking System - FIFRA (Federal Insecticide, Fungicide, & Rodenticide Act)/TSCA (Toxic Substances Control Act) 
FTTS tracks administrative cases and pesticide enforcement actions and compliance activities related to FIFRA, 
TSCA and EPCRA (Emergency Planning and Community Right-to-Know Act). To maintain currency, EDR contacts the 
Agency on a quarterly basis. 


Date of Government Version: 04/09/2009 Source: EPA/Office of Prevention, Pesticides and Toxic Substances 
Date Data Arrived at EDR: 04/16/2009 Telephone: 202-566-1667 

Date Made Active in Reports: 05/11/2009 Last EDR Contact: 08/18/2017 

Number of Days to Update: 25 Next Scheduled EDR Contact: 12/04/2017 


Data Release Frequency: Quarterly 


FTTS INSP: FIFRA/ TSCA Tracking System - FIFRA (Federal Insecticide, Fungicide, & Rodenticide Act)/TSCA (Toxic Substances Control Act) 
A listing of FIFRA/TSCA Tracking System (FTTS) inspections and enforcements. 


Date of Government Version: 04/09/2009 Source: EPA 

Date Data Arrived at EDR: 04/16/2009 Telephone: 202-566-1667 

Date Made Active in Reports: 05/11/2009 Last EDR Contact: 08/18/2017 

Number of Days to Update: 25 Next Scheduled EDR Contact: 12/04/2017 


Data Release Frequency: Quarterly 


MLTS: Material Licensing Tracking System 
MLTS is maintained by the Nuclear Regulatory Commission and contains a list of approximately 8,100 sites which 
possess or use radioactive materials and which are subject to NRC licensing requirements. To maintain currency, 
EDR contacts the Agency on a quarterly basis. 


Date of Government Version: 08/30/2016 Source: Nuclear Regulatory Commission 
Date Data Arrived at EDR: 09/08/2016 Telephone: 301-415-7169 

Date Made Active in Reports: 10/21/2016 Last EDR Contact: 10/11/2018 

Number of Days to Update: 43 Next Scheduled EDR Contact: 02/04/2019 


Data Release Frequency: Quarterly 


COAL ASH DOE: Steam-Electric Plant Operation Data 
A listing of power plants that store ash in surface ponds. 


Date of Government Version: 12/31/2005 Source: Department of Energy 

Date Data Arrived at EDR: 08/07/2009 Telephone: 202-586-8719 

Date Made Active in Reports: 10/22/2009 Last EDR Contact: 12/05/2018 

Number of Days to Update: 76 Next Scheduled EDR Contact: 03/18/2019 


Data Release Frequency: Varies 


COAL ASH EPA: Coal Combustion Residues Surface Impoundments List 
A listing of coal combustion residues surface impoundments with high hazard potential ratings. 


Date of Government Version: 07/01/2014 Source: Environmental Protection Agency 
Date Data Arrived at EDR: 09/10/2014 Telephone: N/A 

Date Made Active in Reports: 10/20/2014 Last EDR Contact: 12/03/2018 

Number of Days to Update: 40 Next Scheduled EDR Contact: 03/18/2019 


Data Release Frequency: Varies 
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PCB TRANSFORMER: PCB Transformer Registration Database 
The database of PCB transformer registrations that includes all PCB registration submittals. 


Date of Government Version: 05/24/2017 Source: Environmental Protection Agency 
Date Data Arrived at EDR: 11/30/2017 Telephone: 202-566-0517 

Date Made Active in Reports: 12/15/2017 Last EDR Contact: 10/26/2018 

Number of Days to Update: 15 Next Scheduled EDR Contact: 02/04/2019 


Data Release Frequency: Varies 


RADINFO: Radiation Information Database 
The Radiation Information Database (RADINFO) contains information about facilities that are regulated by U.S. 
Environmental Protection Agency (EPA) regulations for radiation and radioactivity. 


Date of Government Version: 10/02/2018 Source: Environmental Protection Agency 
Date Data Arrived at EDR: 10/03/2018 Telephone: 202-343-9775 

Date Made Active in Reports: 11/09/2018 Last EDR Contact: 10/03/2018 

Number of Days to Update: 37 Next Scheduled EDR Contact: 01/14/2019 


Data Release Frequency: Quarterly 


HIST FTTS: FIFRA/TSCA Tracking System Administrative Case Listing 
A complete administrative case listing from the FIFRA/TSCA Tracking System (FTTS) for all ten EPA regions. The 
information was obtained from the National Compliance Database (NCDB). NCDB supports the implementation of FIFRA 
(Federal Insecticide, Fungicide, and Rodenticide Act) and TSCA (Toxic Substances Control Act). Some EPA regions 
are now closing out records. Because of that, and the fact that some EPA regions are not providing EPA Headquarters 
with updated records, it was decided to create a HIST FTTS database. It included records that may not be included 
in the newer FTTS database updates. This database is no longer updated. 


Date of Government Version: 10/19/2006 Source: Environmental Protection Agency 
Date Data Arrived at EDR: 03/01/2007 Telephone: 202-564-2501 

Date Made Active in Reports: 04/10/2007 Last EDR Contact: 12/17/2007 

Number of Days to Update: 40 Next Scheduled EDR Contact: 03/17/2008 


Data Release Frequency: No Update Planned 


HIST FTTS INSP: FIFRA/TSCA Tracking System Inspection & Enforcement Case Listing 
A complete inspection and enforcement case listing from the FIFRA/TSCA Tracking System (FTTS) for all ten EPA 
regions. The information was obtained from the National Compliance Database (NCDB). NCDB supports the implementation 
of FIFRA (Federal Insecticide, Fungicide, and Rodenticide Act) and TSCA (Toxic Substances Control Act). Some 
EPA regions are now closing out records. Because of that, and the fact that some EPA regions are not providing 
EPA Headquarters with updated records, it was decided to create a HIST FTTS database. It included records that 
may not be included in the newer FTTS database updates. This database is no longer updated. 


Date of Government Version: 10/19/2006 Source: Environmental Protection Agency 
Date Data Arrived at EDR: 03/01/2007 Telephone: 202-564-2501 

Date Made Active in Reports: 04/10/2007 Last EDR Contact: 12/17/2008 

Number of Days to Update: 40 Next Scheduled EDR Contact: 03/17/2008 


Data Release Frequency: No Update Planned 


DOT OPS: Incident and Accident Data 
Department of Transporation, Office of Pipeline Safety Incident and Accident data. 


Date of Government Version: 07/31/2012 Source: Department of Transporation, Office of Pipeline Safety 
Date Data Arrived at EDR: 08/07/2012 Telephone: 202-366-4595 

Date Made Active in Reports: 09/18/2012 Last EDR Contact: 10/30/2018 

Number of Days to Update: 42 Next Scheduled EDR Contact: 02/11/2019 


Data Release Frequency: Varies 


CONSENT: Superfund (CERCLA) Consent Decrees 
Major legal settlements that establish responsibility and standards for cleanup at NPL (Superfund) sites. Released 
periodically by United States District Courts after settlement by parties to litigation matters. 
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Date of Government Version: 06/30/2018 Source: Department of Justice, Consent Decree Library 
Date Data Arrived at EDR: 07/17/2018 Telephone: Varies 

Date Made Active in Reports: 10/05/2018 Last EDR Contact: 10/01/2018 

Number of Days to Update: 80 Next Scheduled EDR Contact: 12/31/2018 


Data Release Frequency: Varies 


BRS: Biennial Reporting System 
The Biennial Reporting System is a national system administered by the EPA that collects data on the generation 
and management of hazardous waste. BRS captures detailed data from two groups: Large Quantity Generators (LQG) 
and Treatment, Storage, and Disposal Facilities. 


Date of Government Version: 12/31/2015 Source: EPA/NTIS 

Date Data Arrived at EDR: 02/22/2017 Telephone: 800-424-9346 

Date Made Active in Reports: 09/28/2017 Last EDR Contact: 11/21/2018 

Number of Days to Update: 218 Next Scheduled EDR Contact: 03/04/2019 


Data Release Frequency: Biennially 


INDIAN RESERV: Indian Reservations 
This map layer portrays Indian administered lands of the United States that have any area equal to or greater 
than 640 acres. 


Date of Government Version: 12/31/2014 Source: USGS 

Date Data Arrived at EDR: 07/14/2015 Telephone: 202-208-3710 

Date Made Active in Reports: 01/10/2017 Last EDR Contact: 10/09/2018 

Number of Days to Update: 546 Next Scheduled EDR Contact: 01/21/2019 


Data Release Frequency: Semi-Annually 


FUSRAP: Formerly Utilized Sites Remedial Action Program 
DOE established the Formerly Utilized Sites Remedial Action Program (FUSRAP) in 1974 to remediate sites where 
radioactive contamination remained from Manhattan Project and early U.S. Atomic Energy Commission (AEC) operations. 


Date of Government Version: 08/08/2017 Source: Department of Energy 

Date Data Arrived at EDR: 09/11/2018 Telephone: 202-586-3559 

Date Made Active in Reports: 09/14/2018 Last EDR Contact: 11/01/2018 

Number of Days to Update: 3 Next Scheduled EDR Contact: 02/18/2019 


Data Release Frequency: Varies 


UMTRA: Uranium Mill Tailings Sites 
Uranium ore was mined by private companies for federal government use in national defense programs. When the mills 
shut down, large piles of the sand-like material (mill tailings) remain after uranium has been extracted from 
the ore. Levels of human exposure to radioactive materials from the piles are low; however, in some cases tailings 
were used as construction materials before the potential health hazards of the tailings were recognized. 


Date of Government Version: 06/23/2017 Source: Department of Energy 

Date Data Arrived at EDR: 10/11/2017 Telephone: 505-845-0011 

Date Made Active in Reports: 11/03/2017 Last EDR Contact: 11/16/2018 

Number of Days to Update: 23 Next Scheduled EDR Contact: 03/04/2019 


Data Release Frequency: Varies 


LEAD SMELTER 1: Lead Smelter Sites 
A listing of former lead smelter site locations. 


Date of Government Version: 08/13/2018 Source: Environmental Protection Agency 
Date Data Arrived at EDR: 10/04/2018 Telephone: 703-603-8787 

Date Made Active in Reports: 11/16/2018 Last EDR Contact: 11/27/2018 

Number of Days to Update: 43 Next Scheduled EDR Contact: 01/14/2019 


Data Release Frequency: Varies 


LEAD SMELTER 2: Lead Smelter Sites 
A list of several hundred sites in the U.S. where secondary lead smelting was done from 1931and 1964. These sites 
may pose a threat to public health through ingestion or inhalation of contaminated soil or dust 
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Date of Government Version: 04/05/2001 Source: American Journal of Public Health 
Date Data Arrived at EDR: 10/27/2010 Telephone: 703-305-6451 

Date Made Active in Reports: 12/02/2010 Last EDR Contact: 12/02/2009 

Number of Days to Update: 36 Next Scheduled EDR Contact: N/A 


Data Release Frequency: No Update Planned 


US AIRS (AFS): Aerometric Information Retrieval System Facility Subsystem (AFS) 
The database is a sub-system of Aerometric Information Retrieval System (AIRS). AFS contains compliance data 
on air pollution point sources regulated by the U.S. EPA and/or state and local air regulatory agencies. This 
information comes from source reports by various stationary sources of air pollution, such as electric power plants, 
steel mills, factories, and universities, and provides information about the air pollutants they produce. Action, 
air program, air program pollutant, and general level plant data. It is used to track emissions and compliance 
data from industrial plants. 


Date of Government Version: 10/12/2016 Source: EPA 

Date Data Arrived at EDR: 10/26/2016 Telephone: 202-564-2496 

Date Made Active in Reports: 02/03/2017 Last EDR Contact: 09/26/2017 

Number of Days to Update: 100 Next Scheduled EDR Contact: 01/08/2018 


Data Release Frequency: Annually 


US AIRS MINOR: Air Facility System Data 
A listing of minor source facilities. 


Date of Government Version: 10/12/2016 Source: EPA 

Date Data Arrived at EDR: 10/26/2016 Telephone: 202-564-2496 

Date Made Active in Reports: 02/03/2017 Last EDR Contact: 09/26/2017 

Number of Days to Update: 100 Next Scheduled EDR Contact: 01/08/2018 


Data Release Frequency: Annually 


US MINES: Mines Master Index File 
Contains all mine identification numbers issued for mines active or opened since 1971. The data also includes 
violation information. 


Date of Government Version: 08/01/2018 Source: Department of Labor, Mine Safety and Health Administration 
Date Data Arrived at EDR: 08/29/2018 Telephone: 303-231-5959 

Date Made Active in Reports: 10/05/2018 Last EDR Contact: 11/30/2018 

Number of Days to Update: 37 Next Scheduled EDR Contact: 03/11/2019 


Data Release Frequency: Semi-Annually 


US MINES 2: Ferrous and Nonferrous Metal Mines Database Listing 
This map layer includes ferrous (ferrous metal mines are facilities that extract ferrous metals, such as iron 
ore or molybdenum) and nonferrous (Nonferrous metal mines are facilities that extract nonferrous metals, such 
as gold, silver, copper, zinc, and lead) metal mines in the United States. 


Date of Government Version: 12/05/2005 Source: USGS 

Date Data Arrived at EDR: 02/29/2008 Telephone: 703-648-7709 

Date Made Active in Reports: 04/18/2008 Last EDR Contact: 11/30/2018 

Number of Days to Update: 49 Next Scheduled EDR Contact: 03/11/2019 


Data Release Frequency: Varies 


US MINES 3: Active Mines & Mineral Plants Database Listing 
Active Mines and Mineral Processing Plant operations for commodities monitored by the Minerals Information Team 


of the USGS. 

Date of Government Version: 04/14/2011 Source: USGS 

Date Data Arrived at EDR: 06/08/2011 Telephone: 703-648-7709 

Date Made Active in Reports: 09/13/2011 Last EDR Contact: 11/30/2018 

Number of Days to Update: 97 Next Scheduled EDR Contact: 03/11/2019 


Data Release Frequency: Varies 
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ABANDONED MINES: Abandoned Mines 


An inventory of land and water impacted by past mining (primarily coal mining) is maintained by OSMRE to provide 
information needed to implement the Surface Mining Control and Reclamation Act of 1977 (SMCRA). The inventory 
contains information on the location, type, and extent of AML impacts, as well as, information on the cost associated 
with the reclamation of those problems. The inventory is based upon field surveys by State, Tribal, and OSMRE 
program officials. It is dynamic to the extent that it is modified as new problems are identified and existing 


problems are reclaimed. 


Date of Government Version: 09/10/2018 
Date Data Arrived at EDR: 09/11/2018 
Date Made Active in Reports: 09/14/2018 
Number of Days to Update: 3 


Source: Department of Interior 
Telephone: 202-208-2609 

Last EDR Contact: 09/10/2018 

Next Scheduled EDR Contact: 12/24/2018 
Data Release Frequency: Quarterly 


FINDS: Facility Index System/Facility Registry System 
Facility Index System. FINDS contains both facility information and 'pointers' to other sources that contain more 
detail. EDR includes the following FINDS databases in this report: PCS (Permit Compliance System), AIRS (Aerometric 
Information Retrieval System), DOCKET (Enforcement Docket used to manage and track information on civil judicial 
enforcement cases for all environmental statutes), FURS (Federal Underground Injection Control), C-DOCKET (Criminal 
Docket System used to track criminal enforcement actions for all environmental statutes), FFIS (Federal Facilities 
Information System), STATE (State Environmental Laws and Statutes), and PADS (PCB Activity Data System). 


Date of Government Version: 08/07/2018 
Date Data Arrived at EDR: 09/05/2018 
Date Made Active in Reports: 10/05/2018 
Number of Days to Update: 30 


Source: EPA 

Telephone: (617) 918-1111 

Last EDR Contact: 12/05/2018 

Next Scheduled EDR Contact: 03/18/2019 
Data Release Frequency: Quarterly 


DOCKET HWC: Hazardous Waste Compliance Docket Listing 
A complete list of the Federal Agency Hazardous Waste Compliance Docket Facilities. 


Date of Government Version: 05/31/2018 
Date Data Arrived at EDR: 07/26/2018 
Date Made Active in Reports: 10/05/2018 
Number of Days to Update: 71 


Source: Environmental Protection Agency 
Telephone: 202-564-0527 

Last EDR Contact: 11/30/2018 

Next Scheduled EDR Contact: 03/11/2019 
Data Release Frequency: Varies 


ECHO: Enforcement & Compliance History Information 
ECHO provides integrated compliance and enforcement information for about 800,000 regulated facilities nationwide. 


Date of Government Version: 09/02/2018 
Date Data Arrived at EDR: 09/05/2018 
Date Made Active in Reports: 09/14/2018 
Number of Days to Update: 9 


UXO: Unexploded Ordnance Sites 
A listing of unexploded ordnance site locations 


Date of Government Version: 09/30/2017 
Date Data Arrived at EDR: 06/19/2018 
Date Made Active in Reports: 09/14/2018 
Number of Days to Update: 87 


Source: Environmental Protection Agency 
Telephone: 202-564-2280 

Last EDR Contact: 12/31/2018 

Next Scheduled EDR Contact: 03/18/2019 
Data Release Frequency: Quarterly 


Source: Department of Defense 
Telephone: 703-704-1564 

Last EDR Contact: 10/15/2018 

Next Scheduled EDR Contact: 01/28/2019 
Data Release Frequency: Varies 


FUELS PROGRAM: EPA Fuels Program Registered Listing 
This listing includes facilities that are registered under the Part 80 (Code of Federal Regulations) EPA Fuels 
Programs. All companies now are required to submit new and updated registrations. 
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Date of Government Version: 08/22/2018 
Date Data Arrived at EDR: 08/22/2018 
Date Made Active in Reports: 10/05/2018 
Number of Days to Update: 44 


AIRS: Permitted Facilities Listing 
A listing of Air Quality permit applications. 


Date of Government Version: 10/17/2018 
Date Data Arrived at EDR: 10/19/2018 
Date Made Active in Reports: 10/25/2018 
Number of Days to Update: 6 


ASBESTOS: Asbestos Notification Listing 
Asbestos sites 


Date of Government Version: 09/21/2018 
Date Data Arrived at EDR: 09/28/2018 
Date Made Active in Reports: 10/29/2018 
Number of Days to Update: 31 


DRYCLEANERS: Regulated Drycleaning Facilities 


Source: EPA 

Telephone: 800-385-6164 

Last EDR Contact: 11/19/2018 

Next Scheduled EDR Contact: 03/04/2019 
Data Release Frequency: Quarterly 


Source: Department of Environmental Protection 
Telephone: 617-292-5789 

Last EDR Contact: 10/15/2018 

Next Scheduled EDR Contact: 01/28/2019 

Data Release Frequency: Varies 


Source: Department of Environmental Protection 
Telephone: 617-292-5982 

Last EDR Contact: 11/15/2018 

Next Scheduled EDR Contact: 12/03/2018 

Data Release Frequency: Varies 


A listing of Department of Environmental Protection regulated drycleaning facilities that use perchloroethylene 


under the Environmental Results Program. 


Date of Government Version: 11/02/2018 
Date Data Arrived at EDR: 11/08/2018 
Date Made Active in Reports: 11/14/2018 
Number of Days to Update: 6 


ENFORCEMENT: Enforcement Action Cases 


Source: Department of Environmental Protection 
Telephone: 617-292-5633 

Last EDR Contact: 10/15/2018 

Next Scheduled EDR Contact: 01/28/2019 

Data Release Frequency: Varies 


A listing of enforcement action cases tracked by Department of Environmental Protection programs, including Solid 


Waste and Hazardous Waste. 


Date of Government Version: 07/25/2018 
Date Data Arrived at EDR: 07/27/2018 
Date Made Active in Reports: 08/14/2018 
Number of Days to Update: 18 


Source: Department of Environmental Quality 
Telephone: 617-292-5979 

Last EDR Contact: 11/08/2018 

Next Scheduled EDR Contact: 02/11/2019 
Data Release Frequency: Varies 


Financial Assurance 1: Financial Assurance Information Listing 
Information for hazardous waste facilities. Financial assurance is intended to ensure that resources are available 
to pay for the cost of closure, post-closure care, and corrective measures if the owner or operator of a regulated 


facility is unable or unwilling to pay. 


Date of Government Version: 12/01/2010 
Date Data Arrived at EDR: 12/23/2010 
Date Made Active in Reports: 02/03/2011 
Number of Days to Update: 42 


Source: Department of Environmental Protection 
Telephone: 617-292-5970 

Last EDR Contact: 09/10/2018 

Next Scheduled EDR Contact: 12/24/2018 

Data Release Frequency: Varies 


Financial Assurance 2: Financial Assurance Information Listing 
A listing of financial assurance information for underground storage tanks. Financial assurance is intended to 
ensure that resources are available to pay for the cost of closure, post-closure care, and corrective measures 
if the owner or operator of a regulated facility is unable or unwilling to pay. 
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Date of Government Version: 07/11/2018 Source: Office of State Fire Marshal 

Date Data Arrived at EDR: 07/17/2018 Telephone: 978-567-3100 

Date Made Active in Reports: 09/05/2018 Last EDR Contact: 11/29/2018 

Number of Days to Update: 50 Next Scheduled EDR Contact: 01/28/2019 


Data Release Frequency: Varies 


Financial Assurance 3: Financial Assurance Information listing 
Information for solid waste facilities. Financial assurance is intended to ensure that resources are available 
to pay for the cost of closure, post-closure care, and corrective measures if the owner or operator of a regulated 
facility is unable or unwilling to pay 


Date of Government Version: 01/16/2018 Source: Department of Environmental Protection 
Date Data Arrived at EDR: 04/17/2018 Telephone: 617-292-5970 

Date Made Active in Reports: 06/15/2018 Last EDR Contact: 10/09/2018 

Number of Days to Update: 59 Next Scheduled EDR Contact: 01/21/2019 


Data Release Frequency: Varies 


GWDP: Ground Water Discharge Permits 
The Ground Water Discharge Permits datalayer (formerly known as Groundwater Discharge Points) is a statewide 
point dataset containing approximate locations of permitted discharges to groundwater. 


Date of Government Version: 01/18/2018 Source: MassGIS 

Date Data Arrived at EDR: 05/04/2018 Telephone: 617-556-1150 

Date Made Active in Reports: 05/23/2018 Last EDR Contact: 10/25/2018 

Number of Days to Update: 19 Next Scheduled EDR Contact: 02/11/2019 


Data Release Frequency: Varies 


HW GEN: List of Massachusetts Hazardous Waste Generators 
Permanent generator identification numbers for all Massachusetts generators of hazardous waste and waste oil that 
have registered with or notified MassDEP of their hazardous waste activities. 


Date of Government Version: 09/19/2018 Source: Department of Environmental Protection 
Date Data Arrived at EDR: 09/26/2018 Telephone: 617-292-5500 

Date Made Active in Reports: 10/26/2018 Last EDR Contact: 09/26/2018 

Number of Days to Update: 30 Next Scheduled EDR Contact: 01/07/2019 


Data Release Frequency: Semi-Annually 


MERCURY: Mercury Product Recyling Drop-Off Locations Listing 
A listing of locations, collecting and recycling for mercury-added products. Mercury is toxic to the human nervous 
System, as well as fish and animals. Mercury can enter the body either through skin absorption or through inhalation 
of mercury vapors. At room temperature, small beads of mercury will vaporize. 


Date of Government Version: 05/07/2018 Source: Department of Environmental Protection 
Date Data Arrived at EDR: 05/25/2018 Telephone: 617-292-5632 

Date Made Active in Reports: 06/25/2018 Last EDR Contact: 11/15/2018 

Number of Days to Update: 31 Next Scheduled EDR Contact: 03/04/2019 


Data Release Frequency: Varies 


NPDES: NPDES Permit Listing 
Listing of treatment plants in Massachusetts that hold permits to discharge to groundwater. 


Date of Government Version: 05/31/2018 Source: Department of Environmental Protection 
Date Data Arrived at EDR: 08/16/2018 Telephone: 508-767-2781 

Date Made Active in Reports: 09/05/2018 Last EDR Contact: 11/08/2018 

Number of Days to Update: 20 Next Scheduled EDR Contact: 02/25/2019 


Data Release Frequency: Varies 


TIER 2: Tier 2 Information Listing 
A listing of facilities which store or manufacture hazardous materials and submit a chemical inventory report 
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Date of Government Version: 12/31/2017 Source: Massachusetts Emergency Management Agency 
Date Data Arrived at EDR: 05/17/2018 Telephone: 508-820-2019 

Date Made Active in Reports: 06/29/2018 Last EDR Contact: 10/15/2018 

Number of Days to Update: 43 Next Scheduled EDR Contact: 01/28/2019 


Data Release Frequency: Annually 


TSD: TSD Facility 
List of Licensed Hazardous Waste Treatment, Storage Disposal Facilities (TSDFs) in Massachusetts. 


Date of Government Version: 09/25/2018 Source: Department of Environmental Protection 
Date Data Arrived at EDR: 09/27/2018 Telephone: 617-292-5580 

Date Made Active in Reports: 10/26/2018 Last EDR Contact: 09/25/2018 

Number of Days to Update: 29 Next Scheduled EDR Contact: 01/07/2019 


Data Release Frequency: Varies 
EDR HIGH RISK HISTORICAL RECORDS 


EDR Exclusive Records 


EDR MGP: EDR Proprietary Manufactured Gas Plants 
The EDR Proprietary Manufactured Gas Plant Database includes records of coal gas plants (manufactured gas plants) 
compiled by EDR's researchers. Manufactured gas sites were used in the United States from the 1800's to 1950's 
to produce a gas that could be distributed and used as fuel. These plants used whale oil, rosin, coal, or a mixture 
of coal, oil, and water that also produced a significant amount of waste. Many of the byproducts of the gas production, 
such as coal tar (oily waste containing volatile and non-volatile chemicals), sludges, oils and other compounds 
are potentially hazardous to human health and the environment. The byproduct from this process was frequently 
disposed of directly at the plant site and can remain or spread slowly, serving as a continuous source of soil 
and groundwater contamination. 


Date of Government Version: N/A Source: EDR, Inc. 

Date Data Arrived at EDR: N/A Telephone: N/A 

Date Made Active in Reports: N/A Last EDR Contact: N/A 

Number of Days to Update: N/A Next Scheduled EDR Contact: N/A 


Data Release Frequency: No Update Planned 


EDR Hist Auto: EDR Exclusive Historical Auto Stations 
EDR has searched selected national collections of business directories and has collected listings of potential 
gas station/filling station/service station sites that were available to EDR researchers. EDR's review was limited 
to those categories of sources that might, in EDR's opinion, include gas station/filling station/service station 
establishments. The categories reviewed included, but were not limited to gas, gas station, gasoline station, 
filling station, auto, automobile repair, auto service station, service station, etc. This database falls within 
a category of information EDR classifies as "High Risk Historical Records", or HRHR. EDR's HRHR effort presents 
unique and sometimes proprietary data about past sites and operations that typically create environmental concerns, 
but may not show up in current government records searches. 


Date of Government Version: N/A Source: EDR, Inc. 

Date Data Arrived at EDR: N/A Telephone: N/A 

Date Made Active in Reports: N/A Last EDR Contact: N/A 

Number of Days to Update: N/A Next Scheduled EDR Contact: N/A 


Data Release Frequency: Varies 


EDR Hist Cleaner: EDR Exclusive Historical Cleaners 
EDR has searched selected national collections of business directories and has collected listings of potential 
dry cleaner sites that were available to EDR researchers. EDR's review was limited to those categories of sources 
that might, in EDR's opinion, include dry cleaning establishments. The categories reviewed included, but were 
not limited to dry cleaners, cleaners, laundry, laundromat, cleaning/laundry, wash & dry etc. This database falls 
within a category of information EDR classifies as "High Risk Historical Records", or HRHR. EDR's HRHR effort 
presents unique and sometimes proprietary data about past sites and operations that typically create environmental 
concerns, but may not show up in current government records searches. 
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Date of Government Version: N/A Source: EDR, Inc. 

Date Data Arrived at EDR: N/A Telephone: N/A 

Date Made Active in Reports: N/A Last EDR Contact: N/A 

Number of Days to Update: N/A Next Scheduled EDR Contact: N/A 


Data Release Frequency: Varies 
EDR RECOVERED GOVERNMENT ARCHIVES 


Exclusive Recovered Govt. Archives 


RGA HWS: Recovered Government Archive State Hazardous Waste Facilities List 
The EDR Recovered Government Archive State Hazardous Waste database provides a list of SHWS incidents derived 
from historical databases and includes many records that no longer appear in current government lists. Compiled 
from Records formerly available from the Department of Environmental Protection in Massachusetts. 


Date of Government Version: N/A Source: Department of Environmental Protection 
Date Data Arrived at EDR: 07/01/2013 Telephone: N/A 

Date Made Active in Reports: 12/24/2013 Last EDR Contact: 06/01/2012 

Number of Days to Update: 176 Next Scheduled EDR Contact: N/A 


Data Release Frequency: Varies 


RGA LUST: Recovered Government Archive Leaking Underground Storage Tank 
The EDR Recovered Government Archive Leaking Underground Storage Tank database provides a list of LUST incidents 
derived from historical databases and includes many records that no longer appear in current government lists. 
Compiled from Records formerly available from the Department of Environmental Protection in Massachusetts. 


Date of Government Version: N/A Source: Department of Environmental Protection 
Date Data Arrived at EDR: 07/01/2013 Telephone: N/A 

Date Made Active in Reports: 12/24/2013 Last EDR Contact: 06/01/2012 

Number of Days to Update: 176 Next Scheduled EDR Contact: N/A 


Data Release Frequency: Varies 


OTHER DATABASE(S) 


Depending on the geographic area covered by this report, the data provided in these specialty databases may or may not be 
complete. For example, the existence of wetlands information data in a specific report does not mean that all wetlands in the 
area covered by the report are included. Moreover, the absence of any reported wetlands information does not necessarily 
mean that wetlands do not exist in the area covered by the report. 


CT MANIFEST: Hazardous Waste Manifest Data 


Facility and manifest data. Manifest is a document that lists and tracks hazardous waste from the generator through 
transporters to a tsd facility. 


Date of Government Version: 11/12/2018 Source: Department of Energy & Environmental Protection 
Date Data Arrived at EDR: 11/14/2018 Telephone: 860-424-3375 

Date Made Active in Reports: 12/04/2018 Last EDR Contact: 11/14/2018 

Number of Days to Update: 20 Next Scheduled EDR Contact: 02/25/2019 


Data Release Frequency: No Update Planned 


NJ MANIFEST: Manifest Information 
Hazardous waste manifest information. 


Date of Government Version: 12/31/2017 Source: Department of Environmental Protection 
Date Data Arrived at EDR: 07/13/2018 Telephone: N/A 

Date Made Active in Reports: 08/01/2018 Last EDR Contact: 10/09/2018 

Number of Days to Update: 19 Next Scheduled EDR Contact: 01/21/2019 


Data Release Frequency: Annually 
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NY MANIFEST: Facility and Manifest Data 


Manifest is a document that lists and tracks hazardous waste from the generator through transporters to a TSD 


facility. 


Date of Government Version: 07/01/2018 
Date Data Arrived at EDR: 08/01/2018 
Date Made Active in Reports: 08/31/2018 
Number of Days to Update: 30 


PA MANIFEST: Manifest Information 
Hazardous waste manifest information. 


Date of Government Version: 12/31/2017 
Date Data Arrived at EDR: 10/23/2018 
Date Made Active in Reports: 11/27/2018 
Number of Days to Update: 35 


RI MANIFEST: Manifest information 
Hazardous waste manifest information 


Date of Government Version: 12/31/2017 
Date Data Arrived at EDR: 02/23/2018 
Date Made Active in Reports: 04/09/2018 
Number of Days to Update: 45 


VT MANIFEST: Hazardous Waste Manifest Data 
Hazardous waste manifest information. 


Date of Government Version: 08/23/2018 
Date Data Arrived at EDR: 08/23/2018 
Date Made Active in Reports: 09/18/2018 
Number of Days to Update: 26 


WI MANIFEST: Manifest Information 
Hazardous waste manifest information. 


Date of Government Version: 12/31/2017 
Date Data Arrived at EDR: 06/15/2018 
Date Made Active in Reports: 07/09/2018 
Number of Days to Update: 24 


Oil/Gas Pipelines 
Source: PennWell Corporation 


Source: Department of Environmental Conservation 
Telephone: 518-402-8651 

Last EDR Contact: 10/31/2018 

Next Scheduled EDR Contact: 02/11/2019 

Data Release Frequency: Quarterly 


Source: Department of Environmental Protection 
Telephone: 717-783-8990 

Last EDR Contact: 10/15/2018 

Next Scheduled EDR Contact: 01/28/2019 

Data Release Frequency: Annually 


Source: Department of Environmental Management 
Telephone: 401-222-2797 

Last EDR Contact: 11/16/2018 

Next Scheduled EDR Contact: 03/04/2019 

Data Release Frequency: Annually 


Source: Department of Environmental Conservation 
Telephone: 802-241-3443 

Last EDR Contact: 10/15/2018 

Next Scheduled EDR Contact: 01/28/2019 

Data Release Frequency: Annually 


Source: Department of Natural Resources 
Telephone: N/A 

Last EDR Contact: 09/06/2018 

Next Scheduled EDR Contact: 12/24/2018 
Data Release Frequency: Annually 


Petroleum Bundle (Crude Oil, Refined Products, Petrochemicals, Gas Liquids (LPG/NGL), and Specialty 
Gases (Miscellaneous)) N = Natural Gas Bundle (Natural Gas, Gas Liquids (LPG/NGL), and Specialty Gases 
(Miscellaneous)). This map includes information copyrighted by PennWell Corporation. This information 

is provided on a best effort basis and PennWell Corporation does not guarantee its accuracy nor warrant 

its fitness for any particular purpose. Such information has been reprinted with the permission of PennWell. 


Electric Power Transmission Line Data 
Source: PennWell Corporation 


This map includes information copyrighted by PennWell Corporation. This information is provided on a best 
effort basis and PennWell Corporation does not guarantee its accuracy nor warrant its fitness for any 
particular purpose. Such information has been reprinted with the permission of PennWell. 


Sensitive Receptors: 


There are individuals deemed sensitive receptors due to their fragile immune systems and special sensitivity 


to environmental discharges. These sensitive receptors typically include the elderly, the sick, and children. While the location of all 
sensitive receptors cannot be determined, EDR indicates those buildings and facilities - schools, daycares, hospitals, medical centers, 
and nursing homes - where individuals who are sensitive receptors are likely to be located. 
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AHA Hospitals: 
Source: American Hospital Association, Inc. 
Telephone: 312-280-5991 
The database includes a listing of hospitals based on the American Hospital Association's annual survey of hospitals. 
Medical Centers: Provider of Services Listing 
Source: Centers for Medicare & Medicaid Services 
Telephone: 410-786-3000 
A listing of hospitals with Medicare provider number, produced by Centers of Medicare & Medicaid Services, 
a federal agency within the U.S. Department of Health and Human Services. 
Nursing Homes 
Source: National Institutes of Health 
Telephone: 301-594-6248 
Information on Medicare and Medicaid certified nursing homes in the United States. 
Public Schools 
Source: National Center for Education Statistics 
Telephone: 202-502-7300 
The National Center for Education Statistics' primary database on elementary 
and secondary public education in the United States. It is a comprehensive, annual, national statistical 
database of all public elementary and secondary schools and school districts, which contains data that are 
comparable across all states. 
Private Schools 
Source: National Center for Education Statistics 
Telephone: 202-502-7300 
The National Center for Education Statistics' primary database on private school locations in the United States. 


Flood Zone Data: This data was obtained from the Federal Emergency Management Agency (FEMA). It depicts 100-year and 
500-year flood zones as defined by FEMA. It includes the National Flood Hazard Layer (NFHL) which incorporates Flood 
Insurance Rate Map (FIRM) data and Q3 data from FEMA in areas not covered by NFHL. 

Source: FEMA 

Telephone: 877-336-2627 

Date of Government Version: 2003, 2015 


NWI: National Wetlands Inventory. This data, available in select counties across the country, was obtained by EDR 
in 2002, 2005 and 2010 from the U.S. Fish and Wildlife Service. 


State Wetlands Data: Wetland Inventory 


Source: MassDEP 
Telephone: 617-292-5907 


Current USGS 7.5 Minute Topographic Map 
Source: U.S. Geological Survey 


STREET AND ADDRESS INFORMATION 


O 2015 TomTom North America, Inc. All rights reserved. This material is proprietary and the subject of copyright protection 
and other intellectual property rights owned by or licensed to Tele Atlas North America, Inc. The use of this material is subject 
to the terms of a license agreement. You will be held liable for any unauthorized copying or disclosure of this material. 
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TARGET PROPERTY ADDRESS 
BEAVER ST WALTHAM 
225-227 AND 240 BEAVER STREET 
WALTHAM, MA 02452 


TARGET PROPERTY COORDINATES 


Latitude (North): 42.38331 - 42° 22' 59.92” 
Longitude (West): 71.214228 - 71° 12’ 51.22" 
Universal Tranverse Mercator: Zone 19 

UTM X (Meters): 317718.2 

UTM Y (Meters): 4694497.0 

Elevation: 58 ft. above sea level 


USGS TOPOGRAPHIC MAP 


Target Property Map: 5646205 LEXINGTON, MA 
Version Date: 2012 

South Map: 5646211 NEWTON, MA 
Version Date: 2012 


EDR's GeoCheck Physical Setting Source Addendum is provided to assist the environmental professional in 
forming an opinion about the impact of potential contaminant migration. 


Assessment of the impact of contaminant migration generally has two principle investigative components: 


1. Groundwater flow direction, and 
2. Groundwater flow velocity. 


Groundwater flow direction may be impacted by surface topography, hydrology, hydrogeology, characteristics 


of the soil, and nearby wells. Groundwater flow velocity is generally impacted by the nature of the 
geologic strata. 
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GROUNDWATER FLOW DIRECTION INFORMATION 


Groundwater flow direction for a particular site is best determined by a qualified environmental professional 
using site-specific well data. If such data is not reasonably ascertainable, it may be necessary to rely on other 
sources of information, such as surface topographic information, hydrologic information, hydrogeologic data 
collected on nearby properties, and regional groundwater flow information (from deep aquifers). 


TOPOGRAPHIC INFORMATION 


Surface topography may be indicative of the direction of surficial groundwater flow. This information can be used to 
assist the environmental professional in forming an opinion about the impact of nearby contaminated properties or, 
should contamination exist on the target property, what downgradient sites might be impacted. 


TARGET PROPERTY TOPOGRAPHY 
General Topographic Gradient: General South 


SURROUNDING TOPOGRAPHY: ELEVATION PROFILES 


Elevation (ft) 


Elevation (ft) 


West 


TP 


1/2 1 Miles 
Target Property Elevation: 58 ft. 


Source: Topography has been determined from the USGS 7.5' Digital Elevation Model and should be evaluated 


on a relative (not an absolute) basis. Relative elevation information between sites of close proximity 
should be field verified. 
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HYDROLOGIC INFORMATION 


Surface water can act as a hydrologic barrier to groundwater flow. Such hydrologic information can be used to assist 
the environmental professional in forming an opinion about the impact of nearby contaminated properties or, should 
contamination exist on the target property, what downgradient sites might be impacted. 


Refer to the Physical Setting Source Map following this summary for hydrologic information (major waterways 
and bodies of water). 


FEMA FLOOD ZONE 
Flood Plain Panel at Target Property FEMA Source Type 
25017C0414E FEMA FIRM Flood data 
Additional Panels in search area: FEMA Source Type 
25017C0413E FEMA FIRM Flood data 
25017C0552E FEMA FIRM Flood data 
25017C0551E FEMA FIRM Flood data 


NATIONAL WETLAND INVENTORY 
NWI Electronic 


NWI Quad at Target Property Data Coverage 
LEXINGTON YES - refer to the Overview Map and Detail Map 


HYDROGEOLOGIC INFORMATION 


Hydrogeologic information obtained by installation of wells on a specific site can often be an indicator 

of groundwater flow direction in the immediate area. Such hydrogeologic information can be used to assist the 
environmental professional in forming an opinion about the impact of nearby contaminated properties or, should 
contamination exist on the target property, what downgradient sites might be impacted. 


AQUIFLOW® 
Search Radius: 1.000 Mile. 


EDR has developed the AQUIFLOW Information System to provide data on the general direction of groundwater 
flow at specific points. EDR has reviewed reports submitted by environmental professionals to regulatory 
authorities at select sites and has extracted the date of the report, groundwater flow direction as determined 
hydrogeologically, and the depth to water table. 


LOCATION GENERAL DIRECTION 
MAP ID FROM TP GROUNDWATER FLOW 
6 1/2 - 1 Mile SSW VARIES 
7 1/2 - 1 Mile SSW SSE 
1G 1/2 - 1 Mile SSW VARIES 
2G 1/2 - 1 Mile SSW SSE 


For additional site information, refer to Physical Setting Source Map Findings. 
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GROUNDWATER FLOW VELOCITY INFORMATION 


Groundwater flow velocity information for a particular site is best determined by a qualified environmental professional 
using site specific geologic and soil strata data. If such data are not reasonably ascertainable, it may be necessary 

to rely on other sources of information, including geologic age identification, rock stratigraphic unit and soil 
characteristics data collected on nearby properties and regional soil information. In general, contaminant plumes 
move more quickly through sandy-gravelly types of soils than silty-clayey types of soils. 


GEOLOGIC INFORMATION IN GENERAL AREA OF TARGET PROPERTY 


Geologic information can be used by the environmental professional in forming an opinion about the relative speed 
at which contaminant migration may be occurring. 


ROCK STRATIGRAPHIC UNIT GEOLOGIC AGE IDENTIFICATION 
Era: Paleozoic Category: Eugeosynclinal Deposits 
System: Cambrian 
Series: Cambrian 
Code: Ce (decoded above as Era, System & Series) 


Geologic Age and Rock Stratigraphic Unit Source: P.G. Schruben, R.E. Arndt and W.J. Bawiec, Geology 
of the Conterminous U.S. at 1:2,500,000 Scale - a digital representation of the 1974 P.B. King and H.M. Beikman 
Map, USGS Digital Data Series DDS - 11 (1994). 


DOMINANT SOIL COMPOSITION IN GENERAL AREA OF TARGET PROPERTY 


The U.S. Department of Agriculture’s (USDA) Soil Conservation Service (SCS) leads the National Cooperative Soil 
Survey (NCSS) and is responsible for collecting, storing, maintaining and distributing soil survey information 

for privately owned lands in the United States. A soil map in a soil survey is a representation of soil patterns 

in a landscape. Soil maps for STATSGO are compiled by generalizing more detailed (SSURGO) soil survey maps. 
The following information is based on Soil Conservation Service STATSGO data. 


Soil Component Name: MONTAUK 
Soil Surface Texture: extremely stony - sandy loam 
Hydrologic Group: Class C - Slow infiltration rates. Soils with layers impeding downward 


movement of water, or soils with moderately fine or fine textures. 


Soil Drainage Class: Well drained. Soils have intermediate water holding capacity. Depth to 
water table is more than 6 feet. 


Hydric Status: Soil does not meet the requirements for a hydric soil. 
Corrosion Potential - Uncoated Steel: LOW 
Depth to Bedrock Min: > 60 inches 


Depth to Bedrock Max: > 60 inches 
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GEOCHECK? - PHYSICAL SETTING SOURCE SUMMARY 


Soil Layer Information 


Boundary Classification 
Layer | Upper Lower Soil Texture Class) AASHTO Group | Unified Soil Permeability| Soil Reaction 
Rate (in/hr) | (pH) 
1 0 inches 2 inches extremely stony Granular COARSE-GRAINED | Max: 6.00 Max: 6.00 
- sandy loam materials (35 SOILS, Sands, Min: 0.60 Min: 3.60 
pct. or less Sands with fines, 
passing No. Silty Sand. 
200), Silty, or 
Clayey Gravel 
and Sand. 

2 2 inches 27 inches fine sandy loam Granular COARSE-GRAINED | Max: 6.00 Max: 6.00 

materials (35 SOILS, Sands, Min: 0.60 Min: 3.60 
pct. or less Sands with fines, 
passing No. Silty Sand. 
200), Stone 
Fragments, 
Gravel and 
Sand. 

3 27 inches 72 inches sandy loam Granular COARSE-GRAINED | Max: 0.60 Max: 6.00 

materials (35 SOILS, Sands, Min: 0.06 Min: 3.60 
pct. or less Sands with fines, 
passing No. Silty Sand. 
200), Stone 
Fragments, 
Gravel and 
Sand. 


OTHER SOIL TYPES IN AREA 


Based on Soil Conservation Service STATSGO data, the following additional subordinant soil types may 
appear within the general area of target property. 


Soil Surface Textures: extremely stony - fine sandy loam 


Surficial Soil Types: 


Shallow Soil Types: 


Deeper Soil Types: 


muck 


unweathered bedrock 
very stony - fine sandy loam 
sandy loam 


extremely stony - fine sandy loam 
muck 

unweathered bedrock 

very stony - fine sandy loam 
sandy loam 


No Other Soil Types 


gravelly - loamy sand 

loamy sand 

sand 

unweathered bedrock 

sapric material 

very gravelly - loamy coarse sand 
fine sandy loam 

stratified 
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GEOCHECK? - PHYSICAL SETTING SOURCE SUMMARY 


LOCAL / REGIONAL WATER AGENCY RECORDS 


EDR Local/Regional Water Agency records provide water well information to assist the environmental 
professional in assessing sources that may impact ground water flow direction, and in forming an 
opinion about the impact of contaminant migration on nearby drinking water wells. 


WELL SEARCH DISTANCE INFORMATION 


DATABASE 


Federal USGS 
Federal FRDS PWS 
State Database 


SEARCH DISTANCE (miles) 


1.000 


Nearest PWS within 1 mile 


1.000 


FEDERAL USGS WELL INFORMATION 


MAP ID 
No Wells Found 


FEDERAL FRDS PUBLIC WATER SUPPLY SYSTEM INFORMATION 


MAP ID 
No PWS System Found 


Note: PWS System location is not always the same as well location. 


WELL ID 


WELL ID 


STATE DATABASE WELL INFORMATION 


MAP ID 


WELL ID 


MA9000000004702 
MA9000000005335 
MA9000000004771 
MA9000000004789 
MA9000000004165 
MA9000000004785 


LOCATION 
FROM TP 


LOCATION 
FROM TP 


LOCATION 
FROM TP 


1/4 - 1/2 Mile East 


1/2 - 1 Mile East 
1/2 - 1 Mile SW 
1/2 - 1 Mile ENE 
1/2 - 1 Mile ENE 
1/2 - 1 Mile South 
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PHYSICAL SETTING SOURCE MAP - 5505005.2s 
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SITE NAME: Beaver St Waltham CLIENT: CDW Consultants Inc. 
ADDRESS: 225-227 and 240 Beaver Street CONTACT: Rachel Stevens 


Waltham MA 02452 INQUIRY ft: 5505005.2s 
LAT/LONG: 42.38331 / 71.214228 DATE: December 06, 2018 4:16 pm 


Copyright & 2018 EDR, Inc. & 2015 TomTom Rel. 2015. 


СЕОСНЕСК® - PHYSICAL SETTING SOURCE MAP FINDINGS 


Map ID 
Direction 
Distance 
Elevation 
1 

East 


1/4 - 1/2 Mile 
Lower 


PWS ID: 
Type: 

Facility Name: 
SubBasin: 


Basemap: 
Feature Type: 


Primary Location Source: 
Tertiary Location Source: 


Date Mapped: 


Not Reported 
Not Reported 


Database EDR ID Number 


MA WELLS MA9000000004702 


Site Name: 


LOCKHEED MARTIN ADVANCE ENERGY STORAGE 


CHARLES 


DOQ 

EL 

DD PAR 

Not Reported 
26-APR-16 


Accuracy Estimate (ft): 
Location Method: 
Secondary Location Source: 
UST ID: 


Not Reported 


2 

East 

1/2 - 1 Mile 
Lower 


PWS ID: 
Type: 
SubBasin: 


Basemap: 
Feature Type: 


Primary Location Source: 
Tertiary Location Source: 


Date Mapped: 


Not Reported 
Not Reported 
CHARLES 


DOQ 

CB 

DS GPS 

Not Reported 
Not Reported 


MA WELLS MA9000000005335 


Site Name: 
Facility Name: 


Accuracy Estimate (ft): 
Location Method: 
Secondary Location Source: 
UST ID: 


Not Reported 
LIGHT METAL PLATERS LLC 


100 

MAP 

Not Reported 
0 


3 

SW 

1/2 - 1 Mile 
Lower 


PWS ID: 
Type: 
SubBasin: 


Basemap: 
Feature Type: 


Primary Location Source: 
Tertiary Location Source: 


Date Mapped: 


Not Reported 
Not Reported 
CHARLES 


DOQ 

CB 

AP DOQ 
Not Reported 
01-FEB-14 


MA WELLS MA9000000004771 


Site Name: 
Facility Name: 


Accuracy Estimate (ft): 
Location Method: 
Secondary Location Source: 
UST ID: 


Not Reported 
CVS 0148 
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GEOCHECK9 - PHYSICAL SETTING SOURCE MAP FINDINGS 


Map ID 
Direction 
Distance 
Elevation Database EDR ID Number 
A4 
ENE MA WELLS MA9000000004789 
1/2 - 1 Mile 
Higher 
PWS ID: Not Reported Site Name: Not Reported 
Type: Not Reported Facility Name: BEAVER VISITEC INTERNATIONAL INC 
SubBasin: CHARLES 
Basemap: DOQ Accuracy Estimate (ft): 16 
Feature Type: CB Location Method: MAP 
Primary Location Source: MS LMOT Secondary Location Source: AP DOQ 
Tertiary Location Source: DD 21E UST ID: 0 
Date Mapped: 01-MAR-04 
A5 
ENE MA WELLS MA9000000004165 
1/2 - 1 Mile 
Higher 
PWS ID: Not Reported Site Name: Not Reported 
Type: Not Reported Facility Name: DUFFY BROS CONSTRUCTION INC 
SubBasin: CHARLES 
Basemap: DOQ Accuracy Estimate (ft): 100 
Feature Type: CB Location Method: DD 1 
Primary Location Source: DD 21E Secondary Location Source: SV 
Tertiary Location Source: Not Reported UST ID: 0 
Date Mapped: 27-APR-04 
6 Site ID: 3-0002143 
dd ме Groundwater Flow: VARIES AQUIFLOW 4828 
- I . 
Lower Water Table Depth: Avg. 15 ft. 
Date: 04/1991 
7 Site ID: 3-000287 1 
- Groundwater Flow: SSE AQUIFLOW 4832 
Lower пе Water Table Depth: Shallowest: 11.9 ft. Deepest: 14.51 ft. 
Date: Not Reported 
8 
South MA WELLS MA9000000004785 
1/2 - 1 Mile 
Lower 
PWS ID: Not Reported Site Name: Not Reported 
Type: Not Reported Facility Name: RAYTHEON FORMER WALTHAM FACILITY 
SubBasin: CHARLES 
Basemap: DOQ Accuracy Estimate (ft): 100 
Feature Type: CB Location Method: OTH 
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СЕОСНЕСК® - PHYSICAL SETTING SOURCE MAP FINDINGS 


Primary Location Source: KNOW Secondary Location Source: Not Reported 
Tertiary Location Source: Not Reported UST ID: 0 
Date Mapped: 07-JAN-99 
1G Site ID: 3-0002143 
a 4 Mile — Groundwater Flow: VARIES AQUIFLOW 4828 
- i : 
Lower Water Table Depth: Avg. 15 ft. 
Date: 04/1991 
2G Site ID: 3-000287 1 
SSW . Groundwater Flow: SSE AQUIFLOW 4832 
L2 Mile ^ Water Table Depth: Shallowest: 11.9 ft. Deepest: 14.51 ft. 


Date: 


Not Reported 
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GEOCHECK9 - PHYSICAL SETTING SOURCE MAP FINDINGS 


RADON 
AREA RADON INFORMATION 
State Database: MA Radon 
Radon Test Results 
County % of sites>4 pCi/L Median 
MIDDLESEX 26 2.2 


Federal EPA Radon Zone for MIDDLESEX County: 1 


Note: Zone 1 indoor average level > 4 pCi/L. 
: Zone 2 indoor average level >= 2 pCi/L and <= 4 pCi/L. 
: Zone 3 indoor average level < 2 pCi/L. 


Federal Area Radon Information for MIDDLESEX COUNTY, MA 


Number of sites tested: 341 


Area Average Activity % «4 pCi/L % 4-20 pCi/L 
Living Area - 1st Floor 3.515 pCi/L 79% 15% 
Living Area - 2nd Floor Not Reported Not Reported Not Reported 
Basement 4.210 pCi/L 74% 23% 


% >20 pCi/L 
6% 


Not Reported 
2% 
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PHYSICAL SETTING SOURCE RECORDS SEARCHED 


TOPOGRAPHIC INFORMATION 


USGS 7.5’ Digital Elevation Model (DEM) 
Source: United States Geologic Survey 
EDR acquired the USGS 7.5’ Digital Elevation Model in 2002 and updated it in 2006. The 7.5 minute DEM corresponds 
to the USGS 1:24,000- and 1:25,000-scale topographic quadrangle maps. The DEM provides elevation data 
with consistent elevation units and projection. 


Current USGS 7.5 Minute Topographic Map 
Source: U.S. Geological Survey 


HYDROLOGIC INFORMATION 


Flood Zone Data: This data was obtained from the Federal Emergency Management Agency (FEMA). It depicts 100-year and 
500-year flood zones as defined by FEMA. It includes the National Flood Hazard Layer (NFHL) which incorporates Flood 
Insurance Rate Map (FIRM) data and Q3 data from FEMA in areas not covered by NFHL. 

Source: FEMA 

Telephone: 877-336-2627 

Date of Government Version: 2003, 2015 


NWI: National Wetlands Inventory. This data, available in select counties across the country, was obtained by EDR 
in 2002, 2005 and 2010 from the U.S. Fish and Wildlife Service. 


State Wetlands Data: Wetland Inventory 


Source: MassDEP 
Telephone: 617-292-5907 


HYDROGEOLOGIC INFORMATION 


AQUIFLOWR Information System 
Source: EDR proprietary database of groundwater flow information 
EDR has developed the AQUIFLOW Information System (AIS) to provide data on the general direction of groundwater 
flow at specific points. EDR has reviewed reports submitted to regulatory authorities at select sites and has 
extracted the date of the report, hydrogeologically determined groundwater flow direction and depth to water table 
information. 


GEOLOGIC INFORMATION 


Geologic Age and Rock Stratigraphic Unit 
Source: P.G. Schruben, R.E. Arndt and W.J. Bawiec, Geology of the Conterminous U.S. at 1:2,500,000 Scale - A digital 
representation of the 1974 P.B. King and H.M. Beikman Map, USGS Digital Data Series DDS - 11 (1994). 


STATSGO: State Soil Geographic Database 
Source: Department of Agriculture, Natural Resources Conservation Service (NRCS) 
The U.S. Department of Agriculture's (USDA) Natural Resources Conservation Service (NRCS) leads the national 
Conservation Soil Survey (NCSS) and is responsible for collecting, storing, maintaining and distributing soil 
survey information for privately owned lands in the United States. A soil map in a soil survey is a representation 
of soil patterns in a landscape. Soil maps for STATSGO are compiled by generalizing more detailed (SSURGO) 
Soil survey maps. 


SSURGO: Soil Survey Geographic Database 
Source: Department of Agriculture, Natural Resources Conservation Service (NRCS) 
Telephone: 800-672-5559 
SSURGO is the most detailed level of mapping done by the Natural Resources Conservation Service, mapping 
scales generally range from 1:12,000 to 1:63,360. Field mapping methods using national standards are used to 
construct the soil maps in the Soil Survey Geographic (SSURGO) database. SSURGO digitizing duplicates the 
original soil survey maps. This level of mapping is designed for use by landowners, townships and county 
natural resource planning and management. 
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PHYSICAL SETTING SOURCE RECORDS SEARCHED 


LOCAL / REGIONAL WATER AGENCY RECORDS 


FEDERAL WATER WELLS 


PWS: Public Water Systems 
Source: EPA/Office of Drinking Water 
Telephone: 202-564-3750 
Public Water System data from the Federal Reporting Data System. A PWS is any water system which provides water to at 
least 25 people for at least 60 days annually. PWSs provide water from wells, rivers and other sources. 


PWS ENF: Public Water Systems Violation and Enforcement Data 
Source: EPA/Office of Drinking Water 
Telephone: 202-564-3750 
Violation and Enforcement data for Public Water Systems from the Safe Drinking Water Information System (SDWIS) after 
August 1995. Prior to August 1995, the data came from the Federal Reporting Data System (FRDS). 


USGS Water Wells: USGS National Water Inventory System (NWIS) 
This database contains descriptive information on sites where the USGS collects or has collected data on surface 
water and/or groundwater. The groundwater data includes information on wells, springs, and other sources of groundwater. 


STATE RECORDS 


Massachusetts Geographic Information System (MassGIS) Datalayers 
Source: Executive Office of Environmental Affairs 


Public Water Supply Database: The Public Water Supply datalayer contains the locations of public community 
surface and groundwater supply sources and public non-community supply sources as defined in 310 CMR 22.00. 


OTHER STATE DATABASE INFORMATION 


Areas of Critical Environmental Concern Datalayer: The Areas of Critical Environmental Concern (ACEC) datalayer 
shows the location of areas that have been designated ACECs by the Secretary of Environmental Affairs. ACEC designation 
requires greater environmental review of certain kinds of proposed development under state jurisdiction within 

the ACEC boundaries. The ACEC Program is administered by the Department of Environmental Management (DEM) on 
behalf of the Secretary of Environmental Affairs. The Massachusetts Coastal Zone Management (MCZM) Office managed 
the original Coastal ACEC Program from 1978 to 1993, and continues to play a key role in monitoring coastal ACECs. 
Procedures for ACEC designation and the general policies governing the effects of designation are contained in 

the ACEC regulations (301 CMR 12.00). The ACEC datalayer has been compiled by MCZM and DEM and includes both 
coastal and inland areas. 


EPA Designated Sole Source Aquifers Datalayer: The Sole Source Aquifer datalayer was compiled by the Department 
of Environmental Protection (DEP) Division of Water Supply (DWS). Seven Sole Source Aquifers have been designated 
by the US Environmental Protection Agency (EPA) for Massachusetts. A Sole Source Aquifer (SSA) is an aquifer 
designated by US EPA as the sole or principal source of drinking water for a given aquifer service area; that 

is, an aquifer which is needed to supply 5096 or more of the drinking water for that area and for which there are 

no reasonably available alternative sources should that aquifer become contaminated. The aquifers were defined 

by a EPA hydrogeologist. 


Aquifers Datalayer: | MassGIS produced an aquifer datalayer composed of 20 individual panels, generally based 

on the boundaries of the major drainage basins. Areas of high and medium yield were mapped. This datalayer includes 
polygon attribute coding to help in the identification of areas in which cleanup of hazardous waste sites must 

meet drinking water standards, as defined in the Massachusetts Contingency Plan (MCP) (310 CMR 40.00000). 


Non-Potential Drinking Water Source Areas: — Non-Potential Drinking Water Source Areas (NPDWSA) are regulatory in nature, 
representing one of many considerations used in determining the standards to which ground water must be cleaned 

in the event of a release of oil or hazardous material. NPDWSAs are not based on existing water quality and do 

not indicate poor ambient conditions. 
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PHYSICAL SETTING SOURCE RECORDS SEARCHED 


DEP Approved Zone Ils Datalayer: Тһе Department of Environmental Protection (DEP) approved Zone Ils datalayer 
was compiled by the DEP Division of Water Supply (DWS). The database contains 281 approved Zone Ils statewide. 
As stated in 310 CMR 22.02, a Zone Il is "that area of an aquifer which contributes water to a well under the 
most severe pumping and recharge conditions that can be realistically anticipated (180 days of pumping at safe 
yield, with no recharge from precipitation.) It is bounded by the groundwater divides which result from pumping 
the well and by the contact of the aquifer with less permeable materials such as till or bedrock. In some cases, 
streams or lakes may act as recharge boundaries. In all cases, Zone IIs shall extend up gradient to its point 
of intersection with prevailing hydrogeologic boundaries (a groundwater flow divide, a contact with till or bedrock, 
or a recharge boundary)." These data are used in association with the Public Water Supplies datalayer. The following 
describes certain unique features of this association. 
- Any proposed new well which will pump at least 100,000 gallons per day must have a Zone II delineation completed 
and approved by DEP prior to the well coming on line. 
- Additionally, a new source may not be on-line yet, but other, older wells may fall within its Zone Il boundary. 
- Further, existing wells must have a Zone II delineated as a condition of receiving a water withdrawal permit 
under the Water Management Act. 


RADON 


State Database: MA Radon 
Source: Department of Health 
Telephone: 413-586-7525 
Radon Test Results 


Area Radon Information 
Source: USGS 
Telephone: 703-356-4020 
The National Radon Database has been developed by the U.S. Environmental Protection Agency 
(USEPA) and is a compilation of the EPA/State Residential Radon Survey and the National Residential Radon Survey. 
The study covers the years 1986 - 1992. Where necessary data has been supplemented by information collected at 
private sources such as universities and research institutions. 


EPA Radon Zones 
Source: EPA 
Telephone: 703-356-4020 
Sections 307 & 309 of IRAA directed EPA to list and identify areas of U.S. with the potential for elevated indoor 
radon levels. 


OTHER 


Airport Landing Facilities: Private and public use landing facilities 
Source: Federal Aviation Administration, 800-457-6656 


Epicenters: World earthquake epicenters, Richter 5 or greater 
Source: Department of Commerce, National Oceanic and Atmospheric Administration 


Earthquake Fault Lines: The fault lines displayed on EDR's Topographic map are digitized quaternary faultlines, prepared 
in 1975 by the United State Geological Survey 


STREET AND ADDRESS INFORMATION 


O 2015 TomTom North America, Inc. All rights reserved. This material is proprietary and the subject of copyright protection 
and other intellectual property rights owned by or licensed to Tele Atlas North America, Inc. The use of this material is subject 
to the terms of a license agreement. You will be held liable for any unauthorized copying or disclosure of this material. 
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Beaver St Waltham 
225-227 and 240 Beaver Street 
Waltham, MA 02452 


Inquiry Number: 5505005.3 
December 07, 2018 


EDR’ 


Certified Sanborn® Map Report 


6 Armstrong Road, 4th floor 
Shelton, CT 06484 

Toll Free: 800.352.0050 
www.edrnet.com 


Certified Sanborn® Map Report 12/07/18 


Site Name: Client Name: 


Beaver St Waltham CDW Consultants Inc. 
225-227 and 240 Beaver Stree 6 Huron Drive 

Waltham, MA 02452 Natick, MA 01760 

EDR Inquiry # 5505005.3 Contact: Rachel Stevens 


The Sanborn Library has been searched by EDR and maps covering the target property location as provided by CDW Consultants Inc. were 
identified for the years listed below. The Sanborn Library is the largest, most complete collection of fire insurance maps. The collection 
includes maps from Sanborn, Bromley, Perris & Browne, Hopkins, Barlow, and others. Only Environmental Data Resources Inc. (EDR) is 
authorized to grant rights for commercial reproduction of maps by the Sanborn Library LLC, the copyright holder for the collection. Results 
can be authenticated by visiting www.edrnet.com/sanborn. 


The Sanborn Library is continually enhanced with newly identified map archives. This report accesses all maps in the collection as of the 
day this report was generated. 


Certified Sanborn Results: 
Certification Å 7335-4ACD-9431 
PO # 1830.00 

Project 1830.00 


UNMAPPED PROPERTY 


Sanborn® Library search results 


This report certifies that the complete holdings of the Sanborn Library, Certification #: 7335-4ACD-9431 


LLC collection have been searched based on client supplied target 
property information, and fire insurance maps covering the target property The Sanborn Library includes more than 1.2 million 
sere nel found fire insurance maps from Sanborn, Bromley, Perris & 
d Browne, Hopkins, Barlow and others which track 
historical property usage in approximately 12,000 
American cities and towns. Collections searched: 


v Library of Congress 


v University Publications of America 


V EDR Private Collection 


The Sanborn Library LLC Since 18667“ 


Limited Permission To Make Copies 


CDW Consultants Inc. (the client) is permitted to make up to FIVE photocopies of this Sanborn Map transmittal and each fire insurance map accompanying this report 
solely for the limited use of its customer. No one other than the client is authorized to make copies. Upon request made directly to an EDR Account Executive, the 
client may be permitted to make a limited number of additional photocopies. This permission is conditioned upon compliance by the client, its customer and their 
agents with EDR's copyright policy; a copy of which is available upon request. 


Disclaimer - Copyright and Trademark Notice 
This Report contains certain information obtained from a variety of public and other sources reasonably available to Environmental Data Resources, Inc. It cannot 


be concluded from this Report that coverage information for the target and surrounding properties does not exist from other sources. NO WARRANTY 
EXPRESSED OR IMPLIED, IS MADE WHATSOEVER IN CONNECTION WITH THIS REPORT. ENVIRONMENTAL DATA RESOURCES, INC. SPECIFICALLY 
DISCLAIMS THE MAKING OF ANY SUCH WARRANTIES, INCLUDING WITHOUT LIMITATION, MERCHANTABILITY OR FITNESS FOR A PARTICULAR USE 
OR PURPOSE. ALL RISK IS ASSUMED BY THE USER. IN NO EVENT SHALL ENVIRONMENTAL DATA RESOURCES, INC. BE LIABLE TO ANYONE, 
WHETHER ARISING OUT OF ERRORS OR OMISSIONS, NEGLIGENCE, ACCIDENT OR ANY OTHER CAUSE, FOR ANY LOSS OF DAMAGE, INCLUDING, 
WITHOUT LIMITATION, SPECIAL, INCIDENTAL, CONSEQUENTIAL, OR EXEMPLARY DAMAGES. ANY LIABILITY ON THE PART OF ENVIRONMENTAL 
DATA RESOURCES, INC. IS STRICTLY LIMITED TO A REFUND OF THE AMOUNT PAID FOR THIS REPORT. Purchaser accepts this Report "AS IS". Any 


analyses, estimates, ratings, environmental risk levels or risk codes provided in this Report are provided for illustrative purposes only, and are not intended to 
provide, nor should they be interpreted as providing any facts regarding, or prediction or forecast of, any environmental risk for any property. Only a Phase I 
Environmental Site Assessment performed by an environmental professional can provide information regarding the environmental risk for any property. 
Additionally, the information provided in this Report is not to be construed as legal advice. 

Copyright 2018 by Environmental Data Resources, Inc. All rights reserved. Reproduction in any media or format, in whole or in part, of any report or map of 
Environmental Data Resources, Inc., or its affiliates, is prohibited without prior written permission. 


EDR and its logos (including Sanborn and Sanborn Map) are trademarks of Environmental Data Resources, Inc. or its affiliates. All other trademarks used herein 
are the property of their respective owners. 
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The Sanborn Library has been searched by EDR and maps covering the target property location as provided by CDW Consultants Inc. were 
identified for the years listed below. The Sanborn Library is the largest, most complete collection of fire insurance maps. The collection 
includes maps from Sanborn, Bromley, Perris & Browne, Hopkins, Barlow, and others. Only Environmental Data Resources Inc. (EDR) is 
authorized to grant rights for commercial reproduction of maps by the Sanborn Library LLC, the copyright holder for the collection. Results 
can be authenticated by visiting www.edrnet.com/sanborn. 
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Sanborn® Library search results 
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Limited Permission To Make Copies 
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solely for the limited use of its customer. No one other than the client is authorized to make copies. Upon request made directly to an EDR Account Executive, the 
client may be permitted to make a limited number of additional photocopies. This permission is conditioned upon compliance by the client, its customer and their 
agents with EDR's copyright policy; a copy of which is available upon request. 


Disclaimer - Copyright and Trademark Notice 
This Report contains certain information obtained from a variety of public and other sources reasonably available to Environmental Data Resources, Inc. It cannot 


be concluded from this Report that coverage information for the target and surrounding properties does not exist from other sources. NO WARRANTY 
EXPRESSED OR IMPLIED, IS MADE WHATSOEVER IN CONNECTION WITH THIS REPORT. ENVIRONMENTAL DATA RESOURCES, INC. SPECIFICALLY 
DISCLAIMS THE MAKING OF ANY SUCH WARRANTIES, INCLUDING WITHOUT LIMITATION, MERCHANTABILITY OR FITNESS FOR A PARTICULAR USE 
OR PURPOSE. ALL RISK IS ASSUMED BY THE USER. IN NO EVENT SHALL ENVIRONMENTAL DATA RESOURCES, INC. BE LIABLE TO ANYONE, 
WHETHER ARISING OUT OF ERRORS OR OMISSIONS, NEGLIGENCE, ACCIDENT OR ANY OTHER CAUSE, FOR ANY LOSS OF DAMAGE, INCLUDING, 
WITHOUT LIMITATION, SPECIAL, INCIDENTAL, CONSEQUENTIAL, OR EXEMPLARY DAMAGES. ANY LIABILITY ON THE PART OF ENVIRONMENTAL 
DATA RESOURCES, INC. IS STRICTLY LIMITED TO A REFUND OF THE AMOUNT PAID FOR THIS REPORT. Purchaser accepts this Report "AS IS". Any 


analyses, estimates, ratings, environmental risk levels or risk codes provided in this Report are provided for illustrative purposes only, and are not intended to 
provide, nor should they be interpreted as providing any facts regarding, or prediction or forecast of, any environmental risk for any property. Only a Phase I 
Environmental Site Assessment performed by an environmental professional can provide information regarding the environmental risk for any property. 
Additionally, the information provided in this Report is not to be construed as legal advice. 

Copyright 2018 by Environmental Data Resources, Inc. All rights reserved. Reproduction in any media or format, in whole or in part, of any report or map of 
Environmental Data Resources, Inc., or its affiliates, is prohibited without prior written permission. 
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Appendix B 


Historic Aerial Photographs 


Beaver St Waltham 
225-227 and 240 Beaver Street 
Waltham, MA 02452 


Inquiry Number: 5505005.8 
December 07, 2018 


The EDR Aerial Photo Decade Package 


6 Armstrong Road, 4th floor 
Shelton, CT 06484 


EDR' Toll Free: 800.352.0050 
www.edrnet.com 


EDR Aerial Photo Decade Package 12/07/18 


Site Name: Client Name: 


Beaver St Waltham CDW Consultants Inc. 
225-227 and 240 Beaver Stree 6 Huron Drive 

Waltham, MA 02452 Natick, MA 01760 

EDR Inquiry # 5505005.8 Contact: Rachel Stevens 


Environmental Data Resources, Inc. (EDR) Aerial Photo Decade Package is a screening tool designed to assist 
environmental professionals in evaluating potential liability on a target property resulting from past activities. EDR’s 
professional researchers provide digitally reproduced historical aerial photographs, and when available, provide one photo 
per decade. 


Search Results: 


Year Scale Details Source 
2016 1"=500' Flight Year: 2016 USDA/NAIP 
2012 1"=500' Flight Year: 2012 USDA/NAIP 
2008 1"=500' Flight Year: 2008 USDA/NAIP 
1995 1"=500' Acquisition Date: March 29, 1995 USGS/DOQQ 
1986 1"=500' Flight Date: March 30, 1986 USDA 

1980 1"=500' Flight Date: October 10, 1980 USDA 

1978 1"=500' Flight Date: April 23, 1978 USGS 

1970 1"=500' Flight Date: October 29, 1970 USDA 

1969 1"=500' Flight Date: April 09, 1969 USGS 
1960 1"=500' Flight Date: May 01, 1960 USGS 

1957 1"=500' Flight Date: April 22, 1957 USGS 

1955 1"=500' Flight Date: December 01, 1955 USGS 

1938 1"=500' Flight Date: December 15, 1938 USGS 


When delivered electronically by EDR, the aerial photo images included with this report are for ONE TIME USE 
ONLY. Further reproduction of these aerial photo images is prohibited without permission from EDR. For more 
information contact your EDR Account Executive. 


Disclaimer - Copyright and Trademark Notice 
This Report contains certain information obtained from a variety of public and other sources reasonably available to Environmental Data Resources, Inc. It cannot 
be concluded from this Report that coverage information for the target and surrounding properties does not exist from other sources. NO WARRANTY 
EXPRESSED OR IMPLIED, IS MADE WHATSOEVER IN CONNECTION WITH THIS REPORT. ENVIRONMENTAL DATA RESOURCES, INC. SPECIFICALLY 
DISCLAIMS THE MAKING OF ANY SUCH WARRANTIES, INCLUDING WITHOUT LIMITATION, MERCHANTABILITY OR FITNESS FOR A PARTICULAR USE 
OR PURPOSE. ALL RISK IS ASSUMED BY THE USER. IN NO EVENT SHALL ENVIRONMENTAL DATA RESOURCES, INC. BE LIABLE TO ANYONE, 
WHETHER ARISING OUT OF ERRORS OR OMISSIONS, NEGLIGENCE, ACCIDENT OR ANY OTHER CAUSE, FOR ANY LOSS OF DAMAGE, INCLUDING, 
WITHOUT LIMITATION, SPECIAL, INCIDENTAL, CONSEQUENTIAL, OR EXEMPLARY DAMAGES. ANY LIABILITY ON THE PART OF ENVIRONMENTAL 
DATA RESOURCES, INC. IS STRICTLY LIMITED TO A REFUND OF THE AMOUNT PAID FOR THIS REPORT. Purchaser accepts this Report "AS IS". Any 
analyses, estimates, ratings, environmental risk levels or risk codes provided in this Report are provided for illustrative purposes only, and are not intended to 
provide, nor should they be interpreted as providing any facts regarding, or prediction or forecast of, any environmental risk for any property. Only a Phase | 
Environmental Site Assessment performed by an environmental professional can provide information regarding the environmental risk for any property. 
Additionally, the information provided in this Report is not to be construed as legal advice. 


Copyright 2018 by Environmental Data Resources, Inc. All rights reserved. Reproduction in any media or format, in whole or in part, of any report or map of 
Environmental Data Resources, Inc., or its affiliates, is prohibited without prior written permission. 


EDR and its logos (including Sanborn and Sanborn Map) are trademarks of Environmental Data Resources, Inc. or its affiliates. All other trademarks used herein are 
the property of their respective owners. 
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Appendix C 


Site Photographs 


CDW CONSULTANTS, INC. PHOTOGRAPH LOG 


CIVIL & ENVIRONMENTAL ENGINEERS 


(ASTM E 1527-13) Phase I Environmental Site Assessment 
Prepared for: City of Waltham Address: 225-227 and 240 Beaver St, Waltham 


Photo No. Date: 
1 4/30/19 


Direction Photo 
Taken: 


Southeast 


Description: 


Looking north over the 
multiple fields. No 
stressed vegetation 
observed. 


Photo No. Date: 
2 4/30/19 


Direction Photo 
Taken: 


Northwest 


Description: 


Photo taken from 
southeast corner. 
Fields to the eastern 
side with no obvious 
signs of stressed 
vegetation or releases 
of oil or hazardous 
materials. 


CDW CONSULTANTS, INC. PHOTOGRAPH LOG 


CIVIL & ENVIRONMENTAL ENGINEERS 


(ASTM E 1527-13) Phase I Environmental Site Assessment 
Prepared for: City of Waltham Address: 225-227 and 240 Beaver St, Waltham 


Photo No. Date: 
3 4/30/19 


Direction Photo 
Taken: 


Southeast 


Description: 


Looking northeast with 
leaf and compost piles 
to the right (south). 
Dumping area to the 
south. 


Photo No. Date: 
4 4/30/19 


Direction Photo 
Taken: 


South 


Description: 


Looking south into 
dumping area. Left center 
of photograph shows 
former heating oil AST 
with top removed. No 
obvious signs of a release 
of oil. 


CDW CONSULTANTS, INC. PHOTOGRAPH LOG 


CIVIL & ENVIRONMENTAL ENGINEERS 


(ASTM E 1527-13) Phase I Environmental Site Assessment 
Prepared for: City of Waltham Address: 225-227 and 240 Beaver St, Waltham 


Photo No. Date: 
5 4/30/19 


Direction Photo 
Taken: 


Southeast 


Description: 


Upper edge of dumping 
area with asphalt and 
concrete debris. Waverly 
Oaks Road in 
background. 


Photo No. Date: 
6 4/30/19 


Direction Photo 
Taken: 


East/Southeast 


Description: 


Photo trending 
east/southeast in area 
of former "fly ash" 
experiment area 
located in the south 
east portion of the site. 
No stressed vegetation 
observed in area. 


CDW CONSULTANTS, INC. PHOTOGRAPH LOG 


CIVIL & ENVIRONMENTAL ENGINEERS 


(ASTM E 1527-13) Phase I Environmental Site Assessment 
Prepared for: City of Waltham Address: 225-227 and 240 Beaver St, Waltham 


Direction Photo 
Taken: 


South 


Description: 


Photo taken southeast 
corner of former "fly ash" 
experiment area. Looking 
south with approximately 
30-40 paint cans on 
ground. No obvious signs 
of a release. 


` 


я JE == RS IM 


Photo No. Date: 
8 4/30/19 


Direction Photo 
Taken: 


East 


Description: 


Photo showing storage of 
farm equipment and 
pallets of high nitrogen 
fertilizer. Area inside and 
surrounding the storage 
tent did not reveal any 
obvious signs of a 
release. 


CDW CONSULTANTS, INC. 


CIVIL & ENVIRONMENTAL ENGINEERS 


PHOTOGRAPH LOG 


Prepared for: City of Waltham 


Address: 225-227 and 240 Beaver St, Waltham 


Photo No. Date: 
9 8/28/17 


Direction Photo 
Taken: 


North 


Description: 


In-use propane tanks 
used to heat greenhouse 
#6. 


Photo No. Date: 
10 4/30/19 


Direction Photo 
Taken: 


Northeast 


Description: 


Various lubricating and 
motor oils stored inside 
greenhouse #6. No 
obvious staining or 
releases from containers. 


CDW CONSULTANTS, INC. PHOTOGRAPH LOG 


CIVIL & ENVIRONMENTAL ENGINEERS 


UN | 1 2 i 
Direction Photo | | ‘Nil a A L2. А 
ТаКеп: | ; : 


Northwest 


JO. cA 
Vr eee 


Description: WI am o ar c MS b m : 


Photo looking between 
greenhouse #3 and #4. 
Former 1,000-gallon 
gasoline UST was located 
between the two 
greenhouses. 


Photo No. Date: 
12 4/30/19 


Direction Photo 
Taken: 


West 


Description: 


Photo taken looking into 
the greenhouses. No 
obvious signs of storage 
of oil or hazardous 
materials. 


CDW CONSULTANTS, INC. PHOTOGRAPH LOG 


CIVIL & ENVIRONMENTAL ENGINEERS 


Direction Photo 
Taken: 


North 


Description: 


Existing transformer. 
Unable to inspect the 
transformer tag to verify 
the use or possible use of 
PCB containing oils. 


Photo No. Date: 
14 4/30/19 


Direction Photo 
Taken: 


Southwest 


Description: 


Interior of administration 
building basement. 
Furnaces fueled by 
natural gas after being 
converted from oil. No 
obvious signs of oil 
staining was observed in 
the basement. 


CDW CONSULTANTS, INC. 


CIVIL & ENVIRONMENTAL ENGINEERS 


PHOTOGRAPH LOG 


Photo No. Date: 
15 4/30/19 


Direction Photo 
Taken: 


South West 


Description: 


Former residential 
house located at 225- 
227 Beaver Street. No 
entry made during site 
visit. AST Oil tank 
piping observed 
existing the front of the 
house. 


Photo No. Date: 
16 4/30/19 


Direction Photo 
Taken: 


Southeast 


Description: 


Photo looking at glass 
dumping area to the east 
of the residential house. 


CDW CONSULTANTS, INC. PHOTOGRAPH LOG 


CIVIL & ENVIRONMENTAL ENGINEERS 


Photo No. Date: 
17 4/30/19 


Direction Photo 
Taken: 


East 


Description: 


Old trailers with various 
TV's and computer 
monitors. Numerous 
others scattered around 
the ground. 


Photo No. Date: 
18 4/30/19 


Direction Photo 
Taken: 


North 


Description: 


Various debris, metal, and 
other containers scattered 
through-out the woods to 
the north of the former 
residential house. 


D CDW CONSULTANTS, INC. PHOTOGRAPH LOG 


CIVIL & ENVIRONMENTAL ENGINEERS 


(ASTM E 1527-13) Phase I Environmental Site Assessment 
Prepared for: City of Waltham Address: 225-227 and 240 Beaver St, Waltham 


Photo No. Date: 
19 4/20/19 


Direction Photo 
Taken: 


North 


Description: 


Example of various other 
containers and debris 
through the woods. 


Photo No. Date: 
20 4/30/19 


Direction Photo 
Taken: 


Northeast 


Description: 


Photo taken in the field 
looking east/northeast at 
the fence line marking the 
former area of the “fly ash” 
experiment test area. 
Area located 
approximately 300 feet 
east of dirt driveway. 


